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DISTRIBUTION OF PUBLICATIONS 


In ordering publications listed in this catalog, it should be noted that only 
those marked with an asterisk (*) are obtainable from the Superintendent of 
Documents. 

Publications marked with a farad (#) are sold by the Clearinghouse for Fed- 
eral Scientific and Technical Information, Springfield, VA 22151. 

Where a single dagger (7) is the distribution symbol, application should be 
made directly to the department or bureau issuing the document. 


* For sale by SurpertInTENDENT oF DocuMENTS 


® For sale by Clearinghouse for Federal Scientific and Technical 
Information, Springfield, VA 22151 


+ Distribution made by Issuing Office. Not definitely available if 
unaccompanied by a price 


t Printed for Official Use 
(not available for distribution ) 


@ Sent to Depository Libraries 


SIZES OF PUBLICATIONS 


Symbols used to designate sizes of publications listed in this catalog 
are as follows: 


Prniecititinccsaidiciums 6-12 inches high and width more than % of height 

large 4....... over 12 inches high and width more than % of height 

small 4°______- under 6 inches high and width more than % of height 

FP veniccnintaaiiinenidin 8-10 inches in height (size not given in entry except 
where publication is narrow or oblong) 

| a 10-12 inches in height 

__ ee 7-8 inches in height 

a 6-7 inches in height 

ee 5-6 inches in height 

EEO 4-5 inches in height 

_ up to 4 inches high 

_ nen above 12 inches in height 

narrow.._..... width less than % of height 


oblong-_------- width more than height 
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L.C. Card 4-18088 


FOR SALE BY THE SUPERINTENDENT OF DOCUMENTS, U.S. GOVERNMENT 
PRINTING OFFICE, WASHINGTON, D.C. 20402. PRICE 50 CENTS PER COPY 
EXCEPT DECEMBER (INDEX) ISSUE, WHICH VARIES IN PRICE 
SUBSCRIPTION PRICE $6.00 PER YEAR (INCLUDING INDEX) 
$1.50 ADDITIONAL FOR FOREIGN MAILING 


PREVIEWS 


The following publications are in the process of being printvd. Advance sales 
orders may be placed for these publications. Orders will be scheduled and copies 
mailed as soon as stocks are received. It is not possible to estimate the lapse of 
time before the publications will actually appear. All information in regard to 
title, series, classification, distribution, and price given in these listing is pre- 
liminary and subject to change when the publications actually come from the 
press. Those so marked will be sent to depository libraries, providing, that at 
the time of going to press, the libraries were on list to receive the items under 
which these publications will be distributed. 


Annual report of Administrator of Veterans Affairs, fiscal year 1968. [Also 
issued as H. doc. 8, 91st Cong., 1st sess.] (Veterans Administration.) $2.00. @ 


VA 1.1: 968 

Astronautics and aeronautics, 1967. (National Aeronautics and Space Administra- 
tion, NASA SP-4008.) $2.25. @ NAS 1.21: 4008 
Blight of pears, apples and quinces. (Agriculture Department, Leaflet 187, 
slightly revised.) 10c. @ A 1.35: 187/6 
Camping in the National Park System. [Revised 1969.] (National Park Service.) 
20c. @ I 29.71 : 969 
Cantaloup breeding, correlations among fruit characters under mass selection. 
(Agriculture Department, Technical bulletin 1403.) 15c. @ A 1.36: 1403 
Child nutrition in developing countries, handbook for fieldworkers. (Interna- 
tional Development Agency.) $1.00. @ $18.8:C 43 
Colorado River region and John Wesley Powell. (Geological Survey, Professional 
paper 669.) $4.25. @ 1 19.16 : 669 
Compressed gas handbook. (National Aeronautics and Space Administration, 
NASA SP-3045.) $4.75. @® NAS 1.21: 3045 


Development of water purifications systems based on reverse osmosis. (Interior 
Department, Saline water research and development progress report 410.) 


$2.25. ©@ 1 1.88: 410 
Diabetes control, public health program guide. [Revised 1969.] (Public Health 
Service, Publication 506.) 40c. @ FS 2.6/2: D 54/969 
Economic report on use and economic significance ef trading stamps. (Federal 
Trade Commission.) 30c. @ FT 1.2: T 67 
Effects of surface mining on fish and wildlife resources of United States. (Fish 
and Wildlife Service, Resource publication 68.) 60c. @ I 49.66 : 68 


Evolution of medicare. (Social Security Administration.) 65c. @ 
FS 3.2: M 46/6 
Facts about major appliance wholesaling. (Business and Defense Services Admin- 
istration.) 30c. C 41.111: Ap5 
Facts about smoking and health. [Revised 1969.] (Public Health Service.) 20c. @ 
FS 2.2: Sm 7/6/969 
Federal credit union accounting manual. [Revised 1969.] (Fedral Credit Unions 


Bureau, FCU 544.) $2.25. @ FS 3.306/2 : Ac 2/969 
Flow and retention of water in layered soils. (Agricultura] Research Service, 

Conservation research report 13.) 25c. @ A 77.23: 13 
Growing pumpkins and squashes. (Agriculture Department, Farmers’ bulletin 

2086, revised.) 20c. @ A 1.9: 2086/6 
Keeping food safe to eat, guide for homemakers. (Agriculture Department, Home 

and garden bulletin 162.) 10c. @ A1.77: 162 
List of available publications of Department of Agriculture (Information Office, 

List no. 11, revised.) 45c. @ A 21.9/8: 11/7 
Low cost wood homes for rural America. (Agriculture Department, Agriculture 

handbook 364.) $1.00. @ A1.76: 364 
Man and nature in the city. (Fish and Wildlife Service.) $1.00. @ 


149.2: M31/3 
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IV GOVERNMENT PUBLICATIONS 


Memorial book, U.S.S. Scorpion. (Navy Department.) $3.00. @ D 201.2: Sco7 
Molecular dynamics and structure of solids. (National Bureau of Standards, 


Special publication 301.) $4.00. @ C 13.10: 301 
National Gallery of Art, report and studies in the history of art, 1968 (National 
Gallery of Art.) $2.75. @ SI 8.9: 968 


Natural resources of Minnesota. (Interior Department.) 60c. @ 11.91:M66 
Our foreign agricultural trade. (Agriculture Department, Agriculture informa- 


tion bulletin 312, revised.) 20c. @ A 1.75 : 312/2 
Parkinson’s disease, present status and research trends. [Revised 1969.] (Public 
Health Service, Publication 1491.) $1.00. @ FS 2.22: P 22/969 


Reclamation’s recreational opportunities. (Reclamation Bureau.) 25c. @ 
I 27.2: R 24/10/969 
Structural model tests of arch dams, Glen Canyon and Morrow Point Dams. 


(Reclamation Bureau, Research report no. 16.) 50c. @ I 27.54: 16 
Suppression of wheat stem sawfly with resistant wheat. (Agriculture Depart- 
ment, Production research report 107.) 10c. @ A1.84:107 
Survey of Alliance for Progress, compilation of studies and hearings. (U.S. 
Senate.) $3.50. @ 91-1: S.doc.17 
Toxicity of some organic herbicides to cattle, sheep and chickens. (Agriculture 
Department, Production research report 106.) 25c. @ A 1.84: 106 


Type specimen book. [Revised 1969.] (Government Printing Office.) $5.00. @ 
GP 1.2: T 98/11/969 
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On addition, ee no date. 
addenda. tbectcsusssaanwt no place. 

amdt., amdts_....-. amendment, amend-| no nos__________- number, numbers, 
ments. 

a appendix, appendixes. Acs iceman ata nrg he 

bk., bks._........... book, books. p. of pl------------ pages of plates. 

a chapter, chapters. ii ae an aa pozageees. en 

Cong......- ---.----. Congress. a plate, plates. 

Dept---- --- Department. i dcnmedvennaas portrait, portraits. 

doc- a document. ee part, parts. 

(EGER W. .2ccncnces facsimile, facsimiles, nti ne lal Sia 

fy---------------- fiscal year. Ss Sa oe Senate, Senate bill. 

G.H.A------------ Greenwich hour angle. | 5 Con, Res__--__-_. Senate concurrent reso- 

H_. . House. lution. 

H. Con. Res_.- House concurrent reso- | §. doc____.--~----- Senate document. 
lution. 8. ex. doc. ..- Senate executive docu- 

HI. doe_- ~— a House document. ment. 

H, ex, doe i House executive docu- | S, ex. rp__...__.... Senate executive re- 

ment. port. 

kc: tig Be anentuinnns ... House joint resolution. | S. J, Res_._.__-_.--- Senate joint resolution. 

H.R- ‘ House of Representa- | S. Res_...._..-..-- Senate resolution. 
tives, House bill. OLS Sl 

i. De nonkian .. House resolution. sec______-__--__-~. section, sections. 

a House report. SeS8___ _..--.--. session, sessions. 

- + illustration, illustra- | Stat. L_.__....----- Statutes at large. 
tions. Ne cccsbaecenmenmtbes -- supplement. 

iiscstinesucidishisivien . inch, inches. oo RE eS table, tables. 

lat — latitude. ae Treasury. 

Ea longitude. Msinccienaiebeicaiabetadeantd volume, voiumes. 

— aoe GED. Sle Ceimenccccnncoce CR: 

Common abbreviations for the names of States, months, ete., are also used. 


An explanation of the symbols used to designate sizes of publications is given on the 
inside of the front cover. 


The individual issuing department, bureau, office, or agency is considered the 
publisher of Government publications. 


Words and figures enclosed in brackets [ ] in titles are given for information, 





but do not appear on the title pages of the publications cataloged. Place and 
printer are not given for publications printed at the United States Government 
Printing Office, Washington, D.C., or at Government departmental and field print- 
ing plants. The dates given with Senate and House documents and reports are 
the dates on which they were ordered to be printed. Usually the printing promptly 
follows the ordering, but various causes sometimes make delays. 

Under provisions of the Printing Act of January 12, 1895, all Government publi- 
cations, except administrative and confidential (or restricted), are entered in the 
Monthly Catalog. 

The L.C. card number appended to some of the entries is for those libraries 
ordering printed cards from the Library of Congress. The number at the extreme 
right of an entry indicates the classification of the publication in the Office of the 
Superintendent of Documents. 
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General Information 


The Superintendent of Documents, Government Printing Office, Washington, 
D.C., is authorized by law to sell copies of Government publications and to allow 
a discount of 25 percent to book dealers and also to quantity purchasers of 100 
or more copies of a single publication on condition that they will adhere to the 
public sales price set by the Superintendent of Documents and that publications 
shall not be overprinted with any advertising matter. 

Publications cannot be supplied free to individuals nor forwarded in advance 
of payment. 

PRICE LIST 


There is no general price list of public documents, but numerous lists have 
been prepared on special subjects and any of these will be furnished free, on 
application, by subject or subjects concerning which information is desired. It 
will also be noted that current publications which are for sale are listed in this 
catalog. 

LIST OF SELEOTED PUBLICATIONS 


In addition to the price lists, the Documents Office issues a biweekly list of 
Selected United States Government publications for sale by the Superintendent 
ef Documents. Each list is arranged alphabetically by subjects, with annota- 
tions and prices, and may be obtained free upon application to the Superin 
tendent of Documents. 


CONGRESSIONAL BILLS, DOCUMENTS, AND REPORTS 


More than 12,000 different bills are usually introduced during a Congress, and 
there are additional prints on many during the progress of the legislation. With 
the exception of a very few—such as revenue bills—the demand is an unknown 
quantity and on most of them we receive no orders, which makes it impossible to 
print a sales supply. It may be that a copy could be obtained from your 
Congressman. 

A difficult problem is also presented in providing a supply of congressional 
documents, hearings, and reports because there are approximately 6,000 of this 
class of publications issued during a Congress and only a few of them are called 
for. We will attempt to print for sale a few of the more important ones, but if 
not priced the only possible source would be from your Congressman. 
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HOW TO ORDER PUBLICATIONS 


Publications entered in this catalog that are for sale by the Superintendent of 
Documents are indicated by an asterisk (*) preceding the price. Those for sale 
by the Clearinghouse for Federal Scientific and Technical Information, are 
Indicated by a farad (#) preceding the price. A black dot (@) indicates that 
the publication has been or will be sent to depository libraries. A dagger (t) 
indicates that application should be made to the department, bureau, or agency 
issuing the document. A double dagger (t) indicates that the document is 
printed for official use and is not obtainable. Whenever additional information 
concerning the method of procuring a document seems necessary, it will be found 
under the name of the bureau by which it was published. 

In ordering a publication from the Superintendent of Documents, give (if 
known) the name of the publishing department, bureau, or agency, and the title, 
together with the classification number which is added to the entry at the ex- 
treme right; order the congressional documents and reports by the title, together 
with the document or report number and the Congress, e.g., H. Doc. 103, 88th 
Congress. 

Do not use the L.O. card number in ordering a publication from the Superin- 
tendent of Documents. 

HOW TO REMIT 


Remittances for documents marked with an asterisk (*) should be made to the 
Superintendent of Documents, U.S. Government Printing Office, Washington, 
DC 20402, by coupon, postal money order, express order, or check. Publications 
cannot be mailed in advance of receipt of remittance. Currency may be sent at 
senders’ risk. Foreign remittances should be made either by international money 
order or draft on an American bank. 

Foreign money, defaced or smooth coins, will not be accepted. Do not send 
postage stamps. 

For the convenience of the general public, coupons in the denomination of 5¢ 
that are good until used in exchange for Government publications sold by the 
Superintendent of Documents, may be purchased from this office. Address order 
to Superintendent of Documents, Government Printing Office, Washington, DC 
20402. 

Persons who make frequent purchases from the Superintendent of Documents 
may find a deposit account convenient. Deposits of $25.00 or more are accepted 
against which orders may be placed without making individual remittances or 
first obtaining quotations. Order blanks are furnished for this purpose. After 
the handling of the order has been completed, it will be returned showing the 
publications supplied, explanations regarding those not sent, the amount of 
charge, and the balance on deposit. 

No charge is made for postage on documents forwarded to points in United 
States and possessions, or to Canada, Cuba, Mexico, and certain Central and 
South American countries. To other countries the regular rate of postage is 
charged, and remittances must cover such postage. In computing foreign post- 
age, add one-fourth of the price of the publication. 


LIBRARY CLASSIFICATION IN DOCUMENTS OFFICE 


The classification given at the right of entries for departmental publications is 
that used in the Library of the Division of Public Documents. It is also used 
as a catalog number for sales stock of this office. The shilling mark (/) sep- 
arates what would ordinarily be superior or inferior numbers or letters, as it is 
not practicable to print these numbers or letters as superiors or inferiors in the 
Monthly Catalog. 
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New Classification Numbers 


ee 
FS 2.86/5 : CT/date._....____. 


RE a eae ee er 


a ee 


oe 7. 2 ft 
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Pr Bee PAS BOR ccccceeccccu. 


WF Reo i cctettctiintns 


TP O43/8: GROW ccnnticewnn 
£D 113A: Gate...............- 


Ze SAE a as OU... cncccnnne 


Y 3.Ap 4/2: 3-7 Reserved 
pe. 4g rn 


¥3.In 8/28: 10 Cr................. 
Y 3.W 58/10: 1 date_-.-------. 


National Institutes of Health. 

Current population research reports. 
Public Health Service. 

Indian vital statistics. 
Interior Department. 

Indian Arts and Crafts Board: Bibliography 
(sefies). 

Geological Survey. 

Program of Water Resources Division, Texas 
District, and Summary of District activities, 
fiscal year. 

Labor Department. 

Statistics on manpower, supplement to Man- 

power report of the President. 
President of United States (Richard M. Nixon) 
(Jan. 20, 1969- Ds 
Report. 
General publications. 
Economic Opportunity Office. 
OEO manuals. 
State Department. 

Foreign Affairs Research Documentation Cen- 
ter: Papers available, special. 

Note.—Formerly Foreign Area Reearch Docu- 
mentation Center. 


Secret Service. 

Report to the public. 

National Transportation Safety Board. 

Analysis of aircraft accident data: U.S. civil 
aviation. 

Notre.—-See, for earlier class, TD 1.102: Ai 7/2/ 
date. 
Public Roads Bureau. 

Highway research and development news, plant 
ecology and esthetics, progress and implemen- 
tation. 

Appalachian Regional Commission. 


Handbooks, manuals, guides. 
Inter-Agency Committee on Mexican American 
Affairs. 
Bibliographies and lists of publications. 
White House, Committee for Preservation of. 
Report. 
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GoveRrNMENT PUBLICATIONS 


Corrections for Previous Monthly Catalogs 


Oct. 1968. Entry 14178, Bulletin 1259, Thermodynamic properties of minerals 
and related substances. Add at end of entry: @ Item 620. 

Jan, 1969, Entry 527, Defense Supply Agency handbook DSAH 4215.21, Industrial 
plant equipment handbook: FSC 6675, 6695, Combination and miscellaneous 
instruments including dynamometers. Change ¢ to * Paper, $1.00. 

Feb. 1969. Entry 1785. Federal supply catalog: Consolidated master cross refer- 
ence list. Correct class to read D 7.20: 969/v.1—65. 

—— Entry 2460, Service area directory. Change distribution from + to t. This 
publication is for official use only. 

—— Entry 3174, Naval research reviews. Correct class to read D 210.11: (v. 
nos.&nos. ) 

Mar. 1969. Entry 4011, Review of payroll activities. Add at end of entry: Jan. 15, 
1969. 1969. vii+11p. + @ Item 996. 

—— Entry 4296, Characteristics and habitat requirements of greater prairie 
chicken and sharptailed grouse, review of literature. Change {+ to * Paper, 30c. 

—— Entry 4622, Factors in selecting and applying commercial explosives and 
blasting agents. Change + Mines Bureau, Pittsburgh, PA 15213 to * Paper, 40c. 
Add atend ofentry @ Item 637-A. 

— Entry 4908, Proceedings, 17 meeting, Four-States Irrigation Council, Jan. 11 
and 12,1968 . . . Correct class to read I 27.2: Ir 7/12/968. 

Apr. 1969. Entry 6204, Resume of National Conference on Depuration, July 19-22, 
1966. Correct class to read FS 2.2: Sh 4/6 

May 1969. Entry 6384, Marketing research report 637, Egg grading and processing 
plant for high volume production. Change report number from 637 to 837. 

Entry 6837, Industrial mobilization production planning manual. Delete 

the — at beginning of entry. This is not a Federal] item identification guide. 
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347 ADVISORY COMMISSION ON INTERGOVERNMENTAL RELATIONS 

251 Washington, DC 20575 

_ 7565 Federalism and the academic community brief survey; [prepared by 

10% David B. Walker and Carl W. Stenberg]. Mar 1969. vi+55 p. 4° (Infor- 

$72 mation report ; M—44.) *Paper,60c. @ Item 1049-D 

187 L.C. card 70-601896 Y¥ 3.Ad 9/8:2F31 

os AGING ADMINISTRATION, Health, Education, and Welfare Dept. 

N12 Washington, DC 20201 

15 

16 7566 Designs for action for older Americans: Project report on group volunteer 

“Oo service. [Feb. 1969.] [6] p. 4° ([Publication 905].) [Issued with perfo- 

oa rations.] * Paper, 10c. @ Item 447—A-5 FS 17.310: V 88 

37 AGRICULTURAL RESEARCH SERVICE, Agriculture Dept. 

“0 Washington, DC 20250 

i ARS (series). A 77.15 : (nos. ) 

84 7567 44-6, supp. 1. Supplement to hatcheries and dealers participating in national 

:R9 poultry improvement plan (changes reported to Mar. 17, 1969); [com- 
aa piled 7 ae Husbandry Research Division}. Apr. 1969. [4] p. 4° f 

3255 7568 44-7. Record of performance and performance test summary, 1967-68 : p aR lled 

29 ae Animal Husbandry Research Division. Revise ” Apr. 1969. [1969.] 
- 4° [Includes records of ROP candidate flocks and list of breeders 

18 FS. stocks are qualified for U.S. Performance Tested Parent Stock 

classification. ] 

10 7569 52-33. Evaluation of selected wra ping films for fresh meat packaging [with 

24 —— ergy ; By Martin Doordan [and others].] Apr. 
- 1969. 19 p. il. 4° 

44 7570 74-47. Molecular Beicay coll agriculture, potential for future research, report of 
re Western Ex ness Station Collaborators Conference, Mar. 13-16, 1968, 

233 Albany, Calif. [with yo ro) Nov. 1968. cover title, 48 p. il. 4° 

Oe ([ Western Utilization Research and Development Division.]) ¢t 

aa L.C. card 74-6018 

” 7571 Cooperative slo tehiest tuberculosis eradication program, statistical 

36 tables, fiscal year 1968. Jan. 1969.19 p.4° (Animal Health Division.) 7 


L.C. card 59-61779 A 77.212/5 : 968 


7572 Index catalogue of medical and veterinary zoology: Subjects, Trematoda 
and trematode diseases, pt. 11, hosts, genera A-L; by Mildred A. Doss 
and Marion M. Farr. Feb. 1969. v+377 p. [Supported in whole by Public 
Health Service Research Grant E4434, from National Institute of Allergy 
and Infectious Diseases to University of Maryland.] * Paper, $1.50. 


@ Item 31 
L.C. card 63-65031 A 77.219/8: T 72/pt.11 
7573 —— Subjects, Trematoda and trematode diseases, pt. 12, hosts, genera 


M-Z; by Mildred A. Doss and Marion M. Farr. 1969 [5]+379-694 p. 
[Supported in whole by Public Health Service Research Grant E4334 
from National Institute of Allergy and Infectious Diseases to University 
of Maryland.] * Paper, $1.25. @ Item 31 

L.C. card 6383-65031 A 77.219/3 : T 72/pt.12 
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National poultry and turkey improvement plans and auxiliary provisions. 
[Revised May 1969.] [1969.] cover title, 16 p. 4° ([{Animal Husbandry 
Research Division.]) [Formerly published as Miscellaneous pub. 739. 
Text on p. 2 of cover.] 7 
L.C. eard Agr 57-69 A 77.206 : P 86/3 

Plant inventory no. 174, Plant material introduced Jan. 1—Dec. 31, 1966 
(nos. 310336 to 317903). Apr. 1, 1969.322p. + @ Item 101 

A 77.515 : 174 

Plant quarantine import requirements of Denmark. May 7, 1969. 10 p. 
(Plant Quarantine Division.) [Issued with perforations. Supersedes 
summary, Aug. 3, 1964, TM, Sept. 16, 1964, and P&I, Mar. 15, 1965.] + 

A 77.329: D 417/969 

Plant quarantine import requirements of Jersey. Apr. 30, 1969. 6 p. (Plant 
Quarantine Division.) [Issued with perforations. Supersedes summary 
for United Kingdom June 13, 1960, ECPs 1-3, June 13, 1960, Sept. 7, 1960, 
and Jan. 17, 1961, and TM, Dec. 16, 1964, insofar as they pertain to 
Jersey.] + A 77.329: J 47 


Proceedings of 7th conference on maple products held Oct. 8-9, 1968 in 
Philadelphia, Pa. at Eastern Utilization Research and Development 
Division, Agricultural Research Service. [Feb. 1969.] iv+48 p. 4° ft 
L.C. card 72-601764 A 77.2: M 32/968 

U.S.D.A. summary of registered agricultural pesticide chemical uses, 3d 
edition: v. 1, Herbicides, defoliants, desiccants, plant regulators, re- 
placement pages; [Jan. 31, 1969]. [1969.] [40] leaves, 4° (Pesticides 
Regulation Division.) [Issued in looseleafform.] 7 @ Item 44 

A 77.302 : P 43/4/968/v.1/rev.pages 


AGRICULTURAL STABILIZATION AND CONSERVATION SERVICE, 
Agriculture Dept., Washington, DC 25250 


1968 agricultural conservation program accomplishments, [prepared by 
Data Management Division.] Apr. 1969. [1969.] cover title, 93 p. 4° 
[Text on p. 2 of cover.] + @ Item 106 A 82.2: C 76/17/968 


1968 feed grain and wheat programs, summary. [Jan. 1969.] cover title, 117 
p. 4° [Text on p. 2 of cover.] f A 82.37/3 : F 32/2/968 


AGRICULTURE DEPARTMENT 
Washington, DC 20250 


Note.—Requests to the Department of Agriculture for publications should include 
the USDA number if given in the entry. 
Address by Secretary of Agriculture Orville L. Freeman at annual Minne- 
sota State ASCS Conference banquet, St. Paul, Minn., Jan. 9, 1969. 
[1969.] 21 p.4° T A 1.40: F 87/341 


Address by Secretary of Agriculture Orville L. Freeman at opening of 
Falls Church High School Student Council’s Christmas Food drive, 
Falls Church, Va., Dec. 11, 1968. [1968.] 9 p. 4° (USDA 3849-68 ; 5339.) 7 

A 1.40: F 87/340 


Agriculture information bulletin. 

335. Summary of cotton fiber and processing test results, crop of 198 ; [prepared 
by Standardization Section, Standards and Testing Branch, Cotton Divi- 
sion, C&MS}). Apr. 1969. 120 p. il. 4° (Consumer and Marketing Service, 
Cotton Division.) t @ Item 4 A 1.75 : 335 


Farmers’ bulletins. @ Item 9 A1.9:(nos.) 


2035. Making land produce useful wildlife; [by Wallace L. Anderson]. [Revised 
Nov. 1960, slightly revised May 1969.] [1969.] [2]+30 = ( [Soil 
Conservation Service.]) [Drawings by Felix Summers.] * Paper, 20c. 
L.C, card 77-601697 


*For Sale by Superintendent of Documents 
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ns. 7586 2113. Annual lespedezas, culture and use; [by P.R. Henson and W.A. Cope]. 

» [Revised Apr. 1969.] [1969.] 16 p.il. ({Crops Research Division, Agri- 
iry cultural Research Service.]) [Supersedes Farmers’ bulletin 1852, Les- 
39. pedeza, culture and utilization, and Leaflet: 240, Kobe, superior lespe- 


oe * Paper, 15c. 
L.C. card 76—601706 


5/3 7587 2238. Guidelines for mold control in high-moisture corn; [prepared by Agricul- 
inst tural Engineering Research Division, Agricultural Research Service]. 
66 Sept. 1968, slightly revised Apr. 1969.] [1969.] 16 p.il. * Paper, 10c. 
.C. card 71-601840 
= 7588 2241. Sudangrass and sorghum-sudangrass hybrids for forage; [prepared by 
174 Crops Research Division and Entomology Research Division, Agricultural 
Research Service]. [May 1969.] 12 p. il. [Supersedes Farmers’ bulletin 
p. 1126, Sudan grass.] ‘* Paper, 15c. 
des L.C. ecard 72—601894 
7 Home and garden bulletins. @ Item 11 A1.77:(nos.) 
969 7589 113. Protecting woolens against clothes moths and carpet beetles. [Apr. 1966, 
slightly revised Mar. 1969.] [1969.] 8 p.il. ({Market Quality Research 
ant Division, Agricultural Research Service.]) [Supersedes bulletin 24, Clothes 
iry moths and carpet beetles, how to combat them. One illustration is colored. ] 
60 * Paper, 20c. 
’ L.C, ecard 78-601902 
to 7590 122. Controlling wasps ; [prepared by Entomology Research Division, seu 
47 Research Service]. [Feb. 1967, slightly revised Apr. 1969.] [1969.] 8 p. il 
[Supersedes Leaflet 365, Wasps, how to control them.] S Paaee, 10¢c. 
in 7591 124. Lamb in family meals, guide for consumers; [prepared by Human Nutri- 
ont tion Research Division, Agricultural Research Service]. [Issued Oct. 
Pn 1967, slightly revised May 1969.] [1969.] ii+22 p. il. * Paper, 15c. 
t 7592 160. Pork in family meals, guide for consumers; [prepared by Human Nutrition 
68 Research Division, Agricultural Research Service]. [Mar. 1969.] 28 p. il. 
* Paper, 20c. 
3a L.C. card 74—601700 
7593 166. How to buy meat for your freezer. Apr. 1969. 28 p. il. (Consumer and Mar- 
re- keting Service.) * Paper, 20c. 
les L.C. card 70-601698 
Leaflet. 
Bes 7594. 390. House fly, how to control it; [prepared by Entomology Research Division, 
Agricultural Research Service]. [Revised May 1969.] [1969.] 8 p. il. 
‘E, [Replaces all previous editions of this publication.) * —. 10c. 
@ Item 12 Al 390/8 
Marketing research reports. @ Item 13-B A 1.82: (nos. ) 
by 7595 841. Comparison of concurrent-flow, cross-flow, and counterflow grain drying 
4° methods [with list of literature cited; by T. L. Thompson, G. H. Foster, 
> and R. M. Peart]. [Apr. 1969.] [1] +ii+23 p. il. 4° (Agricultural Re- 
8 search Service.) [Prepared in cooperation with Purdue University Agri- 
- cultural Experiment Station.] * Paper, 25c. 
17 L.C. card 71-601710 
168 7596 843. Economics of farm products transportation; [by Ivon W. Ulrey]. [Mar. 


1969.] cover title, vi+95 p. il. 4° (Economic Research Service) [Page 
95, on p. 3 of cover.] * Paper, $1.00. 

7597 846. Store test of EUDA cheese in 4 supermarkets in Washington, D.C., suburbs, 
new EUDA skim milk cheese, semisoft, made from pasteurized skim 
milk, made by USDA-ARS, Beltsville, Md.; [by Herbert H. Moede and 
Noaman Seigle]. [Apr. 1969.] iv+16 p. 4° (Economic Research Serv- 


ide ice.) * Paper, 20c. 
L.C. ecard 74—601735 
ne- 7598 849. Improvements in grades of hogs slaughtered from 1960-61 to 1967-68; [by 
Jonald B. Agnew]. [May 1969.] iv+20 p. il. 4° ([{Marketing Economics 
69. Division.]) * Paper, 25c. 
41 L.C. card 71-601816 
of Miscellaneous publications. @ Item 13-A A 1.38: (nos.) 
ve, 7599 861. Products of American forests; by F. J. Champion. Revised Apr. 1969. 
4 {1969.] v+30 p. il. 4° (Forest Products Laboratory, Forest Service.) 
! * Paper, 50c 
40 7600 1088, Story of U.S. agricultural estimates ; prepered by Statistical Reporting 
Service. Apr. 1969. y+ 137 p. il. 4° ‘ Paper, $ 73. 
L.C. eard 73—601740 
red 7601 1123. Sheep chair. Mar. 1969. [2] p. il. 4° (Cooperative farm building plan 
ivi- exchange ; plan 6047.) * Paper, 5c. 
ice, 7602 1129. 3-story broiler house. Mar. 1969. [2] p. il. 4° (Cooperative farm building 
35 plan exchange ; plan 6036.) * Paper, 5c. 
7603 1134. Farrowing and growing building for hogs. May 1969. [2] p. il. 4° (Co- 
s.) operative farm building plan exchange; plan 6032.) * Paper, 5c. 
sed 7604 1135. Free-stall barn for cattle. May 1969. [2] p. il. 4° (Cooperative farm build- 
soil - ing plan exchange ; plan 6050.) * Paper, 5c. ' 
0c. 7605 1136. Corral with curved chute for beef cattle. May 1969. [2] p. il. 4° (Co- E 
t 


operative farm building plan exchange; plan 6049.) * Paper, 5c. 
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PA [Program aid] (series). @ Item 14-A A 1.68 : (nos.) 


7606 723. Loans for recreation enterprises. Revised Apr. 1969. [1969.] [6] p. il. narrow 
8° (Farmers Home Administration.) f 

7607 800. Rental & co-op housing in rural areas [loans for rental and cooperative 
housing for senior citizens and other residents in rural areas]. [May 1967, 
slightly revised May 1969.] [1969.] [8] p. il. narrow 8° (Farmers 
Home Administration.) [Supersedes PA—640, Housing for senior citizens. ] 
* Paper, 10c 

7608 876. Vote scheduled on transfer of 1970 upland cotton allotments. Apr. 1969. 

] p. narrow 8° (Agricultural Stabilization and Conservation Service.) + 

7609 894. Planning for rural industry; [by B. C. Weitzell]. [Apr. 1969.] 29 p. 4° 
(Federal Extension Service.) * Paper, 25c. 

7610 896. County agents in Vietnam. Apr. 1969. 16 p. il. oblong 12° (Federal 
Extension Service.) f+ 
L.C. card 72—601906 

7611 900. Classroom Sw -— of wood properties; by A. N. Foulger, Apr. 1969. 
= p. il. 4¢ (Forest Service, Forest Products Laboratory.) * Paper, 


7612 908. ioe for nonfarm enterprises. [Apr. 1969.] [6] p. il. narrow 8° (Farmers’ 
Home Administration.) f 


Production research report. 


7613 105. Method of determining surface area of cottonseed; [by Charles S. Shaw]. 
[Mar. 1969.] iv+7 p. il. (Agricultural Research Service.) * Paper, 10c. 
@ Item 13-C A1.84: 105 


7614 Remarks of Secretary of Agriculture Clifford M. Hardin opening National 
Agricultural Outlook Conference, Washington, D.C., Feb. 17, 1969. 
[1969.] 4p.4° (USDA 513-69; 5879.) [From transcript.] + 


A 1.40: H 21 
Statistical bulletins. A 1.34: (nos.) 
7615 363. Supplement for 1968 to Wool statistics and related data, 1920-64; [compiled 


by Mildred V. Jones]. [May 1969.] v+123 p. 4° (Economic Research 
Service.) [Supersedes 1967 supplement.] ¢t @ Item 15 
L.C, card 65—62520 

7616 434. Dairy market statistics 1968, annual oummary of market statistics [collected 
and computed by Dairy and Poultry Market News Branch]. Apr. 1969. 
v+19p.4° (Consumer and Marketing Service.) 
L.C, card 66—61156 


7617 435. Annual report on tobacco statistics, 1968; [prepared by Tobacco Division, 
ye and Marketing Service]. Apr. 1969. 56 p. il. 4° * Paper, 45c. 
@ Item 


L.C, rood T- 601926 


7618 ‘Telephone directory, Department of Agriculture; issued by Office of Plant 
and Operations. Apr. 1969. 144+-[2] p. * Paper, 35c. A 1.89: 969 


AIR FORCE DEPARTMENT, Defense Dept. 
Washington, DC 20330 


7619 Aerospace team mates, dietitian, physical therapist, occupational therapist. 
[1968.] [6] p. il. ([N/M69-6.]) [Illustrations are colored.] + @ Item 


424 D 301.2: Ae 8/4 
Air Force manual AFM (series). D 301.7 : (nos. ) 
7620 26-3. Manpower: Air Force manpower determinants. May 8, 1969. cover title, 


[431] p. 4° [Supersedes AFM 26-3, Oct. 12, 1965.] t @ Item 421 
L.C. card 74—601901 
7621 50-24. Training: Field artillery gunnery and naval gunfire support [with list of 
references]. May 1, 1969. [43] p. il. 4° [Issued in looseleaf form. 
Supersedes AFM 50-24, Jan. 15,1956.] t @ Item 421 
67-3T. See Army Department, Technical manual 743-200. 
78-1. See Defense Department, Defense Supply Agency manual DSAM 4215.1. 
85-1. Civil engineering, general : Resources and work force management. Apr. 18, 
1969. cover title, [353] p. il. 4° [Issued with perforations. Supersedes 
AFM 85-1, June 30, 1967.] t @ Item 421 
7625 85-3. See Army Department, Technical manual 5-618. 
7626 160-8. Medical service: Applied clinical nutrition [with bibliography]. June 1, 
1968. cover title, [304] p. il. 4° [Issued with perforations. Supersedes 
AFM-—160-8, Dec. 9, 1957.] * Paper, $2.00. 
L.C. card 76-601907 


Air Force pamphlet AFP (series). 
7627 36-1. See, below Air Force register. 
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7628 


7629 


7630 


7634 


7636 


7638 


7639 


7640 


June 1969 


Air Force register: v. 1, Active lists [Jan. 1, 1969.] 1969. xi+1729 p. 4° 
({Air Force pamphlet 36-1] ; Office of wey of Personnel Program 


Actions.) [Also issued as H. doc. 24, v. 1, 91st Cong., Ist sess. Super- 
sedes v. 1, AFP 36-1, Jan. 1,1968.] * Ps en, $12.25. @ Item 426 
L.C, card 49-46275 D 308.7 : 969/v.1 


——v. 2. Retired lists [Jan. 1, 1969]. 1969. viii+307 p. 4° ([{Air Force 
pamphlet 36-1] ; Office of Directorate of Personnel Actions.) [Also issued 
as H. doc. 24, vy. 2, 91st Congress, 1st sess. Supersedes v. 2. AFP 36-1, 
Jan. 1,1968.] * Paper, $2.75. @ Item 426 
L.C. card 49-46275 D 3038.7 : 969/v.2 

Children have a potential, Project CHAP, Andrews AFB, 1001st Composite 
Wing, Headquarters Command, USAF. [1969.] cover title, iii leaves 


+62 p. 4° 

L.C. card 73-601909 D 301.2: C 36/5 
Lunar earthside chart, LEC—1, prepared by Aeronautical Chart and Infor- 

mation Center, Scale 1: Scone. 1st edition. July 1968. 22.5 x 41 in. 

[Provisional.] * Paper, 50c. D 301. yviy LEC-1 
OAR (series). (Office of Aerospace Research.) D 301.69/3 : (nos. ) 


69-0001. OAR research director, Jan. 1969. [1969.] [2]+-vi+30+ [2] p. 4° 
# Paper, $3.00 (AD 684 500). 
L.C. card 78—601890 
69-0008. Proceedings of 1968 Air Force Science and Engineering Symposium. 
Oct. 30-31 and Nov. 1, 1968, Air Force Academy, Colorado Springs, 
Colo., sponsored by Office of Aerospace Research ane Air Force 
Systems Command, (papers, with list of references]: 1. [1969.] 
[290] p. il. 4° {iA 686 100.]) # Paper, $3.00. @ item 422-B 
L.C. card 76-6018 
69-0004. Presestees of 1368" Air Force Science and Engineering Symposium, 
t. 30-31 and Nov. 1, 1968, Air Force Academy, Colorado Springs, 
Clo. sponsored by Office of Aerospace Research — Air Force 
Systems Command [papers, with lists of references] : 2. (1969. 
[290] p. il. 4° @Paper, $3.00 (AD 686 101). @ item 422-B 
L.C, card 76—-601879 

School of Aerospace Medicine; Technical report SAM-TR (series). (Aero- 

space Medical Division (AFSC), Brooks Air Force Base, Tex.) 
68-116. ——— of normal man to graded exercise in progressive elevations of 
O2 [with list of references; by] Stuart J. Menn, Richard D., Sinclair, 
Welch. Dec. 1968. cover title, iii+16+ [2] p. il. 4° ({Task 

793002 and NASA Defense PR T-63615(G).]) 

D 301.26/13-6 : 68-116 


Women officers in U.S. Air Force. [Revised edition.] [1969.] cover title, 


12 p.il.4° [Illustrations are colored.] { @ Item 424 
D 301.2: W 84/969 


AIR TRAFFIC SERVICE, Transportation Dept. 
Washington, DC 20553 


En route air traffic control, Change 7. [Dec. 24, 1968.] [56] p. il. 4° (7110.9, 
Chg. 7.) [Effective Jan. 1, 1969. Cancellation date July 1, 1969. Issued 
in looseleaf form.] + @ Item 431-—D-1 TD 4.308: En 1/ch.7 

International flight information manual, v. 17; Apr. 1969. [1969.} xxx 
+173 p. 4° (Flight Services Division, National Flight Data Center 
(AT-430). [Issued with perforations.] * Paper, $3.00 (including basic 
manual and supplementary service for 1 year); 75c. additional for 
foreign mailing. @ Item 431-C-18 TD 4.309: 17 

International weather schedules service 0 [Change 6]. Jan. 28, 1969. [56] 
p. 4° (7330.6.) [Issued in looseleaf form. Cancellation date Sept. 1, 
1969.] t+ @ Item 431-D-1 FAA 3.8: W 37/2/966/ch.6 


APPALACHIAN REGIONAL COMMISSION 
1666 Connecticut Avenue, N.W., Washington, DC 20009 
Note.—The Appalachian Regional Commission was established by Public law 4, 
89th Congress, approved Mar. 9, 1965. 
Appalachian Regional Commission annual report, [fiscal year] 1967. [1968.] 
vi+92 p.il. + 
L.C. card 66-61155 Y 3.Ap 4/2: 1/967 
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Education Advisory Committee, interim report. [1969.] [100] p.4° f 
L.C. card 75-600197 Y 3.Ap4/2:2Ed8 
Guidelines for funding Appalachian projects, development districts and 
research, [1969.] cover title, [7] +74 p.+6 dividers. 4° t 
L.C. card 68-67188 Y 3.Ap 4/2:8 F 96 


ARMED FORCES INFORMATION SERVICE, Defense Dept. 
Washington, DC 20301 


DoD [pamphlet]. 
AO-135. Capsule facts for Armed Forces: Soviet Zone of Germany [with reading 
list]. Mar. 1969. 7 p. il. 4° ({Army Dept.] DA Pam. 360-771) 
[Adapted from Department of State Background notes series.] f 
@ Item 312-A 
L.C. card 68—61277 D 2.14: AO-135 


ARMY DEPARTMENT, Defense Dept. 
Washington, DC 20310 


AMC pamphlet. (Army Materiel Command.) 
310-1. Military publications: Index of publications and blank forms. Apr. i, 
1969. 12+1 p. 4° [Issued with pertecations,} t @ Item 322-A 
L.C. card 67-9308 101.22/3 : 310-1/9/ch.1 
Army procurement procedure Mar. 1, 1969, Change 1; Apr. 21, 1969 [1969.] 
[6] p. 4° [Issued in looseleaf form.] * Paper, 10c. @ Item 327-A 
D 101.6/4 : 969/ch.1 


Army regulation AR (series). [Issued with perforations. ] 
715-22. Department of Defense: High dollar spare parts breakout program. Mar. 
1969. v+ [79] p. il. 1 pl. 4° (LNs avy Dept.] NAVMATINST 4200.334 : 
Marine Corps MCO P4200.13A; [Air Force Dept.] AFR 57-6; Defense 
Supply Agency DSAM 4105.2 2. 5 [Prepare “i by Office of Assistant Secre- 
tary of Defense (Installations & Logistics). Issued with perforations. 
Supersedes AR 715-22/NAVMATINST P4200.33/MCO P4200.13/AFR 
57-6/DSAM 4105.2, Oct. 30, 1964.] * Paper, $1.00. @ Item 323 
D 101.9 : 715-22/3 


Cold Regions Research and Engineering Laboratory, Hanover, N.H.: Re- 
search report. (Army Materiel Command.) ¢ D 103.33/3 : (nos. ) 


254. sige seaponse tri oats al strain-gage anemometer; [by] Fuat Odar. Jan. 1969. 

iv+15+([2] p.il.4° ¢ 

263. Thermal instability in layer of water formed by melting ice from below 

[with list of literature cited; by] Yin- Chao Yen. Mar. 1969. iv+12+-[1] 
p.il.4° (DA task 1T061102B52A02. ) fF 

Special report. (Army Materiel Command.) 

128. Winding long, slender coils by orthocyclic method [with list of we 
cited; by] Haldor W. C. Aamot. Feb. 1969. iv+9+-[1] p. il. 4° DA 
project 1T061 101A91A, Terrestrial Sciences Center.) { D103.33/2: (28 

Technical report. (Army Materiel Command.) 

172. Ring tensile strength studies of ice [with list of literature cited; by] 
Guenther E. Frankenstein. Feb. 1969. iv+36+[2] p. il. 4¢ (DA task 
1T062112A13001.) ¢ D 103.33: 172 

Cold regions science and engineering monograph: [pt. 3, Snow engineer- 

ing]. (Cold Regions Research and Engineering Laboratory, Hanover, 

N.H., Army Materiel Command. ) 

3-A2b. Investigation and exploitation of snowfield sites [with list of literature 

cited; by] Malcolm Mellor. Jan. 1969. vi+57+([2] p. il. 4° (DA 
peopest 1T062112A130.) 
4C. card 62—62430 D 103.33/7 : 3—A2b 

An exciting and unusual career, United States Army Intelligence. [1968.] 

[6] p. il. narrow 12° ([RPI 237, June 1968.]) ¢ @ Item 325 

D 101.2: C18/4 








ron manual FM (series). 


7-30. Infantry brigades [with list of references]. Mar. 1969. cover title, [115] 
p. il. 4° [Issued with perforations. Supersedes TM Rey ry 19, 
1965. ] t @ Item 324 D 101.20 : 7-30/3 
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+Distribution Made by Issuing Office 
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7670 


JuNE 1969 


Fort Bliss National Cemetery. [1969.] [10] p. il. 8° + @ Item 325 
D 101.2: F 77b 


Natick Laboratories, Natick, Mass.: Technical report. (Army Materiel 
Command.) ft D 106.21 :(nos.) 
67-—34-ES. Seasonal change revealed by time-lapse photography [with list of 
references] ; by Roland J. Frodigh. Mar. 1967. iv+53 p. il. oblong 
8° (Earth Science Division; project reference 1A013001A91A; 
ET-27.) 

68-30-ES. Arthropods of medical importance in Latin America: pt. 1, [Intro- 
ductory and explanatory material, data on mosquitoes, with lists of 
literature cited]; by B. V. Travis and Renato M. Labadan. Dec. 
1967. xvi+1-216+ [2] p. map 4° (ES—35 [Earth Sciences Labora- 
tory]; project reference IV025001A29; [contract DA 19—-129— 
AMC-417(N) ].) {Sponsored by Office, Chief of Research and 
Development. } 

68—30-ES. Arthropods of medical importance in Latin America: pt. 2, ae ae 


other than mosquitoes [with lists of literature yoow es _ 
Travis and Renato M. Labadan. Dec. 1967. x-+217-491 iat? p. map, 
4° (ES-35 [Earth Sciences Laboratory]: project reference 


1V025001A129: [eontract DA 19-129AMC_4i7(N) 1. ) [Sponsored 
by Office, Chief of Research and Development. ] 


Pamphlets. @ Item 327 D 101.22: (nos.) 

16—10. Character guidance discussion topics: Duty, honor, country. Mar. 
1969. cover title, vi+88 p.4° [Supersedes DA Pam 16-10, Mar. 21, 
1963.] ft 
L.C. card 616-1080 

18—1-1. Army information and data systems: Narrative descriptions of 
systems, Apr. 1965, Change 1, Apr. 15, 1969. [1969.] [3] p. 4° 
{Issued in looseleaf Form.] t 

350-4. Cooperative a program. Jan. 10, 1967. 20 p. il. 4° [Super- 
sedes DA Pam 350-4, Sept. 5, 1963.] tf 

352-1. Educational pete hg loans, and financial aids. Apr. 1969. cover 


title, 84 p. 4° [Issued with perforations. Supersedes DA Pam. 
608-3, Sept. 5. 1967.] 
L.C. card 70—601880 

550-64. Area handbook for Mozambique [with bibliographies; by] Allison 
Butler Herrick [and others]. Feb, 1969. xiv+351 p. il. [Prepared 
by Foreign Area Studies (FAS) American University, W sey 
D.C. Research and writing were completed on July 1, 1967.] 
e Fabrikoid $3.25. 
L.C. card 72—601780 

715—60-68. Procurement legal service. Apr. 15, 1969. 16 p. 4° [Issued with 
perforations. ] 

750-12. Body armor for aircrewman. Mar. 1969. cover title, i+22 p. 16° ft 


Technical manual TM (series). @ Item 329 D 101.11: (nos.) 
5-618. Paints and protective coatings [with list of references]. [Jan. 15, 1969.] 
[249] il.+16 dividers 4° ([Navy Dept.] NAVFAC MO-110; Air 
Force Pdept.] AFM 85-3.) [Supersedes TM 5-618. Oct. 24, 1946; 
NAVDOCKS Mont 10. Jan. 1963; and part G, AFM 85-4, Oct. 1, 
1958.] * Plastic, $7.25 
L.C. card 79-601905 
5-805-9. Power plant acoustics, Change 1, May 20, 1969. [1969.] [15] p.4° 
[Issued with perforations. ] 
743-200. Storage and materials handling [Change] 20: Jan. 22, 1969. [1969.] 
[69] p. il. 4° (USavy Dept.] NAVSUP PUB 284 CH 20; [Air Force 
Dept.] AFM 67- {Marine Corps] NAVMC 1101 CH 20; [Defense 
Supply Agency] DSM 4145.1 CH 20.) [Issued in looseleat form.] 
* Paper, 65c. 
USAAVLABS technical reports. (Army Aviation Materiel Laboratories, 
Fort Eustis, Va.) tf D 117.8/2:(nos.) 
68-18A. Prediction of rotor instability at high forward speeds: v. 1, Steady 
flight differential equations of motion for flexible helicopter blade 
with chordwise mass unbalance [with list of references cited] ; 
Peter J. Arciadiacono. Feb. 1969. cover title, [1] xiv+59+ [2] p. W 
4° (Contract DA 44—-177-AMC-332(T); United Aircraft Corpora- 
tion, Sikorsky Aircraft Division, Stratford, Conn.) 

68-18B. Prediction of rotor instability at high forward speeds: v. 2, Classical 
flutter [with list of references cited] ; by Clifford J. Astill, Charles F. 
Niebanck. Feb. 1969. cover title, {1} +xxv+194+ [2] p. il. 4° 
Contract DA 44—-177—-AMC-—332(T); United Aircraft Corporation, 
Sikorsky Aircraft Division, Stratford, Conn.) 

68-18E. Prediction of rotor instability at high forward speeds: v. 5, ypetes and 
flag-lag instability [with list of references cited]; by H. L, Elman, 
Charles F. Niebanck, Lawrence J. Bain, Feb. 1969. a title, xvii 
+107+[2] p. il. 4. (Contract DA 44-177—-AMC-332(T) ; United Air- 
craft Corporation, Sikorsky Aircraft Division, Stratford, Conn.) 
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68-65. Advancement of high-temperature turbine technology for small gas 
turbines engines, fluid-cooled axial flow turbine [with list of refer- 
ences]; by Ronald_M. Gabel, Arthur J. Tabbey. Jan. 1969. cover 
title, [1] +xxxix+716+[2] p. il. 4° (Contract DA 44—-177-AMC- 
eet i Continental Aviation and Engineering Corporation, Detroit, 
Mich, 


ARMY MEDICAL SERVICE, Defense Dept. 
Washington, DC 20310 


Advanced theory and science of dental practice, graduate course in 
science. [1969.] iii+36 p. (Medical Research and Development Com- 
mand, Walter Reed Army Medical Center, United States Army Institute 
of Dental Research.) + @ Item 351-A D 104.2: D 43/2 

Bibliography of U.S. Army Medical Research and Nutrition Laboratory 
reports and reprints for 1968. [1969.] 5 p. 4° (U.S. Army Medical Re- 
search and Nutrition Laboratory, Fitzsimons General Hospital, Denver, 
Colo.) + D 104.17 : list /968 


ATOMIC ENERGY COMMISSION 
Washington, DC 20545 


AEC research and development reports. Y 3.At 7: 22/ (letters—nos. ) 
BNL-50134 (T-—509). Concrete-polymer materials, first topical report [with 


list of references] ; by M. Steinberg [and others]. 
Dec. 1968. vii+83 Pp. il. 4e [Prepared by Radia- 
tion Division, Nuclear Engineering Department, 
Brookhaven National Laboratory, Associated Uni- 
versities, Inc., Upton, New York, and Division of 
Research, Bureau of Reclamation, Denver, Colo., 
for Division of Isotopes Development, Atomic En- 
ergy Commission, Bureau of Reclamation, Depart- 
ment of Interior, Office of Saline Water, Depart- 
35,00 of Interior, Washington, D.C.) # Paper, 


CONF-6705058. Symposium on radioecology, proceedings of 2d Na- 
tional Symposium, held at Ann Arbor, Mich., May 
15-17, 1967 [with lists of literature cited] ; edited 
by Daniel J. Nelson and Francis C. Evans. Mar. 
1969. xii+774 p. il. 4e [Cosponsored by Division 
of Biology and Medicine of Atomic Energy Com- 
mission, Ecological Society of America, and Uni- 
versity of Michigan in cooperation with University 
Extension Service.] % Paper, $3.00. 

* Paper, $3.00. 

CONF-—670958 (Erratum). Proceedings of symposium in nuclear medicine, its 
current status in medical practice, held at Cleve- 
land, Ohio, Sept. 27—30, 1967 [with list of refer- 
ences]. [1969.] cover title, 12 p. 4° [Sponsored 
jointly by Atomic m1! Commission, Division of 
Nuclear Education and Training and Nuclear Medi- 
cine Institute, Cleveland, Ohio.] 

CONF-—680610. Proceedings of Rocky Flats Fluoride Volatility Con- 
ference June 24-25, 1968 [with lists of refer- 
ences] ; edited by J. M. Cleveland and M. A. Thomp- 
son, vi+202 p. il. 4° ([Division of Technical 
Information.]) [Sponsored by Dow Chemical Com- 
pany, Rocky Flats Division, Golden, Colo.] 
* Paper, $3.00. 

COO-1239-18. Diffractometry with 55Fe and Beta excited x-ray 
sources, final report [with bibliography]; by 
Luther E. Preuss, William S. Toothacker, Claudius 
K. Bugenis. [1969.] vi+70 p. il. 4° (Division of 
Nuclear Spectroscopy and Radiation Physics, Dept. 
of Physics and Biophysics, Edsel B. Ford Institute 
for Medical Research, Detroit, Mich. 48202.) 
{Performed for Division of Isotope Development 
under contract AT (11—1)-—1239. Period covering 
Sept. 1, 1965-Jan. 1, 1967, report also includes 
non-supported studies continued to Jan. 1968.] 
# Paper, $3.00. 


*For Sale by Superintendent of Documents 
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HASL-194. 


HASL-198, 


HASI-199. 


HASL-201. 


HASL-20 


HASL-207, app. 


MIT-—3325-22. 


MIT-3325—40. 


MIT-—3727-5. 


MMM-3691-34 


NCG-TR-2. 


NYO-3717-1. 


JUNE 1969 


Investigation of recirculation by ven herie air 
sam oo. {with list of references] ; ». Loysen, 
H. Franklin]. Dec. 1968. cover die 413 p. il. 
4° (Division of Technical Information ; Heaith 
and Safety Laboratory, New York Oper ations of- 
fice (AEC), New York, N.Y.) & Paper, $3.00. 

Determining state of charge of nickel-cadmium bat- 
teries by farad capacitance measurements i 
list of references; by Norman Latner]. Aug. 1968. 
cover title, iii+[3]+28 p. il. 4° (Health and 
Safety 5 ne pet New York Operations Office 
(AEC), New York, N.Y.) & Paper, $3.00. 

Transverse shielding calculations for components of 
a % TeV —_— synchrotron [with list of refer- 
ences; by Keran O’Brien]. Aug. 1968. cover title, 
viii+36 p. il. 4° (New York Health and Safety 
Laboratory, New York Operations Office (AKC), 
New York, N.Y.) & Paper, $3.00 

Low dose measurements with thermoluminescent 
dosimeters [with list of references; by Arthur 
Shambon, James E. McLaughlin]. Oct. 1968. cover 
title, [4]+11 p. il. 4° (Division of Technical 
Information ; New York Health and Safety Labo- 
ratory, New York Operations Office (AEC), New 
York, N.Y.) # Paper, $3.00. 

Health and Safety Laboratory fallout program quar- 
terly summary report, [Dec. 1, 1968—Mar. 1, 1969 
with bibliographies ; prepared by Edward P. Hardy, 
Jr. and Joseph Rivera]. Apr. 1, 1969. cover title, 
[202] p. il. 4¢ Paper, $3.00. 

L.C. card 68-62525 

Health and Safety Laboratory fallout program quar- 
terly summary report [Dec. 1, 1968—Mar. 1, 1969], 
appendix. Apr. 1, 1969. cover title, [363] p. il. 4° 
# Paper, $3.00. 

L.C, card 68-62525 

Effect of gamma rays on haddock and clams inocu- 
lated with Clostridium botulinum, type E, progress 
report, 1965 [with list of references ; prepared by 
8S. A. Goldblith and J. T. R. Nickerson]. Feb. 1969. 
cover title, [1] +62 p. il. 4° (Massachusetts In- 
stitute of Technology, Cambridge, Mass.) 
® Paper, $3.00. 

Effect of repeated treatment with gamma rays on 
radio-resistance, viruience, and culture character- 
istics of certain pathogenic bacteria, final report 
{with list of references ; prepared by J. J. Licciar- 
dello, J. T. R. Nickerson, and S. A. Goldblith]. 
Oct. 1968. cover title, [1]+151 p. il. 4° (Depart- 
ment of Nutrition and Food Science, Massachusetts 
Institute of Technology, Cambridge, Mass.) 
® Paper, $3.00. 

Treatment of poultry with ionizing radiations to de- 
stroy salmonellae, final report [with list of refer- 
ences; prepared by J. T. R. Nickerson, J. J. 
Licciardello and S. A. Goldblith]. Nov. 1968. cover 
title, [3] +100 p. il. 4° (Department of Nutrition 
and Food Science, Massachusetts Institute of Tech- 
nology, Cambridge, Mass.) # Paper, $3.00. 

SNAP-21 program, phase 2, thermoelectric generator 
performance evaluation and design description ; 
[prepared by R. F. Wickenberg, W. A. McArthur, 
R. E. Pettman]. June 27, 1968. cover title, [1]+ 
v—-xxxili+151+[97] p. il. 4° (Division of Tech- 
nical Information ; Electrical Products Group, 
Minnesota Mining and Manufacturing Company, 
St. Paul, Minn.) % Paper, $3.00. 

Nuclear construction engineering technology. [with 
list of references; by] Bernard C. Hughes. Sept. 
1968. ix+182 p. il. 4° (NCG technical report 2; 
U.S. Army Engineer Nuclear Cratering Group, 
Lawrence Radiation Laboratory, Livermore, Calif.) 
# Paper, $3.00. 

Extended testing of methane ionization detector, final 
report. Dec. 1968. cover title, 21 p. il. 4° (Divi- 
sion of Technical Information ; Melpar, Inc., Falls 
Church, Va.) & Paper, $3.00. 
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NYO-3883-1. 


ORO-651. 


ORO-—663. 


ORO-—665. 


ORO-668. 


PNE-903F. 


PNE-1107, pt. 2. 


PNE-G-—10. 


PNE-G-11. 


PNE-G-12. 


RME-4106. 


Microbial inhibition in cutting oils employing radia- 
tion, cost analysis: pt. 1, Experimental work ; pt. 
2, Literature survey and contact reports [with list 
of references ; by R. Y. Mixer, J. J. Cavallo, W. C. 
Hart]. July 1968. cover title, [7] +97 p. 4° (Divi- 
sion of Technical Information; ARCO Chemical 
Company, Division of Atlantic Richfield Co., Ana- 
heim, Calif.) [Page 97 is on p. 3 of cover.] 
# Paper, $3.00. 

Uranium hexafluoride, handling procedures & con- 
tainer criteria. Revision 2. [Nov. 1968.] cover title, 
iv+80 p. il. 4° # Paper, $3.00. 

Commercial irradiation of shellfish with portable 
shipboard irradiator, final report [with list of 
selected references ; ey by Arthur F. Novak. 
and others]. June 30, 1969. cover title, vi+48 p. 
il. 4° (Department of Food Science and Tech- 
nology, Louisiana State University, Baton Rouge, 
La.) &% Paper, $3.00. 

Proceedings of Enrichment Services Seminar, pre- 
sented by Atomic Energy Commission, Nov. 7-8, 
1968, Oak Ridge, Tenn. Mar. 1969. viii+217 p. il. 
4° ([{Division of Technical Information.]) [In 
cooperation with Goodyear Atomic Corporation, 
Nuclear Division, Union Carbide Corporation.] 
# Paper, $3.00. 

Selected background information on uranium en- 
riching. [Mar. 1969.] cover title, [2] leaves+55 
p. il. 4° + USAEC, Division of Technical In- 

seemetee Extension, P.O. Box 62, Oak Ridge, TN 


Plowshare, civil, industrial and scientific uses for 
nuclear explosives, Plowshare program, Palanquin, 
Nevada test site, final report: long range airblast 
{with list of references ; by Jack W. Reed]. Apr. 25, 
1969. cover title, 3-44 p. il. 4° (Sandia Labora- 
tory, Albuquerque, N. Mex.) # Paper, $3.00. 

Plowshare, civil, industrial and scientific uses for 
nuclear explosives, United States Army Corps of 
Engineers, Project Pre-Gondola I, Fort Peck Reser- 
voir, Mont.: Crater studies, surface motion [with 
list of references; by] W. G. Christopher, J. E. 
Lattery. Feb. 1969. cover title, 45 p. il. 4° (Army 
Engineer Nuclear Cratering Group, Livermore, 
Calif.) # Paper, $3.00. 


Gasbuggy, gas quality investigation program, status 
report, Nov. 1968; [by] C. F. Smith and F. F. 
Momyer. Feb. 1969. iii+25 p. il. 4e ({Plowshare, 
civil, industrial and scientific uses for nuclear ex- 
plosives. }) [Government-industry experiment 
sponsored by Atomic Energy Commission, El Paso 
Natural Gas Company, Department of Interior 
with technical assistance by Lawrence Radiation 
Laboratory, Livermore, Calif.] # Paper, $3.00. 

Gasbuggy, postshot geologic investigations, Nov. 1968 
[with list of references; by] D. E. Rawson [and 
others]. Feb. 17, 1969. iii+23 p. il. 4° ([Plow- 
share, civil, industrial, and scientific uses for nu- 
clear explosives.]) [Government industry experi- 
ment sponsored by Atomic Energy Commission, El 
Paso Natural Gas Company, Department of In- 
terior, with technical assistance of Lawrence Radia- 
tion Laboratory, Livermore, Calif.] % Paper, 
$3.00. 

Operational safety aspects of Project Gasbuggy, Sept. 
1968 ; (by) R. H. Thalgott. Feb. 17, 1969. [1] +10 

.4° ([Plowshare, civil, industrial, scientific uses 
Por nuclear explosives] ; Nevada Operations Office.) 
{Government industry experiment sponsored by 
Atomic Energy Commission, El Paso Natural Gas 
Company, Department of Interior, with technical 
assistance by Lawrence Radiation Laboratory, 
Livermore, Calif.] # Paper, $3.00. 

Preliminary reconnaissance for uranium in Connecti- 
eut, Maine, Massachusetts, New Jersey, New York 
and Vermont, 1950-59. Feb. 1969. 129 p.4° (TID 
UC-51; Division of Raw Materials.) [Prepared 
in cooperation with Geological Survey.] * Paper, 
$1.25. @ Item 1051-C 
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7708 
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TID~—3522 (rev. 8, supp. 1). 


TID4550 (12th rev.). 


TID—4552 (rev. 6). 


TID-5001 (Sth rev. 


~ 


TID—5059 (9th rev.). 


TID—24823. 


TID-24880. 


TID-24881. 


TID-24882. 


TID—24883. 


TID-24885. 


TID-24887. 


TID-—24996. 


JUNE 1969 


Plowshare, selected annotated bibliography of civil, 
industrial, and scientific uses for nuclear explo- 
sives ; complied by Robert G. West, Robert C. Kelly. 
Apr. 1969. v+-43 p. 4° [Page 43, on p. 3 of cover.] 
# Paper, $3.00. 

Science information available from Atomic Energy 
Commission [Apr. 1969.] cover title, vi+30 p. il. 
(Division of Technical Information.) [Includes list 
of reference aids to AEC information sources]. 
# Paper, $3.00. 

Subject scope of nuclear science abstracts. Jan. 1969. 
cover title, ii+64 p. ¢ Division of Technical In- 
formation Extension, Atomic Energy Commission, 
P.O. Box 62, Oak Ridge, TN 37830. 

Subject headings used by USAEC Division of Tech- 
nical Information; [edited by Sidney F. Lanier]. 
[Original edition July 1951], Sth revised edition 
Jan. 1969. [1969.] cover title, [6]+268 p. 4° 
# Paper, $3.00. 

Corporate author headings used by Atomic Energy 
Commission in cataloging reports. Feb. 1969. [3] 
+172 p. 4° (Division of Technical Information 
Extension, Oak Ridge, Tenn.) % Paper, $3.00. 

Division of Isotopes Development research and de- 
velopment projects, 1968 [progress report on spon- 
sored work]. [Jan. 1969.] cover title, xvili+-343 
p. il. 4° (Division of Technical Information.) 
{Includes lists of reports published.] Paper, 

3.00. 

Significance of Clostridium botulinum type BE in ap- 
one of radiation-pasteurization process to 
*acific crab meat and flounder, final summary 
{with list of literature cited; prepared by M. W. 
Eklund and F. T. Poysky]. July 1965. cover title, 
{41+72 p. il. 4° (Technological Laboratory, Bu- 
reau of Commercial Fisheries, Seattle, Wash.) 
# Paper, $3.00. 

Growth and toxin production of Clostridium botu- 
linum types E, nonproteolytic B, and F in non- 
irradiated and irradiated fisheries products in 
temperature range 36° to 72°F, final summary 
{with list of literature cited; prepared by M. W. 
Eklund, F. T. Poysky, and D. I. Wieler]. Nov. 1967. 
cover title, [1]+iv+86 p. il. 4° (Technological 
Laboratory, Bureau of Commercial Fisheries, Se- 
attle, Wash.) & Paper, $3.00. 

Growth and toxin production of Clostridium botu- 
linum types E, nonproteolytic B, and F in non- 
irradiated and irradiated fisheries products in 
temperature range of 38° to 50°F, final summary 
{with list of literature cited; prepared by M. W. 
Eklund and F. T. Poysky]. July 1968. cover title, 
{1]+70 p. il. 4° (Technological Laboratory, 
Gureau of Commercial Fisheries, Seattle, Wash.) 
# Paper, $3.00. 

Significance of Clostridium botulinnm type E in ap- 
plication of radiation-pasteurization process to 
Pacific crab meat and flounder, final summary 
[with list of literature cited; prepared by M. W. 
Eklund, F. T. Poysky, and D. I. Wieler]. July 1966. 
cover title, [6]+90 p. il. 4° (Technology Labora- 
tory, Bureau of Commercial Fisheries, Seattle, 
Wash.) #Paper, $3.00. 

Effect of gamma rays on haddock and clams inocu- 
lated with Clostridium botulinum, type E, Jan. 1— 
Dec. 31, 1964 [with list of references ; prepared by 
John T. R, Nickerson and Samuel A. Goldblith]. 
Feb. 1969. cover title, [1]+61 p. il. 4° (Depart- 
ment of Nutrition and Food Science, Massachu- 
setts Institute of Technology, Cambridge, Mass.) 
# Paper, $3.00. 

Treatment of poultry with fonizing radiations to de- 
stroy salmonellae [with list of references; pre- 
pared by J. J. Licciardello, J. T. R. Nickerson and 
S. A. Goldblith]. Oct. 1967. cover title, {1]+40 
p. il. 4° (Division of Technical Information; De- 
partment of Nutrition and Food Science, Massa- 
echusetts Institute of Technology, Cambridge, 
Mass.) #% Paper, $3.00. 

Safety of underground nuclear testing, summary re- 
port on activities for assuring safety of under- 
ground nuclear testing [with selected supplemental 
reading list]. Apr. 1969. [3] leaves+20 p. il. 4° 
(Nevada Operations Office.) & Paper, $3.00. 
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AEC research and development reports—Continued 
TID-25004. Analysis of world-wide contributions to Nuclear Sci- 
ence Abstracts, v. 22 (1968); [by William M. 
Vaden]. Apr. 1969. cover title, iv+94 p. il. 4° 
ye on of Technical Information.) ¢% Paper, 


Environment, and what to do about it, remarks by Glenn T. Seaborg, Chair- 
man, U.S. Atomic Energy Commission at meeting of National Academy 
of Sciences-National Research Council, Solid State Sciences Panel, 
Argonne National Laboratory, Argonne, Ill., May 5, 1969. [1969.] 21 
leaves, 4° 7 Y 3.At 7:34 Se 1/174 


Heritage of Albert Michelson, remarks by Glenn T. Seaborg, Chairman, 
Atomic Energy Commission, at Naval Academy, Annapolis, Md., for 
dedication of Michelson Hall, May 10, 1969. [1969.] 7 leaves, 4° (S-15 
69.) 7 Y3.At 7:34 Se 1/175 


National policy on peaceful uses of nuclear explosives, remarks by Gerald 
F. Tape, Commissioner U.S. Atomie Energy Commission at Symposium 
on Education for Peaceful Uses of Nuclear Explosives at University of 
Arizona, Tucson, Ariz., Mar. 31, 1969. 1969. [1] p.+9 leaves, 4° (S-— 
11-9.) + Y3.At7:34T 16/18 


Plowshare program during 1968. [1969.] cover title, 8 p. il. [Based on 
annual report to Congress for 1968 of Atomic Energy Commission. ] 
* Paper, 15c. Y 3.At 7: 2 P 72/2/968 


Understanding the atom series. (Division of Technical Information.) 
Accelerators [with list of suggested references: by William J. Kernan]. [Apr. 
1969.] cover title, [2] +57 p. il. ¢ Atomic Energy Commission, P.O. Box 62, 
Oak Ridge, TN 37830 
L.C. card 68-67234 Y 3.At 7: 54 Ac 2/969 
Natural radiation environment [with list of suggested references: by Jacob 
Kastner]. [1968.] cover title. [2] +46 p. il. ft Atomic Energy Commission, 
P.O. Box 62. Oak Ridge, TN 37830. 
L.C. eard 73-600865 Y¥ 3.At7:54R 11/7 
Radioactive wastes [with list of suggested references; by Charles H. Fox]. [1966 ; 
revised 1969.] [1969.] cover title. [2]+46 p. il. ¢t Atomic Energy Commis- 
sion, P.O. Box 62, Oak Ridge, TN 37830. 
L.C. card 73-601811 Y 3.At 7:54 R11/4/969 


AVIATION MEDICINE OFFICE, Transportation Dept. 
Washington, DC 20553 


Aviation medical reports AM (series). TD 4.210: (nos.) 
68-14. Comparative study of air traffic trainee aptitude-test measures involving 
Navy, Marine Corps, and FAA controllers [with list of references: by] 
Sart B. Cobb. Sept. 1968. [4]+18+[1] p. il. 4° @Paper, $3.00. 
68-16. Drug and toxic hazards in general aviation [with list of references; by| : 
J. Robert Dille, Stanley R. Mohler. Sept. 1968. [4]+7+[1] p. 4° 
+ Paper, $3.00 
68-18. Effects of alcohol at 3 simulated aircraft cabin conditions [with 
bibliography: by] E. Arnold Higgins [and others]. Sept. 1968. [4] 
+14+[1] p.fl.4° ¢ Paper, $3.00. 
68-20. Two-flash thresholds as a function of flash luminance and area [with list 
of references; by] Mark F. Lewis. Sept. 1968. [4]-+8+ [1] p. il. 4° 
* Paper, $3.00. 
68-21. Cockpit noise intensity 15 single-engine light aircraft [with list of 
references, by]; Jerry V. Tobias. Sept. 1968. [4]+6+ [2] p. il. 4° 
+ Paper, $3.00. 


BONNEVILLE POWER ADMINISTRATION, Interior Dept. 
Portland, OR 97208 


Generation and sales statistics, calendar year 1968. [Mar. 5, 1969.] 6 p. il. 4° 
({Branch of Customer Service, Rates & Statistics.]) [Pages 4-6 issued as 


leaves.] + 
L.C. card 54-61687 1 44.8: 968/2 
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BUSINESS AND DEFENSE SERVICES ADMINISTRATION, Commerce 
Dept., Washington, DC 20230 


Industry trend series. @ Item 130-B C 41.90 : (nos. ) 
2. Chemicals, petroleum, & rubber & plastics products manufacturing. Apr. 1969. 
iv+83 p * Paper, 75c. 
5. Metal & frvricated metal products manufacturing. Apr. 1969. iv+83 p. il, 4° 
* Paper, 75c. 
6. Machinery & electrical equipment manufacturing. Apr. 1969. vi+93 p. il. 4° 
* Paper, $1.00. 


8. Leather, stone, clay, glass & miscellaneous manufacturing. May 1969. vi+86 
p.il.4° * Paper, $1.00. 


Patterns of industrial growth: Shipments of metalworking machinery, 


1958-67. May 1969. 8 p. 4° 7 Paper, 10c. C 41.90/5 : M 56/958-67 
—— Shipments of office, computing, and accounting machines, 1958-67. 
Apr. 1969. [4] p. 4° 7 Paper, 10c. C 41.90/5 : Of 2/958-67 


CANAL ZONE GOVERNMENT 
Washington, DC 20004 


Panama Canal Company, Canal Zone Government annual report, fiscal year 
1968. [1969.] cover title, vi+[1]+147 p. il. + @ Item 360 
L.C. card 58-60088 CZ 1.1: 968 


CENSUS BUREAU, Commerce Dept. 
Suitland, MD 20233 


1967 census of business: Retail trade [area statistics] BC67—RA (series). 
{Preprint from y. 2, Retail trade, area statistics.] 
21. Maine. Revised (edition). [May 1969.] iv+40 p. il. 4° * Paper, 55c. 
@ Item 132-A- C 3.202/2 : 967/21/rev. 
Census of governments of 1969: v. 3 Public employment (Government 
Division. ) 
1. Employment of major local governments. [Mar. 1969.] [3]+182 p.4° * Paper, 
$1.50 @ Item 148-A 
L.C. card A 68-7201 C 3.145/4: 967/v.3/no.1 
Current industrial reports: Selected electronic and associated products, 
1967; [prepared in Industry Division]. Mar. 29, 1969. [3}]+10 p. 4 
(Series MA-36N (67)-1.) [Prepared in cooperation with Business and 
Defense Services Administration.] + Paper, 25c. @ Item 142- 
C 3.158 : MA-36N (67)-1 


—— Typewriters, summary for 1968. Mar. 20, 1969. 4 p. 4° (Series M35C 
(68)-15. + Paper, 15c. @ Item 142-A C 3.158 : M35C (68)-13 


Current population reports: Series P-20, Population characteristics. 
* Paper, $8.50 (including Series P-20, P-23, P-25, P-27, P-28 summaries, 
P-60, and P-65 for one year), $2.50 additional for fore “ign mailing; single 
copy, prices vary. @ Item 142-C C 3.186: P- 20/ (nos. ) 
179. Fall school enrollment approximately 58.8 million. Mar. 4, 1969. [2] p. 4 

* Paper, 5c. 
181, Population of United States by me “vy in-nonmetropolitan residence : 1968 
and 1960. Apr. 21, 1969. ii +14 p.il.4° * Paper, 15c P 
182. Educational attainment, Mar. 1968. Apr. 28, 1969. “j1+284+[1] p. il. 4° 
* Paper, 25c. 

Current population reports: Series P-25, Population estimates. * Paper, 
$8.50 (including Series P-—20, P-25, P-25, P-27, P-28 summaries, P-60, 
and P-65 for one year), $2.50 additional for foreign mailing ; single copy, 
prices vary. @ Item 142-C ) 3.186 : P-—25/ (nos. ) 
419. Estimates of pepaiation of United States to Feb. 1, 1969. Mar, 21, 1969. 

] p.4° * Paper, - Ms : 
420. Estimates of pepalation of States, by age 1965 to 1967, with provisional 
estimates for July 1, 1968. Apr. 17, 1969. 1i+13 p. il. 4° * Paper, 15c. 
421. Estimates of population of United States, to Mar. 1, 1969. Apr. 18, 1969. 
{2} p.4° * Paper, 5c. 
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Current population reports: Series P-28, Special censuses. * Paper, $8.50 
(ineluding Series P-20, P-23, P-25, P-27, P-28 summaries, P-60, and 
P-65 for one year), $2.50 additional for foreign mailing; single copy, 
prices vary. @ Item 142-C C 3.186 : P-28/ (nos. ) 
Note.—Only the summaries for Series P-28 are included in the subscription. 

Censuses for individual cities and towns are sold by the Census Bureau at the 

prices indicated. 

1483. Special census of Trenton, N.J., Sept. 18, 1968. Apr. 15, 1969. 14 p. map 4° 
+ Paper, 50c. 

1484. Summary of special censuses conducted by Bureau of Census between Oct. 1 
and Dec. 31, 1968. Apr. 17, 1969. 3 p. 4° * Paper, 10c. 


Government employment GE 68 (series). 
1. Public employment in 1968. [Apr. 1969.] iii+31 p. il. 4° ([{Governments 
Division.]) * Paper, 40c. @ Item 148— 
L.C. card 40—26613 C 3.140/2 : 968/1 
Pocket data book, USA 1969. [Jan. 1969.] 360 p. il. 16° [Biennial. Prepared 
under supervision of William Lerner, Statistical Information Division. 
Some illustrations are colored.] [Also issued as H. doc. 102, 91st Cong., 
1st sess.] * Paper, $2.75. @ Item 150-A 
L.C. ecard A66—7638 C 3.134/3 : 969 


Series ISP 3, New Florencia, case study for 1970 censuses of population 
and housing. (International Statistical Training and Workshop Office.) + 
205/3 : 3/unit (nos. ) 
Unit 3. Data-collection operations: Chap. 1, Organization and functions of field 
staff; prepared by Genevieve D. Welsh. Mar. 1969. cover title, 1+ 47 
p. il. 4° (Preiieninars.} 

Unit 5. Data processing: Chap, 3, Key punching; prepared by Joseph L. Willard. 

Apr. 1969. cover title,i+-17 p.4° [Preliminary.] 

United States census of agriculture, 1964; farms, farm characteristics, 
livestock, and products, crops, fruits, values: v. 3 [Special reports], pt. 5. 
(Supersedes statistics shown in preliminary reports, series AC64—P1.) 
5. Maps. [May 1969.] 68 p, il. 4° ([Geography and Agriculture Divisions.]) 

{Prepared in cooperation with National Atlas Project of Geological Survey, 
Department of Interior. Text on p. 2 of cover.) * Paper, 65c. @ Item 152 
L.C. card 72—601370 C 3.31/5 : 964/v.3/pt.5 

United States maps GE-50 (series). C 3.62/4 : (nos. ) 

25. Congressional districts for 91st Congress (includes redistricting actions to 
Aug. 1, 1968); prepared by Geography Division. Scale 1: 5,000,000; 
500 m.—6.2 in, 1968 [published 1969 9). 30 x 42 in. [Albers equal area 
projection, standard parallels 29%° and 45%°. Congressional district 
boundaries and numbers from laws supplied by Office of Secretary of State 
for each state. Issued in colors.] * Paper, 50c. 

L.C. card map 68-144 

26. Shipments of commodities by manufacturers in conterminous United States, 
outflow from Census geographic divisions, 1963; prepared by Geography 
Division. Scale 1 : 20,000,000, 3 in.—1000 m. [1969.] 30 x 42 in. [Data from 
1963 census of transportation. Issued in colors.] * Paper, 50c. 
L.C. card 78—653287 

the black people of United States. [1969.] [16] p. il. narrow 8° + 

@ Item 146 C 3.2: B56 


CHILDREN’S BUREAU, Health, Education, and Welfare Dept. 
Washington, DC 20201 


Publication. 
465. Services for children and families under Social security act, titles 4 & 5 
1969.] cover title,22p.12° ¢ @ Item 453 
ie ecard 78—601736 FS 17.210: 465 
Statistical series. 
93. Juvenile court statistics, 1967. 1969. [4]+20 p. il. 4° ¢ @ Item 454 


FS iT 213 : 93 
CIVIL AERONAUTICS BOARD 
Washington, DC 20428 


{Handbook of airline statistics, data for individual carriers, 1957-66, data 
for carrier groups, 1926-66] errata. [1969.] 1 p. oblong 8°° + @ Item 
183-2 C 31.249 : 967/errata 
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CIVIL DEFENSE OFFICE OF Defense Dept. 
Washington, DC 20310 


Annual statistical report, fiscal year 1968. [1969.] cover title, iii-+-120+[1] 
p. il. 4° ([Statistics and Reports Division, Office of Comptroller.]) 7 
@ Item 857-D-17 
L.C. card 63-61221 D 119.1/2 : 968 


[Leaflet] L (series). 
54. A day in September, documentary motion picture on civil defense in Federal 
Federal facilities [announcement]. May 1969. [2] p. il. f°, folded into 
oblong 24° size. + @ Item 857-D-—5 D 119.13: 54 


Student manual SM (series). 
2.1.2. Nuclear weapons effects (self-teaching materials). Dec. 1968 [published 
1969}. cover title, 120 p. 4° [Issued with perforations. eel rsedes 


SM 2.1.2, July 1967 which may be used.] {t @ Item 320-B 
D119. 3/8: 2.1.2/3 


CIVIL RIGHTS COMMISSION 
Washington, DC 20425 


Clearinghouse publication. @ Item 228-A CR 1.10: (nos. ) 

16. Jobs & civil rights, role of Federal Government in promoting equal oppor- 
tunity in employment and training [with bibliography] ; by Richard P. 
Nathan. Apr. a A {2l+v +318 p.4° * Paper, $2.50. 
L.C. card 79-6017 

16. [Jobs & civil ehes. poo Study on equal employment oppor tote 
rograms and activities of Federal Government]. Apr 1969. [5]+ 33 
eaves, 4° * Price, 70c, 
L.C. ecard 79-601739 


CIVIL SERVICE COMMISSION 
Washington, DC 20415 


Amendment te announcement 2838B transmitter and receiver operator 
aL 


and maintenance technician. Apr. 29, 1969.1 p. oblong 48° 
CS 1.26 : 962/283 B/rev./amdt. 


Amendment to announcement WA-6-06 (local) blue collar helper. May 1, 
1969. 1 p. oblong 24° (Interagency Board of U.S. Civil Service Ex- 
aminers for Washington, D.C.} f 

CS 1.26/4 : 966/W A-6-06/rev.—2/amat. 


Careers with Immigration and Naturalization Service, United States De- 
partment of Justice, entrance position, immigration patrol inspector, 
$6,981 (grades GS-7), Interagency Board of U.S. Civil Service Exami- 
ners for Washington, D.C., announcement WAM-911. May 13, 1969. [2] 
+10 p. il. 4° [Closing date Mar. 4,1970.] + CS 1.26/4:969/WAM-911 


Civil service recruiter, no. 18, Feb. 1969. [1969.] [8] p. 4° + CS 1.68:18 


Current Federal civil service announcements, AN-2279, issue 189, May- 
June 1969. [1969.] [2] p. f° folded into narrow 8° size. + @ Item 292 
CS 1.28 : 2279/189 


Current Federal examination announcements, AN 2279, supp. B to issue 
188, Mar—Apr. 1969. [1969.] 1 p. oblong 48° + 
CS 1.28 : 2279/188/supp.B 
Directions and sample questions for test no. 26. Direct edition. Feb. 1969. 
3p. il. 4° + @ Item 295 CS 1.2: T 28/2 


Federal career opportunities for motor vehicle operators (truck drivers), 
WG-5 through WG-8, $2.92 to $3.29 per hour, engineering equipment 
operators, WG-8 through WG-11, $3.29 per hour to $3.83 per hour, posi- 
tions in many Federal agencies in Washington, D.C. metropolitan area, 
apply to Interagency Board of U.S. Civil Service Examiners for Wash- 
ington, D.C., 1900 E Street, N.W., Washington, D.C., announcement 
WAW-909 (local). Apr. 29, 1969. 4 p. 4° [No closing date. No written 
test.] 7 @ Item 292 CS 1.26/4: 969/W A W-909 
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Federal personnel manual, FPM supplement. @ Item 294 

CS 1.41/4: 512-1/trans. (nos. ) 
512-1. Job grading system for trades and labor occupations ; transmittal sheet 
4. Jan. 1969. [32] p. [Transmits job grading standards for : Engineering 
equipment operator, WG-—5716; Automotive mechanic, WG-—5823; 
Presser, WG-—7306. Issued in looseleaf form.] * Paper, $13.00 (trans- 
mittals for an indefinite period) ; $5.00 additional for foreign mailing. 
512-1. Je grading system for trades and labor occupations; transmittal sheet 
Feb. 1969. [22] p. [Transmits job grading standards for: Carpenter, 
WG_4607 : Laundry machine operator, WG-—7305; Aircraft mechanic, 
WG- 8852.” Issued in looseleaf form.] * Paper, $13.00 (transmittals for 

an indefinite period) ; $5.00 additional for foreign mailing. 
Financial Management and PPB Training Center announces schedule for 
July—Dec. 1969. [1969.] cover title, [7] p. 4° [Text on p. 2-3 of cover.] 
+ @ Item 295 CS 1.2: F 49/5 


Job grading standard for aircraft mechanic, WG-—S852. [1969.] cover title, 
5 p. [From Federal personnel manual, FPM supplement 512-1, TS—5, 
Feb. 1969. Issued with perforations.] * Paper, 10c. 

CS 1.41/4 : 512-1/trans.5/WG-S8852 

Job grading standard for automotive mechanic, WG-—5823. [1969.] cover 
title, 4 p. [From Federal personnel manual, FPM, supplement 512-1, 
TS-+4, Jan. 1969. Issued with perforations.] * Paper, 10c. 

CS 1.41/4: 512-1/trans.4/WG-58 


Job grading standard for carpenter, WG-4607. [1969.] cover title, 4 p. 
{From Federal personnel manual, FPM supplement 512-1, TS—5, Feb. 
1969. Issued with perforations.] * Paper, 10c. 

CS 1.41/4: 512-1/trans.5/WG-4607 


Job grading standard for engineering equipment operator, WG-5716. 
[1969.] cover title, 5 p. [From Federal personnel manual, FPM supple- 
ment 512-1, TS-4, Jan. 1969. Issued with perforations.] * Paper, 10c. 

CS 1.41/4: 512-1/trans.4/WG-5716 


Job grading for laundry machine operator, WG-—7305. [1969.] cover title, 
4 p. [From Federal personnel manual, FPM supplement 512-1, TS-5, 
Feb, 1969. Issued with perforations.] * Paper, 10c. 

CS 1.41/4 : 512-1/trans.5/W G-7305 


Job grading standard for presser, WG—7306. [1969.] cover title, 3 p. [From 
Federal personnel manual, FPM supplement 512-1, TS-4, Jan. 1969. 
Issued with perforations.] * Paper, 10c. 

CS 1.41/4 : 512-1/trans.4/WG-7306 


Junior Federal assistant, grade GS-4, interesting jobs with challenge and 
advancement potential, announcement 411. Revised Sept. 1968. [1968.] 
[6] p. 4° + @ Item 292 CS 1.26 : 967/411/rev. 

Local and regional civil service announcements offering best job oppor- 
tunities AN 2280 [Issue 137.], May-June 1969. [1969.] 2 p. oblong f°, 
folded into narrow 8° size. 7 @ Item 292 CS 1.28 : 2280/137 


Pamphlet. 
T-7A. Statistical annex to rere training in Federal service, Feb. 1969, 
Errata sheet. [1969.] 1 p. 4° ¢ @ Item 299 CS 1.48 : T-7A/errata 
Personnel management training programs for line managers and super- 
visors, fy 1970. [1969.] cover title, 6 p. (Personnel Management Training 
Center, Bureau of Training.) + @ Item 295 CS 1.2: P 48/11/970 


Sample questions, AN 3657. Mar. 1969.4 p.4°  @ Item 292 CS 1.28: 3657 


Union recognition in Federal Government, listings by Federal departments 
and agencies of recognitions and agreements under executive order 
10988, as reported to Civil Service Commission. Nov. 1968. xi+336 p. 
oblong12° * Paper, $2.50. @ Item 295 
L.C. card 76-60155 CS 1.2: Un 3/2/968 


*For Sale by Superintendent of Documents 
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COAST AND GEODETIC SURVEY, Commerce Dept. 
Washington, DC 20230 


ist supplement to United States coast pilot 7, Pacific coast, California, 
Oregon, Washington, and Hawaii, 10th (June 15, 1968) edition ; Nov. 30, 
1968. [1968.] p. 107-117 [Changes reported to C&GS from date of edition 
through Notice to mariners 1 of Nov. 30, 1968.] f+ 
L.C. card 52-61157 C 4.7/1: 7/10/supp.1 
United States earthquakes, 1967, [by] Carl A. von Hake and William K. 
Cloud ; Jerry L. Coffman, editor. [1969.] iv+90 p. il. [Issued by National 
Earthquake Information Center.] * Paper, $1.25. @ Item 208 
L.C. ecard 30-27161 C 4.25/2 : 967 


United States nautical chart catalog No. 2, Apr. 1969, Pacific Coast includ- 
ing Hawaii, Guam and Samoa Islands, tide tables, coast pilots, current 
tables, tidal current charts. [1969.] [2] p. oblong f°, folded into 8° size. + 
L.C. card map 68-81 C 4.5: 2/969 


COAST GUARD, Transportation Dept. 
Washington, DC 20591 


Coast Guard register of officers and cadets; Jan. 1, 1969. [1969.] [1] 
+xiii+294 p.4° (CG-111.) f @ Item 942 
L.C. card 71-600930 TD 5.19 : 969 


Coast Guard register of reserve officers; Jan. 1, 1969. [1969.] cover title, 
vi+-200 p.4° (CG-238.) + @ Item 942 


L.C. ecard 68—-61808 TD 5.19/2: 969 
United States Coast Guard Academy. [1969.] [8] p. il. narrow 8° [Some 
illustrations are colored.] * @ Item 934 TD 5.2: C 63/968-2 


COMMERCE DEPARTMENT 
Washington, DC 20230 


NoTe.—Requests to the Commerce Department for publications should give the 
full title and the date of the publication. Do not include Monthly Catalog entry 
numbers or Superintendent of Documents classification numbers, which should be 
used only when ordering from the Superintendent of Documents. 

Address by Secretary of Commerce, Maurice H. Stans, prepared for 
delivery before American Chamber of Commerce in Belgium, Brussels, 

Belgium, Apr. 14, 1969. [1969.] 14 p. 4° + C1.18: St 2/4 


Address by Secretary of Commerce Maurice H. Stans, prepared for 
delivery before Conference on Direct Investment in Atlantic Area spon- 
sored by Committee for Atlantic Economic Cooperation, Atlantic Coun- 
cil of United States, and Atlantic Institute, Department of State, 
Washington, D.C., May 3, 1969. [1969.] [1]+13 p. 4° + C1.18: St 2/5 


Census and the economy, address by William H. Chartener, Assistant Sec- 
retary of Commerce for Economic Affairs, prepared for delivery before 
Census Symposium Program, sponsored by Los Angeles Area Chamber 
of Commerce and 17 other civic and professional organizations, in Los 
Angeles, Calif., Apr. 30, 1969. [1969.] 8 p. 4° f C 1.18: C 38/19 


Deflating an expanding economy, address by William H. Chartener, As- 
sistant Secretary of Commerce for Economic Affairs, prepared for 
delivery before Annual Carpet and Rug Institute Convention, Hollywood- 
by-the-Sea, Fla., May 13, 1969. [1969.] 9p. 4° 7 C 1.18: C 38/20 


Federal meteorological handbook. 
8. Radiosonde observations, Change 1, May 1, i969. [1969.] [14] p. il. 4° 
[Prepared in cooperation with Defense Department. Issued in looseleaf form.] 
* Paper, 15c. @ Item 128-A C 1.8/4: 3/ceh.1 
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Forecasting errors of the 60’s, lessons for the 70’s, address by William H. 
Chartener, Assistant Secretary of Commerce for Economic Affairs, pre- 
pared for delivery before American Statistical Association’s 11th annual 
forecasting conference, in New York, N.Y., Apr. 24, 1969. [1969.] 12 
p. 4° 7 € 1.18: C 38/18 


Overseas business reports OBR (series). [Issued irregularly.] * Paper, 
$16.00 a yr., $5.00 additional for foreign mailing; single copy, 15c. (1-3 
yr. subs.). @ Item 231-B C 1.50: (nos. ) 
68-100. Selling in Austria; prepared in European Division, Office of International 

Regional Economics. Dec. 1968. 14 Pp. ° (Bureau of International 
Commerce.) [Issued with perforations. Supersedes OBR 67-89.] 

69-9. Market factors in Finland [with bibliography] ; prepared by Harold A. 
MeNitt. a 1969. 11 p. 4° (Bureau of International Commerce.) 
{Issued with perforations. ] 

69-12. Selling in Spain [with bibliography]; prepared by Richard Humbert. 
May 1969. 11 p. 4° (Bureau of International Commerce.) [Issued 
with perforations. Supersedes OBR 65-30. 

69-13. Foreign trade regulations of Thailand; prepared by Ronald D. Flack. 
May 1969.7 p. 4° (Bureau of International Commerce.) [Issued with 
perforations. Supersedes OBR 64—54. ] 

69-14. Foreign trade regulations of Federal Republic of Nigeria; prepared by 
Joanne B. Kay. May 1969. 9 p. 4° (Bureau of International Com- 
merce.) [Issued with perforations. Supersedes OBR 63-122.] 

€9-15. Foreign trade regulations of Jordan; prepared by Kathleen Keim. 
May 1969. 6 p. 4° (Bureau of International Commerce.) [Issued with 
perforations. Supersedes OBR 64—115.] 


Remarks by Secretary of Commerce Maurice H. Stans, prepared for 
delivery before Business Council, Hot Springs, Va., May 9, 1969. [1969.] 


9p. 4 fT C 1.18: St 2/6 


Remarks by Under Secretary of Commerce Rocco C. Siciliano at National 
Maritime Day Poster ceremony, May 1, 1969, Capitol Steps, Senate Side. 
1969. 3 p. 4° 7f C 1.18: Si12 


Toward a liveable manmade-world, address by Assistant Secretary of Com- 
merce for Science and Technology Myron Tribus, prepared for delivery at 
American Institute of Physics-United States Steel Foundation Science 
Writing Award luncheon, Washington, D.C., Apr. 29, 1969. [1969.] 
9p.4° fF C1.18:T 73 


COMMERCIAL FISHERIES BUREAU, Interior Dept. 
Washington, DC 20240 


C.F.S. (series). + @ Item 610-A I 49.8/2:(nos.) 
4843. Oregon landings, 1967 annual summary. [Mar. 1969.] 2 p. il. 4° [Prepared 
in cooperation with Fish Commission of Oregon, Portland, Oreg.] 
4918. New Jersey landings, 1968, annual summary. [Mar. 1969.] 8 p. il. 4° 
[Prepared in cooperation with New Jersey Department of Conservation 
and Economic Development, Division of Fish and Game, Trenton, N.J. 
08600.) 
4956. Fish sticks, fish portions, and breaded shrimp, 1968 annual summary. 
(Mar. 1969.] 4p. il. 4° 


Circulars. + @ Item 609 I 49.4: (nos.) 

297. Bottom trawl explorations in Green Bay of Lake Michigan, 1963—65 [with 
a 98 literature cited]; by Norman J. Reigle, jr. Mar. 1969. ili+14 p. 
L.C. 76-601781 

302. Synopsis of biological data on Pacific mackerel, scomber japonicus houttuyn 
(Northeast Pacific) [with list of literature cited] ; by David Kramer. Feb. 
1969. ili+-18 p.il.4° (FAO fisheries synopsis no. 40.) 
L.C. card 71-601903 

309. Progress report of Bureau of Commercial Fisheries Radiobiological Labo- 
ratory, Beaufort, N.C., fiscal year 1968. Apr. 1969. iv+59 p. il. 4° 


Fishery leaflet. 


621. Fishery motion pictures. [1969.] cover title, 26 p. il. oblong 48° + @ Item 
611-D 1 49.28 : 621 
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JUNE 1969 


Special scientific reports: Fisheries (series). $ @ Item 614-B 
I 49.15/2 : (nos. ) 
1. Zooplankton volumes off Pacific coast, 1960 [with list of references]; by 
James R. Thrailkill. Mar. 1969. [2] +50 p. il. 4° 


2. Japanese Atlantic longline fishery, 1965, and status of yellowfin tuna and 
albacore stocks [with list of literature cited]; by John P. Wise and 
William W. Fox, jr. Apr. 1969. [Contribution 86, Bureau of Commercial 
Fisheries Tropical Atlantic Biological Laboratory, Miami, Fla.] 


@ 


7815 5 


DP 


7816 5 


1 
ie 4) 
— 
a 
oo 
P 
2 


Electrical installation for control of northern squawfish [with list of litera- 
ture cited]; by Galen H. Maxfield, Gerald E. Monan, and Holbrook L. 
Garrett. Feb. 1969. iii+-14 p. il. 4° 


6 
do. 


COMMODITY CREDIT CORPORATION, Agriculture Dept. 
Washington, DC 20250 


7818 Commodity Credit Corporation charts, providing graphic summary of op- 
erations, June 30, 1968; [prepared by Data Management Division, Agri- 
cultural Stabilization and Conservation Service]. Mar. 1969. cover title 
(1) +v+67 p.il.4° 7 
L.C. ecard 52-61001 A 82.311: 968 


CONGRESS 


7819 [Official congressional directory for use of Congress], 91st Congress, 1st 
session, erratum. [1969.] [1] p. + @ Item 992 
Y 4.P 93/1: 1/91-1/erratum 


7820 United States Code, 1964 edition, supp. 4, containing general and perma- 
nent laws of United States, enacted during 89th Congress and 90th 
Congress Jan. 4, 1965-—Jan. 2, 1969; prepared by Committee on Judiciary 
of House of Representatives. 

L.C. card 65-61024 Y¥ 4.J 89/1: Un 3/3/964/supp.4/v.2 


v. 2. Title 22, Foreign relations and intercourse to title 43. Public lands. 1969. 
xxvi+ 1483-2985 p. large 8° * Cloth, $12.00. @ Item 991 


Congressional serial set 


Note.—During each session of Congress the House and Senate documents and 
reports are accumulated into bound volumes comprising the Congressional serial 
set. No catalog entry is made for the volumes of the Serial set since the documents 
and reports contained therein have been previously listed in the Monthly catalog. 

The following bound volumes were sent to depository libraries during the period 
of this catalog: 


7821 House documents: 
no. 402, 90th Congress, 2d session, Constitution, Jefferson’s manual, and rules 
and practice, House of Representatives, 91st Congress [Serial 12810]. 
@ Item 1029 
7822 no. 64, 91st Congress, 1st session, 69th Convention, 1968, Veterans of Foreign 
Wars of U.S. [Serial 12851-3]. @ Item 995-L 


7823 House reports: 
nos. 1696-1820, with exceptions, 89th Congress, 2d session, House miscellaneous 
reports on public bills, [IV [Serial 12713-4]. @ Item 1007—A 
7824 nos. 311-867, with exceptions, 90th Congress, 1st session, Reports of committee 
on Government operations, nos. 1-15 [Serial 12755-4]. @ Item 1007-A 


7825 Senate document: 
no. 7, 91st Congress, 1st session, Tributes to President and Mrs. Lyndon B. 
Johnson [Serial 12844—1]. @ Item 995-—G 


7826 Senate reports: 
nos. 1488-1666, with exceptions, 89th Congress, 2d session, Senate miscellaneous 
reports on public bills, IV [Serial 12710-4]. @ Item 1007—A 
#For Sale by Clearinghouse, U.S. Department of 
Commerce, Springfield, Va. 22151 
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GOVERNMENT PUBLICATIONS 


Laws 


Nore.—-The Federal laws are first published separately and in this form are 
known as “slip laws’. Later, these laws are compiled, edited, indexed, and pub- 
lished in the volumes of the Statutes at large. 


Public laws, 91st Congress. @ Item 575 

Note.—Public laws in slip form in the first prints may be obtained from the 
Superintendent of Documents, Washington, D.C. 20402, at a subscription price 
of $20.00 per session, $5.00 additional for foreign mailing; single copies vary 
in price. 


4. 


H.R. 497, act to amend sec. 301 of Manpower development and training act of 
1962, as amended. Approved Mar. 19, 1969.1 p. * Paper, 5c. 

8S. 1058, act to extend period within which the President may transmit to 
Congress plans for reorganization of agencies of executive branch of Govern- 
ment. Approved Mar, 27, 1969.1 p. * Paper, 5c. 


3. H.R. 8438, act to extend time for filing final reports under Correctional 


rehabilitation study act of 1965 until July 31, 1969. Approved Mar. 28, 1969. 
* Paper, 5c. 


. HJ. Res. 584, joint resolution making supplemental appropriatiun for fiscal 


year ending June 30, 1969, and for other purposes. Approved April 1, 1969. 
lp. * Paper, 5c. 


8. H.R. "8508, act to increase public debt limit set forth in sec. 21 of Second 


liberty bond act. Approved Apr. 7, 1969.1 p. * Paper, 5c. 


. S.J. Res. 37, joint resolution to extend time for ae of final report by 


Commission to study Mortgage Interest Rates. Approved Apr. 11, 196. 1 p. 


* Paper, 5c. 


ECONOMIC JOINT COMMITTEE 
Washington, DC 20510 


1969 economic report of the President, hearings, 91st Congress, 1st session. 
@ Item 1000 
L.C. card 49-46366 Y 4.Ec 7: Ec 7/2/969/pt. (nos. ) 
pt. 3. Feb, 25—Mar. 6, 1969. 1969. iv+537-963 p. il. * Paper, $1.50. 
pt. 4. Invited comments. 1969. ili+-965-1197 p. il. * Paper, $1.00. 

Economics of military procurement, hearings before Subcommittee on 
Economy in Government, 90th Congress, 2d session. 


pt. 


1. Proceedings Nov. 11-13, 1968 and Jan. 16, 1969. 1968 [published 1969]. 
xi+347 p.il.1ltab. * Paper, $1.50. @ Item 1000 
Y 4. Ee 7: P 94/15/pt.1 


Industrialized housing, materials compiled and prepared for Subcommittee 


on Urban Affairs, Apr. 1969 [articles, edited by Richard F. Kaufman]. 
1969. v+257 p. il. (Joint committee print, 91st Congress, 1st session.) 
* Paper, $1.00. @ Item 1000 

L.C. card 75-601608 Y 4.Ee 7: In 2/4 


HOUSE OF REPRESENTATIVES 
Washington, DC 20515 


Telephone directory, House of Representatives, 91st Congress, Mar. 1969; 


{compiled by W. Pat Jennings, clerk, House of Representatives]. [1969.] 
cover title, ix+46 p 4° [Edge index and how to use on p. 4 of cover.] 
* Paper, 55c. Y 1.2: T 23/969 


House documents 


Norge.—All House documents, entries for which are followed by a f, may be 


obtained from the House Document Room or from the issuing office. 


House documents, 90th Congress. 
232. Minerals yearbook, 1967: v. 4, Area reports, international; prepared by 


staff of Bureau of Mines. [1969.] ix+1036 p. * (Available in depart- 
mental edition, Cloth, $5.75. I 28.37: 967/v.4, and sent to depositories 
in that form. See Entry no. 8582.) 


402. Constitution, Jefferson’s manual, and rules of House of Representatives, 91st 


20 


Congress : by Lewis Deschler. [Revised edition.] 1969. xi+1—112d, 113-727 
p. * Paper, $3.25. (Sent to depository libraries in Serial set binding.) 
L.C. card 6-17027 


*For Sale by Superintendent of Documents 
+Distribution Made by Issuing Office 
Official Use. Not Available 


June 1969 


House documents, 91st Congress. 
J x 7839 5. Annual report of librarian of Congress, fiscal year 1968. 1969. xvi+149 p. 
aed il. large 8° *(Available in departmental edition, $3.50, LC 1.1: 968, and 
sent to depositories in that form. See Entry mo. 8564.) 
7840 8. Annual report [fiscal yeort. 1968, Administrator of Veterans Affairs. [1969.] 
v+375 p. il. *(Available in departmental edition, $2.00, VA 1.1: 968, 


| the and sent to depositories in that form. See Entry no. 8928.) a 

price 7841 24. v. 1. Air Force register: v. 1, Active lists [Jan. 1, 1969]. 1969. xi+-1729 p. 

vary 4° ([{Air Force pamphlet 36—1] ; Office of Directorate of Personnel Pro- 
gram Actions.) tbupereedes v. 1, AFP 36-1, Jan. 1, 1968.] ‘* (Available 


in departmental edition, $12.25, D 303.7 : 969/v. 1, and sent to depositories 


Se in that form. See Entry no. 7628.) 4 
it t 7s42 24. vy. 2. Air Force register ; v. 2. Retired lists (Jan. 1, 1969.] 1969. viii+307 p. 
od - 4° [((Air Force pamphlet 36-1]; Office of Directorate of Personnel Pro- 
— gram Actions.) (Supersedes v. 2, AFP 36-1, Jan. 1, 1968.] *(Available 
in departmental edition, $2.75, D 303.7: 969/v. 2, and sent to depositories 
ional in that form. See Entry no. 7629.) 
969. 7843 53. 1st annual report of Secretary of Transportation, message from President of 
. United States ; Jan. 17, 1969. 1969. [4] +vii+122+x-+96 p. il. *(Avail- 
iscal able in departmental edition, pt. 1, 65c., TD 1.1: 967/pt. 1, and pt. 2, 
969. 55e., TD 1.1 : 967/pt. 2. See Entry nos. 8916 and 8917.) 
7844 55. Report of U.S. aeronautics and space activities, message from President of 
cond United States transmitting report during 1968; Jan. 17, 1969. 1969. [1] 
+vi+116 p. il. 4° *(Available in departmental edition, $1.25, Pr Ex 
. by AR 968, and sent to depository libraries in that form. See Entry no. 
p. 8661.) 
7845 64. Proceedings of 69th National Convention of Veterans of Foreign Wars of 


United States, Detroit. Mich., Aug. 18-23, 1968; Jan. 23, 1969. 1969. xii 
+189 p. 2 p. por. [Summary of minutes.]  ¢ (To be sent to deposi- 
tory libraries in Serial set binding.) 
L.C. card 27-—16417 
7846 67. Use of U.S.-owned foreign currencies, by Byron W. Brown of Michigan State 
r University, letter from Chairman, U.S. Advisory Commission on Inter- 
10n. national Educational and Cultural Affairs, transmitting special report; 
Jan. 27, 1969. 1969. vii+23p. + @ Item 996 
os.) TS47 91. Examination of financial statements, Tennessee Valley Authority, fiscal year 
a 1968, letter from Comptroller General of United States, transmitting 
report ; Mar. 25, 1969. 1969. vi+39 p. + @ Item 996 
7848 96. Principal legislative proposals, message from President of United States 
transmitting report relative to a of certain administration 
on plans and priorities and certain legislative proposals. Apr. 14, 1969. 
op. *Paper,10c. @ Item 996 
7849 97. Report on Post Office Department relating to survey of postal rates structure. 


¢ 

69}. letter from Postmaster Genéfal transmitting report on survey of postal 
/pt.1 rates, pursuant to provisions of sec. 2304 of title 39, United States code; 
1 oes Apr. 15, 1969. 1969. v+-47 p. il.4° + @ Item 996 
ttee L.C. card 64—-61513 

7850 98. Additional appropriation, Justice Department, 1970. Apr. 15, 1969. 7 p. + 
an]. @ Item 996 
on. ) 7851 99. Additional appropriation, District of Columbia, 1970. Apr. 15, 1969. 7 p. + 

Item 996 

7852 100. Reductions in 1970 appropriation requests communication from President of 

2/4 United States transmitting recommendations of net reductions in 1970 


requests for appropriations, together with details of changes; Apr. 15, 
1969. 1969. [1] +53 p. * Paper, 25c. @ Item 996 

7853 101. Appropriation for claims and judgments. Apr. 15, 1969. 24 p. + @ Item 
996 


7854 102. Pocket data book, USA 1969. [Jan. 1969.] 360 p. il. 16° [Biennial. Prepared 
under supervision of William Lerner. Some illustrations are colored.] 


169 ; *(Available in departmental edition, $2.75, C 3.134/3: 969, and sent 
69.] to depositories in that form. See Entry no. 7749.) 
] 7TS55 103. Tax reform legislation, message from President of United States regarding 
=. tax reform. Apr. 21, 1969.4p. * Paper, 10c. @ Item 996 
‘969 7856 105. Organized crime, message from President of United States, relative to the 
fight against organized crime. Apr. 23,1969.7p. ¢t @ Item 996 
7857 106. Increase in postal rates, message from President of United States trans- 
mitting recommendations to increase postal rates. Apr. 24, 1969. 2 p. + 
@ Item 996 
y be 7858 108. Increasing responsibility and efficiency of District of Columbia Government, 


message from President of United States relating to Government of 
District of Columbia. Apr. 28,1969.8p. + @ Item 


7859 112. Improving administration of Federal programs, message from President of 
| by United States, transmitting proposal for consolidation of Federal grant- 
art. in-aid programs. Apr. 30,1969.3p. + @ Item 996 
whee 7860 113. Amendments to requests for appropriations in 1970 budget. May 5, 1969. 

= 22p. ¢t @ Item 996 
91st 7861 114. Proposals on sex-oriented mail, message from President of United States, 
727 regarding legislative proposals to deal with flow of sex-oriented mail. 
~tad May 5,1969.3p. ¢+ @ Item 996 
ng.) 7862 115. Hunger and malnutrition, message from President of United States relating 

: —_ dealing with hunger and malnutrition. May 7, 1969.5 p. + 
tem 


#For Sale by Clearinghouse, U.S. Department of 
Commerce, Springfield, Va. 22151 
@Sent to Depository Libraries Page 21 








7863 
7864 
T865 
7866 
7867 
TS68 
7860 


7870 


7885 


7886 


7887 


7888 


7889 


7890 


7891 


GOVERNMENT PUBLICATIONS 


House reports 


os > — titles of bills which these reports accompany, see Congressional 
record index 


House reports on private bills, 91st Congress. + House Document Room, 
Capitol. @ Item 1008S-B 
191. Jesus J. Rodriguez. Papest from Committee on Judiciary to accompany 
H. Res. 86. May 8, 1969. 
192. Eagle Lake Timber Co., ; partnership, of Susanville, Calif. Report from 
Committee on Judiciary to accompany H.R, 1749. May 8, 1969. 10 p. 
193. Capt. John W. Booth III, Report from Committee on Judiciary to accompany 
1.R. 1808. May 8, 1969. 7 p. 
194. Mra Beatrice Jaffe. Report from Committee on Judiciary to accompany 
H.R. 1865. May 8, 1969. 9 p. 
5. Certain civilian employees paid by Air Force at Tachikawa Air Base, Japan. 
Report from Committee on Judiciary to accompany H.R. 2238. May 8, 
1969. 9 p. 
196. Mrs. Aili Kallio. Report from Committee on Judiciary to accompany H.R. 
1999. May 8, 1969. 5 p. 
199. Alfred Lorman. Report from Committee on Judiciary to accompany H.R. 
3006. May 8, 1969. 5 p. 
200. Amalia P. Montero. Report from Committee on Judiciary to accompany 
H.R. 6375. May 8, 1969. 5 p 
201. Lt. Col. Earl Spofford Brown. Report from Committee on Judiciary to 
accompany H.R. 63771. May 8, 1969. 7 p. 
202. Rernard A. Hegemann. Report from Committee on Judiciary to accompany 
H.R. 6581. May 8, 1965. 4 p. 
203. Maj. Clyde Nichols. ~e from Cemmittee on Judiciary to accompany 
H.R. 6850. May 8, 1969. 
204. Anthony Smilko. Report from Committee on Judiciary to accompany H.R. 
8136. May 8, 1969. 3 p. 
205. Clifford L. Petty. Report from Committee on Judiciary to accompany H.R. 
9088. May 8, 1969. £ 
206. Jack W. Herbhstreit. from Committee on Judiciary to accompany 
H.R. 10149. May 8, 1969. 8 p. 
House reports on public bills, 91st Congress. + House Document Room, 
Capitol. @ Item 1008-A 
131. Providing for expenses of conducting studies and investigations authorized 
by rules XI(S8) incurred by Committee on Government Operations. Report 
from Committee on House Administration to accompany H. Res. 214. 


Mar. 26, 1969.1 
82. Providing funds or expenses of studies, investigations, and inquiries 


1 
authorized by House resoiution 189. Report from Committee on House 
Administration to accompany H. Res. 259. Mar. 26, 1969. 1 p 
133. Authorizing expenditure of moneys to cover expenses of. ‘Committee on 


Banking and Currency incurred pursuant to House resolution 152. Report 
from Committee on House Administration to accompany H. Res. 272. 
Mar. 26, 1969. 1 p. 

34. Providing funds for expenses of studies, investigations, and inquiries 
authorized by House resolution 152. Report from Committee on House 
Administration to accompany H. Res. 271. Mar. 26, 1969. 1 

35. Providing for expenses incurred pursuant to House resolut on 200. Re port 
from Committee on House Administration to accompany H. Res. 273. 
Mar. 26, 1969. 1 p. 

36 —_—s expenses for conducting studies and investigations pursuant 

to House resolution 268. Report from Committee on House Administration 
to accompany H. Res. 301. Mar. 26, 1969. 1 p. 
Providing funds for Committee on House Administration. Report from 


_ 


~ 


~ 


137 
Committee on House Administration to accompany H. Res. 315. Mar. 26, 
1969. 1 p. 

138. Providing funds for Committee on Interstate and Foreign Commerce. Report 


from Committee on House Administration to accompany H. Res. 320. 
Mar. 26, 1969. 1 p. 

89. Extending for 1 wear National Council on Marine Resources and Engineering 
Development. Report from Committee on Merchant Marine and Fisheries 
to accompany H.R. 8794. Mar. 26, 1969. 18 p. 

140. Consideration of H. R. 4148. 7 from Committee on Rules to accompany 
H. Res. 340. Mar. 26, 1969. 

141. Special pay for certain 2d qualified submarine officers. Report from 
Committee on Armed Services to accompany H.R. 9328. Mar. 26, 1969. 
13 p. 

143. Authorizing expenditure of certain funds for expenses of Committee on 
Internal Security. Report from Committee on House Administration to 
accompany H. Res. 270. Apr. 1, 1969. 1p 

144. Coast Guard authorization. Report from Eooumstites on Merchant Marine and 
Fisheries to accompany H.R, 4153. Apr. 1, 1969. 11 p. 

145. Disposition of Executive papers. Report from Joint Committee on Disposition 
of Executive Papers, Apr. 14, 1969. 2 p. 

147. Consideration of H.R. 514. Report from Committee on Rules to accompany 
H. Res. 366. Apr. 15, 1969. 1 p. 


— 
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164. 


165. 


166. 


167. 


168. 


169. 


170. 


175. 


JUNE 1969 


Mailing privileges for certain members of U.S. Armed Forces. Report from 
Committee on Post Office and Civil Service to accompany H.R. 8434. 
Apr. 17, 1969. 15 p. 

Authorizing General Subcommittee on Labor of Committee on Education 
and Labor to conduct investigation and study of production of foreign- 
made goods competing with domestically produced goods and of new 
developments in coal mine safety and health practices in Great Britain. 
Report from Committee on Rules to accompany H. Res. 347, Apr. 22, 1969. 


1 p. 

Creating select committee to conduct investigation and study of all aspects 
of crime in United States. supers from Committee on Rules to accompany 
H. Res. 17. Apr. 22, 1969. 1 

Consideration of H.R. 4153. Keport from Committee on Rules to accompany 
H. Res. 369. Apr. 22, 1969. 1 p 

Extension of temporary duty suspension on heptanoiec acid. Report from 
Committee on Ways and Means to accompany H.R. 4229. Apr. 22, 1969. 


2p. 

Elimination of multiple customs duties on horses temporarily exported for 
use in racing. Report from Committee on Ways and Means to accompany 
H.R, 4239. Apr. 22, 1969. 3 p 

Temporary suspension of duty on certain copying shoe lathes. Report from 
Committee on Ways and Means to accompany H.R. 5833. Apr. 22, 1969. 


2 


Dp. : 7 
‘ Collection of Federal unemployment tax. Report from Committee on Ways 


and Means to accompany H.R. 9951. Apr. 22, 1969. 11 p. 


. Temporary suspension of duties on metal scrap. Report from Committee on 


Ways and Means to accompany H.R. 10016. Apr. 22, 1969. 4 p. 

Dismissing contested election case of Wyman C. Lowe, contestant, against 
Fletcher Thompson, contestee. 5th Congressional district of Georgia. Re- 
port from Committee on House Administration to accompany H. Res. 364. 
Apr. 23, 1969. 3 p. 

civil service retirement financing and benefits. Report together with supple- 
mental views from Committee on Post Office and Civil Service to accom- 
pany H.R. 9825. Apr. 23. 1969. 40 p. 

Extension of temporary duty suspension on certain classifications of yarn of 
silk. Report from Committee on Ways and Means to accompany H.R, 2718. 
Apr. 23, 1969. 3 p. 

Elimination of duty on crude chicory roots. Report from Committee on Ways 
and Means to accompany H.R. 8644. Apr. 23, 1969. 3 p. 

Extension of temporary duty suspension on electrodes for use in producing 
aluminum. Report from Committee on Ways and Means to accompany 
H.R. 10015, Apr. 23, 1969, 2 p. 

Extension of temporary duty suspension on onete. istle. Report from Com- 
mittee on Ways and Means to accompany H.R. 10107. Apr. 23, 1969. 
Duty on parts of stethoscopes. Report from Coonnbians on Ways and Means 

to accompany H.R. 7311. Apr. 24, 1969. 3 p. 

Expansion of Canine Corps. Report from Committee on District of Columbia 
to accompany H.R. 254. Apr. 24, 1969. 4 p. 

Voluntary admission of patients to District institution (Forest Haven) pro- 
viding care, education, and treatment of mentally retarded persons. Report 
from Committee on District of Columbia to accompany H.R. 4182. Apr. 24, 
1969. 15 p. 

To exempt public international organizations from District of Columbia 
unemployment compensation act. Report from Committee on District of 
Columbia to accompany H.R. 9526. Apr. 24, 1969. 7 p. 

Tax treatment of individuals serving on U.S.S. Pueblo. Report from Com- 
mittee on Ways and Means to accompany H.R. 8654. Apr. 28, 1969. 3 p. 

Authorizing printing of additional copies of veterans’ benefits calculator. 
Report from Committee on House Administration to accompany H. Con, 
Res. 35. Apr. 29, 1969, 2 p. 

Authorizing certain printing for Committee on Veterans’ Affairs. Report 
from Committee on House Administration to accompany H. Con. Res, 95. 
Apr. 29, 1969. 1 p. 

Authorizing printing of book, Our American Government, as House docu- 
ment. Report from Committee on House Administration to accompany 
H. Con. Res. 162. Apr. 29, 1969. 1 p. 

Providing for printing of 1.000 additional copies of school prayer hearings 
Report from Committee on House Administration to accompany H. Con. 
Res. 183. Apr. 29, 1969. 1 p. 


2. Reprinting of brochure entitled How our laws are me. Report from Com- 


mittee on House Administration to accompany H. Con. Res. 192. Apr. 29, 
1969. 1 p. 

Authorizing printing as House document of revised edition of the Capitol, 
and providing for additional copies. Report from Committee on House 
Administration to accompany H. Con. Res. 193. Apr. 29, 1969. 1 p. 


. Authorizing printing of additional copies of House report of 90th Congress, 


2d session, entitled Unshackling local government (revised edition). Re- 
port from Committee on House Administration to accompany H. Res. 185. 
Apr. 29, 1969. 1 p. 

Authorizing printing of additional copies of hearings on nomination of 
Walter J. Hickel to be Secretary of Interior. Report from Committee on 


House Administration to accompany S. Con. Res. 5. Apr. 29, 1969. 1 p. 


#For Sale by Clearinghouse, U.S. Department of 
Commerce, Springfield, Va. 22151 
@Sent to Depository Libraries Page 23 








7920 


7921 


7922 


7923 


7924 


7925 
7926 
7927 
7928 


7929 


7930 


7938 


7939 


To40 


Thal 


7942 


7943 


7944 


Page 24 


GOVERNMENT PUBLICATIONS 


House reports on public bills, 91st Congress—Continued 
176. Authorizing printing as Senate document studies and hearings on Alliance 


for progress. Report from Committee on House Administration to accom- 
pany 8S. Con. Res. 15. Apr. 29, 1969. 1 p. 


177. Authorizing printing of eulogies on Dwight David Eisenhower. Report ine 


Committee on House Administration to accompany 8S. Con. Res, 16. Apr. 
1969. 1 p. 


178. Consideration of H.R. 5554. Report from Committee on Rules to accompany 
1 


H. Res. 379. Apr. 29, 1969. 


179. CogstGeraties of H.R. 9825. Report from Committee on Rules to accompany 


s. 380. Apr. 29, 1969. 1 


180. South Careline 300th sanbvemaes medals. Papest from Seneaeeeas on Bank- 


ing and Currency to accompany H.R. 6269. May 2, 1969. 3 p. 
. Winston Churchill commemorative medals. Report from Committee on Bank- 
ing and Currency to accompany S. 1081. May 2, 1969. 4 


182. U.S. Diplomatic Courier Service commemorative noe oh Re ort from Com- 


mittee on Banking and Currency te accompany H.R. 7215. May 2, 1969. 


2 p. 
; Wichita centennial commemorative medals. Report from ro on 
Banking and Currency to accompany H.R. 8188. May 2, 1969. 4 p. 
. American Fisheries Society centennial medals. Report from Committee on 
Banking and Currency to accompany H.R. 8648. May 2, 1969. 3 p. 


185. Authorizing round trip transportation to home port for member of naval 


service on permanent duty aboard ship overhauling away from home 
Re ort. Report from Committee on Armed Services to accompany H.R. 8020. 
ay 5, 1969. 8 p. 


186. Increasing statutory ceiling on authorized number of Marine Corps Reserve 


es officers. Report from Committee on Armed Services to accompany 
R. 6790. May 5, 1969. 6 p. 


188. Revolving fund of Civil Service Commission. Report from Committee on 


Post Office and Civil Service to accompany H.R. 9233. May 7, 1969. 11 p. 


189. Authorizing appointment of pees chairman of Joint Chiefs of Staff for 


additional term of 1 year. Report from Committee on Armed Services to 
accompany H, J. Res. 677. May 7, 1969. 6 p. 


190. Tribute to allied World War II victory in Europe and to Gen. Omar N. 


Bradley, U.S. Army. Report from Committee on Armed Services to accom- 
pany H. Con. Res. 207. May 7, 1969. 4 p. 


208. Authorizin appropriations for saline water conversion program for fiscal 


year 1970, and for other purposes. Report from —. on Interior 
and Insular Affairs to accompany S. 1011. May 8, 1969. 9 p. 


209. New Hampshire-Vermont interstate school waper. Report from Committee 


on Judiciary to accompany H.R. 751. May 8, 


210. Discontinuance of annual report to Congress as *% pa a settlement 


of personal property claims of military personnel and civilian em ners. 
Hs og from Committee on Judiciary to accompany H.R. 4246. y 8, 


5 p. 

. Amending sec. 2734, 2733 and 715 of title 10, United States Code, to author- 
ize the Secretary concerned to make partial payments on certain claims 
which are certified to Congress. Re my from Committee on Judiciary to 
accompany H.R. 4247. May 8, 1969. 


2. Extension of Great Plains cenmerention | program. Re boo. from Committee on 


Agriculture to accompany H.R. 10595. May 8, 1969. 


3. Maritime authorization, 1970. Report from Guantaen on Merchant Marine 
§ 


and Fisheries to accompany H.R. 4152. May 9, 1969. 15 p 


52. Second supplemental appropriation bill, 1969. Report een Committee on 


Appropriations to accompany H.R. 11400. May 15, 1969. 125 p. 


Agriculture Committee, House 
Washington, DC 20515 


{Committee hearings] serial 91st Congress. + @ Item 1010 


EK. 


Great Plains conservation program, hearings before Subcommittee on Conser- 
vation and Credit, 91st Congress, 1st session, on H.R. 561, 2062, H.R. 3854, 
and H.R. 10134, Apr. 17 and 18, 1969. 1969. i1i+ 60 p. il. 
L.C, card 75—601746 Y 4.Ag 8/1: G 79/3 
Pears for canning or freezing, hearing before Subcommittee on Domestic 
Marketing and Consumer Relations, 91st Congress, 1st session, on H.R. 2690, 
H.R. 3279, and H.R. 4147, Apr. 15, 1969. 1969. iii+ 33 p. 
L.C. card 71-601745 Y 4.Ag 8/1: P 31/12 
Potato research and promotion, hearings before Subcommittee on Domestic 
Marketing and Consumer Relations, 91st Congress, 1st session on H.R. 2777, 
H.R, 4220, H.R. 8391, and H.R. 8851, Apr. 17 and 18, 1969. 1969. iv+ 102 p. 
L.C card 79-601885 Y 4.Ag 8/1: P 84/12/969 


Review of agricultural legislation in 90th Congress; Mar. 14, 1969. 1969. 


vii+-68 p. (Committee print, 91st Congress, Ist session.) { 
L.C. card 79-601511 Y 4.Ag 8/1: L 52/969 





*For Sale by Superintendent of Documents 
+Distribution Made by Issuing Office 
tOfficial Use. Not Available 

















































7942 


TOA 


T947 


7948 


e 


oe 


le od 


0 


JUNE 1969 


Appropriations Committee, House 
Washington, DC 20515 


7945 Department of Agriculture, appropriations for 1970, hearings before 

subcommittee, 91st Congress, Ist session. + @ Item 1011 

L.C. card 60-60821 Y 4 Ap 6/1: Ag 8/970/pt. (nos. ) 

pt. 2. Agricultural Research Service, Cooperative State Research Service, Eco- 
nomic Research Service, Extension Service, National Agricultural Library, 
me Service, Statistical Reporting Service. 1969. i1+694 

Vii p. 

pt. 3. Agricultural Stabilization and Conservation Service, Commodity Exchange 
Authority, Farm Credit Administration, Farmer Cooperative Service, 
Farmers Home Administration, Federal Crop Insurance Corporation, 
Foreign Agricultural Service, general administration, Office of Informa- 
tion, Office of Management Services, Office of General Counsel, Office of 
Inspector General, Packers and Stockyards Administration, Rural Com- 
munity Development Service, Rural Electrification Administration. 1969. 
ii+710-+ vii p. il 

pt. 4. Testimony of Members of Congress and other individuals and organizations. 
1969. ii+- 805 +-v. p. il. 


7946 Department of Interior and related agencies appropriations for 1970, 
hearings before subcommittee, 91st Congress, 1st session. + ® Item 
1011 
L.C. card 74-601585 Y 4.Ap 6/1: In 8/6/970/pt. (nos. ) 
pt. 1. Bureau of Commercial Fisheries, Bureau of Land Management, Bureau 
of Mines, Bureau of Sport Fisheries and Wildlife, Geological Survey, 
Office of Coal Research, Office of Oil and Gas, Office of Saline Water, 
bg nf ead Resources Research, Secretary of Interior. 1969. ii+ 1346 
+ xili p. il. 

pt. 2. Bureau of Indian Affairs, Bureau of Outdoor Recreation, Natjonal Park 
Service, Office of Secretary, Office of Solicitor, Office of Territories, Trust 
Territory of Pacific Islands, 1969. ii+1396-+-x p. il. 

pt. 3. Amendments to 1970 budget, related agencies: American Revolution Bicen- 
tennial Commission, Commission of Fine Arts, Federal Coal Mine Safety 
Board of Review, Federal Field Committee for Development Planning 
in Alaska, Forest Service, Indian Claims Commission, Indian health 
services and facilities, Lewis and Clark Trail Commission, National 
Capital Planning Commission, National Council on Indian Opportunity, 
National Foundation on the Arts and the Humanities, National Gallery 
of Art, Public Land Law Review Commission, Smithsonian Institution. 
1969. ii+ 1318+ xp. il. 

pt. 4. Testimony of Members of Congress and other interested individuals and 
organizations. 1969. ii+362+-iip. 7 


7947 2d supplemental appropriation bill, 1969, hearings before subcommittees, 
91st Congress, 1st session. 1969. ii+1061+ xii p. ¢ @ Item 1011 
L.C. card 76-601749 Y 4.Ap 6/1: Ap 6/2/969-2 


Armed Services Committee, House 
Washington, DC 20515 


[Papers], 91st Congress. * @ Item 1012 Y 4.Ar 5/2 a: 969-70/ (nos. ) 

Notre.—These papers consist largely of hearings. They are paged continuously 
for binding at the end of session of Congress under title 7" Hearings before Committee 
on Armed Services of the House of Representatives on sundry legislation affecting the 
naval and military establishments.” Title page, contents, and index are issued for 
each volume. 


7948 7. Full committee consideration of H.R. 9328, to amend title 37, United States 
Code, to provide special pay to naval officers, qualified in submarines, who 
have current technical qualification for duty in connection with supervision, 
operation, and maintenance of naval nuclear propulsion plants, who agree 
to remain in active submarine service for one period of 4 years beyond any 
other obligated active service, and for other purposes. Mar. 26, 1969. p. 
551-576. 


T9A9 8. Subcommittee No. 2 hearings on H.R. 6790, to authorize increase in number of 


Marine Corps Reserve officers who may serve in active status in combined 
grades of brigadier and major general, H.R. 8018, to amend sec. 1072(2) 
of title 10, United States Code, to include foster child within definition of 
dependent, and H.R. 8020, to amend title 37, United States Code, to provide 
entitlement to round trip transportation to home port for member of naval 
service on permanent duty aboard ship overhauling away from home port 


whose dependents are residing at home port. Mar. 25, 1969. p. 577-596. 
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Education and Labor Committee, House 
Washington, DC 20515 


7950 Compilation of Federal education laws; Feb. 1969. 1969. xxxi+707 Pp. 
(Committee print, 91st Congress, Ist session.) f 
L.C. card 79-601290 Y 4.Ed 8/1: Ed 8/33/969 
7951 Impacted areas, public housing children, hearing before General Subcom- 
mittee on Edneation, 91st Congress, Ist session, on H.R. 1285, Mar. 4, 
1969. 1969. iv+120p. + @ Item 1015 
L.C. card 73-6012 Y 4.Ed 8/1: C 43/4 
‘952 To establish National Commission on Libraries and Information Science, 
hearings before Select Subcommittee on Education, 91st Congress, 1st 
session, on H.R. 8839 and H.R. 908, Apr. 15 and 17, 1969. 1969. viii 
+226p. ¢+ @ Item 1015 
L.C. card 79-601747 ¥ 4.Ed 8/1: N21¢/2 


Foreign Affairs Committee, House 
Washington, DC 20515 


7953 Report of Special Coordinator for Nigerian relief, hearing before Sub- 
committee on Africa, 91st Congress, Ist session, Apr. 24, 1969. 1969. iii 
+23p. 7 @ Item1017 
L.C. card 76—601757 Y 4.F 76/1: N 56, 

7954 Report of special factfinding mission to Nigeria, Feb. 7-20, 1969, by Charles 
C. Diggs, jr., [and], J. Herbert Burke, Fla., pursuant to H. Res. 143, 
Mar. 12, 1969. 1969. vii+59 p. il. (Committee Print, 91st Congress, 1st 
session.) tf 
L.C. card 70-601269 Y 4.F 76/1: N 56 

999 Staff memorandum on what to do about foreign aid [by Roy J. Bullock]; 
Mar. 24, 1969. 1969. v+9 p. (Committee print, 91st Congress, Ist 


session.) Tf 
L.C. card 79-601503 Y 4.F 76/1: S8t8 


7956 Strategy and science, toward a national security policy for the 1970's, 
hearings before Subcommittee on National Security Policy and Scientific 
Developments, 91st Congress, 1st session, Mar. 11-26, 1969. 1969. vii+283 
p * @ Item1017 
L.C. card T9-601508 Y 4.F 76/1: S8t8 


Government Operaiions Committee, House 
Washington, DC 20515 


‘957 Federal real and personal property inventory report (civilian and military) 
of United States Government covering its properties located in United 
States, in Territories, and overseas as of June 30, 1968. 1969. viii+456 
p. il. (Committee print, 91st Congress, Ist session.) f 
L.C. card 57-60196 Y 4.G 74/7: P 94/968 

7958 Government procurement and contracting, hearings before subcommittee, 
91st Congress, 1st session, on H.R. 474. Y 4.G 74/7: G 74/2/pt.1 
pt. 1. Mar. 18-24, 1969. 1969. iv+429 p. il. 1 tab. * @ Item 1016 


7959 Search and rescue operations for U.S. citizens and craft in foreign areas, 
hearing before subcommittee, 91st Congress, Ist session, Mar. 5, 1969. 
1969. iii+55p. 7 @ Item 1016 
L.C. card 77-601508 Y 4.G 74/7: Se 1/969 


Interior and Insular Affairs Committee, House 
Washington, DC 20515 


[Committee hearings] serial, 91st Congress. 
7960 3. Saline water conservation program, 1970, hearing before Subcommittee on 
ation and Reclamation, 91st Congress, 1st session, on H.R. 6716, Apr. 25, 
: 1969. 1ii+ 165 p. il. 7 @ Item 1023 
L.c. card 72-601748 Y 4.In 8/14: 91-3 
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Interstate and Foreign Commerce Committee, House 
Washington, DC 20515 


[Committee hearings] serial, 90th Congress. ~ @ Item 1019 
Y 4.In 8/4: 90—(nos.) 
7961 50. Trafficking in broadcast sti ation licenses and construction permits, hearings 
before Special Subcommittee on Investigations, 90th Congress, Ist and 2d 
sessions, acquisition and transfer of 5 Overmyer television construction 


permits, pt. 1, Dec. 15, 1967—Aug. 1, 1968. 1969. viii+ 1-290 p. 
L.C. card 72—601886 ' 
7962 51. Trafficking in broadcast station licenses and construction permits, appendix to 


hearings before Special Subcommittee on Investigations, 90th Congress, Ist 
and 2d sessions, acquisition and transfer of 5 Overmyer television construc- 
tion permits, pt. 2. Dec. 15, 1967—Aug. 1, 1968. 1969. viii+ 291-922 p. 

L.C. card 72—601886 


[Committee hearings] serial, 91st Congress. =~ @ Item 1019 
Y 4.In 8/4: 91—(nos.) 


63 6. Federal Power Commission, hearing before Subcommittee on Communications 
and Power, 91st Congress, 1st session, on legislative oversight on problems 
involving Federal aoe Commission, Mar. 4, 1969. 1969. iii+55 p. 
L.C. card 74-6012 
T9064 7. Acquisition of control of atr carriers, hearings before Subcommittee on Trans- 
portation and Aeronautics, 91st Congress, Ist session, on H.R. 8261, H.R. 
8322, H.R. 8323, Mar. 25 and 27, 1969. 1969. i1i+-89 p. 
L C. card 75-601: 545 
7965 8. Hospital and health facility construction and modernization, hearings before 
Subcommittee on Public Health and Welfare, 91st Congress, 1st session, on 
H.R. 6797, H.R. 7059, H.R. 3783, Mar. 25-28, 1969. 1969. vii+368 p. il. 
L.C. card 77-601583 





Judiciary Committee, House 
Washington, DC 203515 


7966 Immigration and nationality act, with amendments and notes on related 

laws and summaries of pertinent judicial decisions ; [prepared by Garner 

J. Cline]. 6th edition, revised through May 1, 1969. 1969. v+258 p. 
(Committee print, [91st Congress, 1st session].) * Paper, $1.00. 

Y 4.J 89/1: Im 6/3/6969 


Merchant Marine and Fisheries Committee, House 
Washington, DC 20515 


[Committee hearings] serial, 91st Congress. t @ Item 1021 
Y 4.M 53: 91-(nos.) 








7967 2. Endangered species, he: » Subcommittee on Fisheries and Wildlife 
Conservat ion, Mist Co ss, session on H.R. 248 [and other bills], 
Feb. 19 and 20, 1969. 1969. vy +201 p. 
L.C. card 77-601540 

T7968 Ma e Administration authorization, 1970, hearings, 91st Congress, Ist 
session, on H.R. 4152, Apr. 15-18, 1969. 1969. 1ii+120 p. 
L.C. ecard 70—601750 


7969 Oceanography in 90th Congress, report prepared pursuant to request of 


Subcommittee on Oceanography, by George A. Doumani, specialist in sci- 
ence and technology, Science Policy Research Division, Legislative Ref- 
erence Service, Library of Congress, Jan. 10, 1969. 1969. vi+-84 p. f 
L.C. ecard 75-601249 Y 4.M 53: Oc 2/11 


Public Works Committee, House 
Washington, DC 20515 


[Committee publications], 91st Congress. + @ Item 1024 
Y¥ 4.P 96/11 : 91-(nos.) 


7970 2. Oil spillage, flood damage, California, hearings before Subcommittee on Flood 


Control and Subcomu — on Rivers - Harbors, 91st Congress, 1st session, 
Feb. 11-13, 1969. 196 vi+375 5 maps, 1 tab. [Hearings held in 
Sacramento, Madera, wa Los prod ® 

L.C. card 76—601548 


7971 4. California disaster relief act of 1969, hearings before Subcommittee on Flood 


Control, 91st Congress, 1st session, on H.R. 6508, H.R. 6509, Mar. 20 and 21, 
1969. 1969. iv+259 p. il. 5 maps 
L.C. card 601582 
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Science and Astronautics Committee, House 
Washington, DC 20515 


[Papers], 91st Congress, Ist session. @ Item 1025-A 
Y 4.Sei 2: 91-1-(nos.) 
3. 7” NASA authorization, bearing, east Congress, 1st session, on H.R. 4046, 
- 1. Mar. 4, 5, 1969. 1969. ili+-110p. il. * Paper, 55c. 
. card 70601813 
4. 1970 National Science Foundation authorization, hearings before Subcommittee 
on Science, Research, and Development, 91st Congress, Ist session. 
v. 2. Mar. 17—Apr. 1, 1969. 1969. xvii+ 628 p. il. 
L.C. card 70—-601813 
Report on activities of Committee on Science and Astronautics, House of 
Representatives, 90th Congress, Ist and 2d sessions. 1968. iii+19 p. 
(Serial Z; Committee print.) + 
L.C. card 59-62466 Y 4.8Sci 2: 90-2/Z 


Technical information for Congress, report to Subcommittee on Science, 
Research, and Development, 91st Congress, 1st session, Apr. 25, 1969. 
1969. xvi+521 p. (Serial A; committee print.) [Prepared by Science 
Policy Research Division, Legislative Reference Service, Library of 
Congress.] * Paper, $2.25. 

L.C. card 75-601667 Y 4.Sci 2: 91-1/A 


Small Business, Select Committee on, House 
Washington, DC 20515 


List of publications and Committee membership of Select Committee on 
Small Business, House, 77th-90th Congresses (1941-68) ; Apr. 1969. 1969. 
v+44p. ¢t 
L.C. card 76-601450 Y 4.8m 1: 96/941-68 


Un-American Activities Comantttes, House 
Washington, DC 2051 


Subversive influences in riots, looting, and burning, hearings, 90th Con- 
gress, 2d session. 


pt. 6. San Francisco-Berkeley, June 27-28, 1968. 1939. iv -+ 2049-2195 -+-xiv p. il. 
* Paper, 65c. @ Item 1026 
L.C. card 68—-61502 Y 4.0n 1/2: R 47/pt.6 


Veterans’ Affairs Committee, House 
Washington, DC 20515 


Amendments to laws providing educational benefits for veterans, hearings, 
before Subcommittee on Education and Training, 91st Congress, 1st 
session, on H.R. 6798, H.R. 6800, and H.R. 6808, Mar. 25-27, 1969. 1969. 
vi+143-392+[2] p. + @ Item 102 
L.C. ecard 73-601507 ¥ 4.V 64/3: Ed 8/19 


Survey of veterans health insurance coverage and preference for hospital 
care; Apr. 3, 1969. 1969. v+138 p. (House committee print 2, 91st 
Congress, Ist session.) { 

L.C. card 70-601277 Y¥ 4.V 64/3: H 34/3 


Ways and Means Committee, House 
Washington, DC 20515 


Funds to finance cost of administering employment security programs, 
hearing, 91st Congress, Ist session, on H.R. 9951, Apr. 17, 1969. 1969. 
iii+33p. + @ Item 1028 
L.C. card 70-601506 Y 4.W 36: F 96/3 
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7990 


JUNE 1969 


Revised press release concerning public hearings to be conducted by Com- 
mittee on Ways and Means on subject of Tax reform beginning Teb. 18, 
1969, including tentative list of witnesses scheduled to appear before 
Committee on first 6 days of hearing. Feb. 18-25; Feb. 14, 1969. 1969. 
ii+11 p. (Committee print, 91st Congress, Ist session.) f 
L.C. card 76-601852 Y 4.W 36: T 19/45 


Tax reform proposals contained in message from the President of Apr. 21, 
1969 and presented by representatives of Treasury Department to Com- 
mittee on Ways and Means at public hearings on subject of tax reform, 
Apr. 22, 1969. 1969. iii+310 p. il. * Paper, $1.25. 

L.C. card 74-60177 Y 4.W 36: T 19/46 

Tax reform studies and proposals, Treasury Department, joint publication 
of Committee on Ways and Means, House, and Committee on Finance, 
Senate, errata. [1969.] [2] p. f Y 4.W 36: T 19/42/errata 

Written statements submitted by witnesses scheduled to appear before 
Committee on Ways and Means at hearings on subject of tax reform on 
Mar. 3, 1969, 10th day of hearing: Subjects, 2, Tax treatment of 
charitable contributions; 3, Other deductions, gasoline taxes, moving 
expenses; 5, Minimum and maximum income tax on individuals; 6, Tax 
treatment of the elderly; 8, Income averaging; 9, Taxatien of single 
persons, miscellaneous. 1969. [185] p. 1 pl. (Committee print, 91st Con- 
gress, Ist session.) f 
L.C. card 71-601824 Y 4.W 36: T 19/44/10th day 

Written statements submitted by witnesses scheduled to appear before 
Committee on Ways and Means at hearings on subject of tax reform on 
Mar. 11, 1969, 12th day of hearing: Subject, 14, Tax treatment of State 
and municipal bonds. 1969. [164] p. il. (Committee print, 91st Congress, 
1st session.) f 
L.C. card 74-601830 Y¥ 4.W 36: T 19/44/12th day 

Written statements submitted by witnesses scheduled to appear before 
Committee on Ways and Means at hearings on subject of tax reform 
on Mar. 14, 1969, 14th day of hearing: Subjects, 7, Deferred executive 
compensation; 11, Foreign tax credit. 1969. [114] p. (Cemmittee print, 
91st Cognress, Ist session.) tf 
L.C. card 7T8-601823 Y¥ 4.W 36: T 19/44/14th day 


INTERNAL REVENUE TAXATION JOINT COMMITTEE 
Washington, DC 20515 


Digest of statements submitted to Committee on Ways and Means by 
Oct. 15, 1965 with respect to Treasury report on private foundations, 
prepared by staff ; Feb. 17, 1969. 1969. [1] +46 p. ¢ 
L.C. card 71-601280 Y 4.In 8/11: P 93 

Summary of problems included in tax reform hearings dealing with 
individual deductions, summary no. 2, prepared by staff of Joint 
Committee on Internal Revenue Taxation; Feb. 25, 1969. 1969. [1]+24 
p. ¢£ 

L.C. card 72-601772 Y 4.In 8/11: T 19/11/sum.2 

Summary of problems included in tax reform hearings, dealing with mini- 
mum and maximum taxes, allocation of deductions, taxes of elderly, 
income averaging, taxes of single persons, multiple trusts, and State 
and municipal bonds, summary 3, prepared by staff of Joint Committee 
on Internal Revenue Taxation; Mar. 18, 1969. 1969. [1]+18 p. f 
L.C. card 76-601773 Y 4.In 8/11: T 19/11/sum.3 


Summary of problems included in tax reform hearings dealing with tax- 
exempt organizations, prepared by staff of Joint Committee on Internal 
Revenue Taxation ; Feb. 17, 1969. 1969. [1]+4p. f 
L.C. ecard 75-601273 ¥ 4.In 8/11: T 19/11 
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PRINTING JOINT COMMITTEE 
Washington, DC 20510 


7991 Government printing & binding regulations, Mar. 1969. 1969. cover title, 
vi+42 p.il. (No. 20.) 
L.C. card 48—46907 Y 4.P 98/1: 6/20 


SENATE 
Washington, DC 20510 


7992 Telephone directory, Senate, spring 1969. [1969.] cover title, 117 p. 4° 
[Text on p. 2 and 3 of cover.] * Paper, $1.25. Y 23/969 


Senate documents 


Note.—All Senate documents, entries for which are followed by a +, may be 
obtained from the Senate Document Room or from the issuing office. 


Senate documents, 91st Congress. 
7993 12. Mineral and water resources of Utah. Report of Geological Survey, in coopera- 
tion with Utah Geological and Mineralogical Survey and Utah Water and 
Power Board, prepared at request of Frank E. Moss of Utah of Committee 
on Interior and Insular Affairs, Senate; Mar. 10, 1969. 1969. viii+275 p. il. 
2pl. + @ Item 996 


Senate execulive documents 


Senate executive documents, 91st Congress, Ist session. f 

¥ 1.91/1 : (letters) 

7994 B. Radio broadcasting agreements with Mexico, message from President of United 
States transmitting 2 separate but related agreements between United 
States and United Mexican States signed Mexico City Dec. 11, 1968, Namely 
(1) agreement concerning radio broadcasting in standard broadcasting id 
(535—1605 kHz), and (2) agreement concerning operation of broadcasting 
stations in standard band (5351605 Khz), during limited period prior to 
sunrise (pre-sunrise) and after sunset (post-sunset) ; Mar. 26, 1969. 1969. 
vil+47 p. il. 

7995 C. Ag woannant with Canada providing for additional temporary diversions from 
Niagara River for power production purposes, message from President of 
United States transmitting text of 2 notes, signed and exchanged at Wash- 
ington Mar. 21, 1969, constituting agreement between United States and 
Canada, providing for additional temporary diversions from Niagara River 
for power production purposes, Apr. 14, 1969. 1969. vil+ 4 p. 

TV96 D. Convention on conduct of fishing operations in North Atlantic, message 
from President of United States transmitting convention on conduct of 
fishing operations in North Atlantic, done at London, June 1, 1967; Apr. 18, 
1969. 1969. vi+-19 p. 





Senate executive reports 


Senate executive reports, 91st Congress, Ist session. $ Y1.91/1: rp.(nos.) 
3. Convention on offenses committed on board aircraft. Report from Committee on 


7997 
Foreign Relations to accompany Ex. L, 90th Cong., 2d sess. May 8, 1969. 33 p. 
7998 4. Agreement with Canada on Niagara River diversions. Report from Committee 
on Foreign Relations to accompany Ex. C, 91st Cong., Ist sess. May 8, 1969. 
11 p. 
Senate reports 
Note.—For titles of bills which these reports accompany, see Congressional record 
index 
Senate reports on private bills, 91st Congress. ¢ Senate Document 
Room, Capitol. @ Item 1008-B 
7999 126. John (Giovanni) Denaro. Rapect from Committee on Judiciary to accompany 


S. 265. Apr. 15, 1968. 117 
8000 127. Gong Sing Hom. Report trees Committee on Judiciary to accompany S. 1625. 
Apr. 15, 1969. 7 p. 

8001 128. Chi Jen Feng. Report from Committee on Judiciary to accompany S. 1531. 
Apr. 15, 1969. 5 p. 

8002 138. Ana’ Mae Yap-Diangeo. Report from Committee on Judiciary to accompany 
H.R. 4064. May 1, 1969. 6 p. 

8003 139. Dr. Roberto de la Caridad Miquel. Report from Committee on Judiciary to 

accompany H.R. 3548. May 1, 1969. 5 p. 
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140. 
141. 
142. 
144. 
145. 
146. 
o wee Konstantinos Nichol: 10s Babaliaros. Report from Committee on Judiciary 


JUNE 1969 


Yau Ming Chinn (Gon Ming Loo). Report from Committee on Judiciary to 


accompany S. 1438. May 1, 1969. 7 p. 

Thi Huong Nguyen and ‘her minor child, Minh Linh Nguyen. Report from 
Committee on Judiciary to accompany S. 1104. May 1, 1969. 8 p. 

Hector Enrique Gonzales. Report from Committee on Judici ary to accompany 
S. 738. May 1, 1969. 6 p. 

Dr. Lydia L. Lazaro. paport from Committee on Judiciary to accompany 
S. 465. May 1, 1969. 5 

ae, Jaime E. Lazaro. Heport from Committee on Judiciary to accompany 


. 464. May 1, 1969. 5 
wo Ying Yee. Report rem Committee on Judiciary to accompany 8S. 354. 


May 1, 1969. 


to accompany S. 330. May 1, 1969. 6 p. 2 
Blandina Salvador. Report from Committee on Judiciary to accompany S. 245. 


May 1, 1969. 4 p. 


9. Dr. Orlando Fajardo Vargas. Report from Committee on Judiciary to accom- 


pany 8. 150. May 1, 1969. 6 p. “a 
Hon Chun Eng. Report from Committee on Judiciary to accompany S. 684 
May 1, 1969. 6 p. 


. Cristina Bangcawayan. Report from Committee on Judiciary to accompany 


S. 244. May 1, 1969. 5 p. 

Erman-Howell Division, Luria Steel & Trading Corp. Report from Committee 
on Judiciary to accompany S. 1248. May 1, 1969. 10 p. 
Capt. William O. Hanle. Report from Committee on Judiciary to accompany 
S. 882. May 1, 1969. 3 p. 


. Pine Hail Brick & Pipe Co. Report from Committee on Judiciary to accom- 


pany S. 890. May 1, 1969. "18 p. 


Senate reports on public bills, 91st Congress. ¢ Senate Document Room, 
Capitol. @ Item 1008-A 


89. 


116. 
7. Commodity Credit Corporation restoration of capital impairment. Report 


120. 


21. 


Extending authority of the President to submit reorganization plans. Report 
from Committee on Government Operations to accompany S. 1058. Feb. 28, 
1969. 18 p. 

Public debt. Report with additional vee from Committee on Finance to 
accompany H.R. 8508. Mar. 25, 1969. 11] 


from Committee on Appropriations to accompany H.J. Res. 584. Mar. 26, 
1969. 3 p. 

Autherialag printing of report by Allen J. Eliender entitled Review of United 
States foreign policy and operations as Senate document. Report from 
Committee on Rules and Administration to accompany 8S. Res. 170. Mar. 26, 
1969.2 p 

Authoricing printing of prayers of Chaplain of Senate during 89th and 90th 
Congresses as Senate document. Report from Committee on Rules and 
Administration to accompany S. Res. 178. Apr. 3, 1969. 1 p. 

Authorizing printing of survey of Alliance for progress as Senate document. 
Report from Committee on Rules and Administration to accompany 8. 
Con. Res. 15. Apr. 3, 1969. 2 p. 


3, Authorizing printing of report entitled Equal employment opportunity with 


regard to Federal-aid highway projects as Senate document. Report from 
Committee on Rules and Administration to accompany S. Res. 169. 
Apr. 3, 1969. 2 p. 

Authorizing printing of additional copies of report entitled Developments in 
aging, 1968. Report from Committee on Rules and Administration to 
accompany S. Res. 171. Apr. 3, 1969. 2 p 

Authorizing printing of report entitled Crime against small business as 
Senate document. Report from Committee on Rules and Administration 
to accompany S. Res. 165. Apr. 3, 1969. 2 p. 


. National commitments. Report together with minority views from Committee 


on Foreign Relations to accompany S. Res. 85. Apr. 16, 1969. 44 p. 

Providing grade of general for Assistant Commandant of Marine Corps. 
Report from Committee on Armed Services to accompany H.R. 3832. 
Apr. 18, 1969. 5 p. 

Legislative and judicial salary adjustments. Report from Committee on Post 
Office and Civil Service to accompany H.R. 7206. Apr. 25, 1969. 5 p. 

Providing for appointment of Thomas J. Watson, jr., as citizen regent of 
Board of Regents of Smithsonian Institution Report from Committee on 
Rules and Administration to accompany S.J. Res. 35. May 1, 1969, 2 p. 


. Providing for reappointment of John Nicholas Brown as citizen regent of 


joard of Regents of Smithsonian Institution. Report from Committee on 
Rules and Administration to accompany S.J. Res. 13. May 1, 1969. 3 p. 


. Providing for appointment of Robert Strange McNamara as citizen regent of 


Board of Regents of Smithsonian Institution. Report from Committee on 
Rules and Administration to accompany S.J. Res. 11. May 1, 1969. 3 p. 

Increasing number of apprentices authorized for Government Printing Office. 
Report from Committee on Rules and Administration to accompany S. 
1655. May 1, 1969. 4 p. 


3. Disposal of lead. Report from Committee on Armed Services to accompany 
Pp. 


S. 1647. May 1, 1969. 4 


. Proceedings against Alan MecSurely and Margaret McSurely for contempt of 


Senate. Report from Committee on Government Operations to accompany 
S. Res. 191. 37 p. 
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Senate reports on public bills, 91st Congress—Continued 

143. New Hampshire-Vermont interstate school commpeet. Report from Committee 
on Judiciary to accompany 8. 278. May 1, 1969. 3 p. 

152. Adult Education Week. Report from Committee on Judic iary to accompany 
S.J. Res. 45. May 1, 1969. 2 p. 

153. National Family ‘Health Week. Report from Committee on Judiciary to 
accompany S.J. Res. 46. May 1, 1969. 2 

154. Professional enoteareney Week. Report trem Committee on Judiciary to 
accompany S.J. Res. 77. May 1, 1969. 49 

156. Amelia Earhart and Joan Merriam Smit ean from Committee on Judi- 
ciary to accompany S.J. Res. 81. May 1, 1969. 2 p. 

159. Helen Keller Memorial Week. Report from Committee on Judiciary to accom- 
pany S.J. Res. 99. May 1, 1969. 2 

160. Diamond Jubilee Year of ‘American Motion Picture. Report from Committee 
on Judiciary to accompany H. Con. Res. 165. May 1, 1969. , 

161. Youth Week. Report from Committee on Judiciary to accompany S.J. Res. 
100. May 1, 1969. 3 p 

162. Authorizing appeintuent of present Chairman of Joint Chiefs of Staff for 
additional term of 1 year. — ig? wy Committee on Armed Services to 
accompany S.J. Res. 104. May 1, 1969. 

163. To express sense of Senate in regard 4 ‘changes in Job Corps program. 
Report together with minority and individual views from Committee on 
Labor and Public Welfare to accompany S. Res. 194. May 5, 1968. 18 p 

164. Documentation of vessel West Wind with full coastwise privileges. Report 
from Committee on Commerce to accompany S. 1177. May 5, 1969. 2 p. 

165. National Commission on Product Safety, extension. Report from ( ‘ommittee 
on Commerce to accompany S. 1590. May 5, 1969. 4 p. 

166. Increasing U.S. participation in International Development Association. Re- 
port together with ongpmenters views from Committee on Foreign 
Relations to accompany H.R. 33. May 8, 1969. 15 p 

167. Amendment to Public broadcasting act of 1967. Report from Committee on 
Commerce to accompany S. 1242. May 8, 1969. 9 p. 


Aging, Special Committee on, Senate 
Washington, DC 20510 


Costs and delivery of health services to older Americans, hearings before 
Subcommittee on Health of the Elderly, 90th Congress, 2d session. 


L.C. card 67-62818 Y¥ 4.Ag 4: H 34/9/pt.3 
pt. 3. Los Angeles, Calif., Oct. 16, 1968. 1968. v-+ 611-846 p. il. * Paper, $1.00. 
@ Item 1009 


Usefulness of model cities program to the elderly, hearings, 90th Congress, 
2d session. @ Item 1009 
L.C. card 68-67403 Y 4.Ag 4: M 72/pt. (nos.) 
pt. 2. Seattle, Wash.. Oct. 14, 1968. 1969. iii+ 155-246 p. * Paper, 40c. 
pt. 3. Ogden, Utah, Oct. 24, 1968. 1969. iii+-247-322 p. * Paper, 30c. 


Banking and Currency Committos, Senate 
Washington, DC 20510 


High interest rates, hearings, 91st Congress, 1st session, on impact of high 
interest rates on the economy, Mar. 25—-Apr. 1, 1969. 1969. iv+201 p. il. 
+ @ Item 1035 
L.C. ecard 71-601501 Y 4.B 22/3: In 8/11 


Investment company amendments act of 1969, hearings, 91st Congress, 1st 
session, on S. 34 and §S. 296, Apr. 15-18, 1969. 1969. v+428 p. il. ¢ 
@ Item 1035 
L.C. card 71-601615 Y 4.B 22/3: In 8/12 


Nominations of Walter C. Sauer and Harold B. Finger, hearings, 91st 
Conrgess, Ist session, on nominations of Walter C. Sauer to be Vice 
President of Export-Import Bank of United States and Harold B. 
Finger to be Assistant Secretary of Department of Housing and Urban 
Development, Mar. 25 and Apr. 21, 1969. 1969. ii+9 p. * @ Item 1085 
L.C. card 77-601584 Y 4.B 22/3: Sa8 


Problems in lumber pricing and production, hearings before Subcommittee 
on Housing and Urban Affairs, 91st Congress, Ist session, Mar. 19-21, 
1969. 1969. xi+-740 p.il. ~ @ Item 1011 
L.C. ecard 74601542 Y 4.B 22/3: L 97/3 
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8056 


8059 


8060 


8061 


8062 


8063 


8064 


8065 


8066 


JuNE 1969 


Problems in the securities industry, hearing, 91st Congress, 1st session, to 
ascertain views of Hamer H. Budge, Chairman of Securities and Px- 
change Commission, on problems in securities industry, Mar. 6, 1969. 
1969. iii+138 p. ¢ @ Item 1035 
L.C. card 78-601500 Y 4.B 22/8: Se 2/13 


Commerce Committee, Senate 
Washington, DC 20510 


[Committee hearings] serial, 91st Congress + @ Item 1041 
Y 4.C 73/2 : $1-(nos. ) 


4. Nominations, 1969, hearings, 91st Congress, Ist session. on nomination of 
Charles H. Meacham, to be Commissioner of Fish and Wildlife, Department 
of Interior, Mar. 13 and 14, 1969. 1969. ili+59 p. 
L.C. ecard 79-601589 
. Extension of authorizations under Public broadcasting act of 1967, hearings, 
91st “em Ist session, on S. 1242, Apr. 30 and May 1, 1969. 1969. 


iii+1 
L.C. oan 72-601756 
Search for low-emission vehicle, staff report. 1969. v+-149 p. il. 1 pl. (Com- 
mittee print, 91st Congress, Ist session.) f 
L.C. card 75-601809 Y 4.0 73/2:V 53 


Finance Committee, Senate 
Washington, DC 20510 


Summary of Treasury Department tax reform studies and proposals; 
prepared by staff of Committee on Finance, Russell B. Long, chairman, 
Feb. 26, 1969. 1969. iv+40 p. (Committee print, 91st Congress, 1st 
session.) f 
L.C. card 71-601299 Y¥ 4.F 49: T 19/22 


Foreign Relations Committee, Senate 
Washington, DC 20510 


Background information relating to Southeast Asia and Vietnam; Mar. 
1969. 5th revised edition. 1969. vii+272 p. (Committee print, 91st Con- 
gress, Ist session.) * Paper, $1.00. 

L.C. card 72-601275 Y 4.F 76/2: V 67/5/969 


Briefing by Secretary of State William P. Rogers, hearing, 91st Congress, 
1st session ; Mar. 27, 1969. 1969. iii+78 p. + @ Item 1039 
L.C. card 76-601505 Y 4.F 76/2: R63 
julf of Tonkin, 1964, incidents, pt. 2, 90th Congress, 2d session, supple- 
mentary documents to Feb. 20, 1968 hearing with Secretary of Defense 
Robert S. McNamara; Dec. 16, 1968. 1968. v+-14 p. (Committee print.) f 
L.C. card 68-60720 Y 4.F 76/2: T 61/pt.2 
International Development Association, hearing, 91st Congress, 1st session, 
on H.R. 33, Apr. 16, 1969. 1969. iii +58 p. + @ Item 1039 
L.C. card 78-601752 Y 4.F 76/2: In 8/25/969 
Nominations, hearing, 91st Congress, 1st session, on nominations of Kenneth 
B. Keating to be Ambassador to India, Val Peterson to be Ambassador 
to Finland, William Leonhart to be Ambassador to Yugoslavia, William 
J. Handley to be Ambassador to Turkey, Joseph H. Blatchford to be 
Director of Peace Corps, and Alfred Puhan to be Ambassador to Hun- 
gary, Apr. 15, 1969. 1969. iii+54p. + @ Item 1039 
L.C. card 75-601616 Y 4.F 76/2: N 72/969 


Postscript to reports on Czechoslovakia, NATO, and Paris negotiations of 
Sept. 1968, report of Mike Mansfield ; Dec. 1968. 1968. v+-7 p. (Committee 


print, 90th Congress, 2d session.) f 
L.C. card 74-601270 Y 4.F 76/2: C 99/3 
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8067 Presidential determination on countries receiving development loans and 
technical assistance, hearing, 90th Congress, Ist session, on presi- 
dential determination to increase number of countries receiving devel- 
opment loans and technical assistance, Jan. 25, 1967 (published Apr. 
1969). 1969. iii+24p. f @ Item 1039 
L.C. card 70-601549 Y 4.F 76/2: C83 


8068 Strategic and foreign policy implications of ABM systems, hearings before 
Subcommittee on International Organization and Disarmament Affairs, 
91st Congress, 1st session, on strategic and foreign policy implications of 
antiballistic missile system: ¥ 4.F 76/2: An 8/2/pt.1 
pt. 1. Mar. 6-28, 1969. 1969. v+493 p. il. 1 pl. * Paper, $2.00. @ Item 1039 

L.C. card 72—601504 

8069 United Nations, report to Committee on Foreign Relations, United States 
Senate, by Senator Stuart Symington, Missouri, member of delegation 
of United States to 23d session of General Assembly of United Nations; 
Mar. 1969. 1969. v+37 p. (Committee print, 91st Congress, 1st ses- 
sion.) f 
L.C. card 78-601271 Y 4.F 76/2: Un 35/17 


Government Operations Committee, Senate 
Washington, DC 20510 


8070 Intergovernmental personnel act of 1969, hearings before Subcommittee on 
Intergovernmental Relations, 91st Congress. 1st session, on S. 11, 
Mar. 24—-Apr. 1, 1969. 1969. iv+216 p. 7 @ Item 1037 
L.C. card 70-601541 Y 4.G 74/6: In 8/2/969 


8071 Organization of Federal executive departments and agencies [chart]: data 
as of Jan. 1, 1969. [1969.] 28x34in. * Paper, 20c. 
L.C. card 49-45980 Y¥ 4.G 74/6: Ex 3/969/chart 


8072 Planning-programing-budgeting: Rescuing policy analysis from PPBS, ar- 
ticle [by Aaron Wildavsky], reprinted for use of Subcommittee on Na- 
tional Security and International Operations (pursuant to S. Res. 24, 
91st Cong.). 1969. ii4-18 p. (Committee print, 91st Congress, 1st session.) 
[From Public administration review, v. 29, no. 2, Mar./Apr. 1969.] t 
L.C. card 79-601609 Y 4.G 74/6: P 69/10 


8073 Riots, civil and criminal disorders, hearings before Permanent Subcom- 
mittee on Investigations, 91st Congress, Ist session, pursuant to 8S. Res. 
26, 91st Congress. 
L.C. card 6S8S—60271 Y 4.G 74/6: R47/pt.15 
pt. 15. [Nashville, Tenn.], Mar. 4, 1969. 1969. ii1+2949-2972 p. 1]. * Paper, 25c. 

@ Item 1037 

8074 Uniform relocation assistance and land acquisition policies act of 1969, 
hearings before Subcommittee on Intergovernmental Relations, 91st 
Congress, 1st session, on S. 1, Feb. 19-27, 1969. 1969. iv+306 p. il. 7 
@ Item 1037 
L.C. ecard 77-601295 Y 4.G 74/6: R27 


Interior and Insular Affairs Commiitee, Senate 
Washington, DC 20510 


8075 Interior nomination, hearing, 91st Congress, 1st session, on nomination of 
Harrison Loesch, of Colorado, to be Assistant Secretary of Interior for 
Public Land Management, Apr. 1, 1969. 1969. ii+17 p. 7 @ Item 1040 
L.C. card 75-601502 Y 4.In 8/13: N 72/969-4 
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JUNE 1969 


Interior nominations, hearings, 91st Congress, 1st session, on nomination 
of Carl L. Klein of Illinois, to be As@istant Secretary of Interior, nomi- 
nation of Mitchell Melich, of Utah, to be Solicitor of Department of 
Interior, nomination of Hollis M. Dole, of Oregon, to be Assistant Sec- 
retary of Interior, nomination of Leslie Lloyd Glasgow of Louisiana, to 
be Assistant Secretary for Fish and Wildlife, Department of Interior, 
nomination of Peter A. Bove, of Vermont, to be Governor of Virgin 
Islands, nomination of James R. Smith, of Nebraska, to be an Assistant 
Secretary of Interior; Mar. 14 and 18, 1969. 1969. iii+79 p. + @ Item 
1040 
L.C. card 79-601546 Y 4.In 8/13: N 72/969-3 


Youth Conservation Corps, hearing, 91st Congress, 1st session, on S. 1076, 
Apr. 21, 1969. 1969. iv+94p. 7 @ Item 1040 
L.C. card 70-601908 Y 4.In 8/13: Y8 


Judiciary Committee, Senate 
Washington, DC 20510 


Aspects of intellectual ferment and dissent in Czechoslovakia, [by Joseph 
G. Whelan, specialist in Soviet and East European Affairs, Foreign 
Affairs Division, Legislative Reference Service, Library of Congress]. 
1969. vii+165 p. (Committee print, 91st Congress, 1st session.) [Pre- 
pared at request of Thomas J. Dodd for Subcommittee to Investigate 
Administration of Internal Security Act and Other Internal Security 
Laws.] * Paper, 65c. 

L.C. ecard 70-601486 Y¥ 4.3 89/2: C99 


Economic concentration, hearings before Subcommittee on Antitrust and 
Monopoly, 90th Congress, 2d session, pursuant to 8S. Res. 233. 
pt. 7A. Appendix to pt. 7, Concentration outside United States: Compendium of 
supplementary material. 1969. viii+3893-4530 p. il. * Paper, $2.75 
@ Item 1042 ’ 
L.C. card 65-—60453 ¥ 4.J 89/2: Ec7/pt.7A 
Nomination of Otto F. Otepka, hearing before subcommittee, 91st Congress, 
ist session, on Otto F. Otepka to be member of Subversive Activities 
Control Board, Apr. 15, 1969. 1969. iii+120 p. * Paper, 50c. @ Item 
1042 
L.C. card 79-601617 Y 4.J 89/2: Ot2 


Labor and Public Welfare Committee, Senate 
Washington, DC 20510 


Closing of Job Corps centers, hearings before Subcommittee on Employ- 
ment, Manpower, and Poverty, 91st Congress, 1st session, on inquiry into 
decision closing certain Job Corps facilities, Apr. 18-[May 2], 1969. 
1969. vii+454p.1tab. 7 @ Item1043 
L.C. card 78-601614 Y¥4.L11/2: J 57 


Education of American Indians, survey of literature, prepared for Special 
Subcommittee on Indian Education [with list of references; by Brewton 
Berry]; Feb. 1969. 1969. vii+121 p. (Committee print, 91st Congress, 
ist session.) f 
L.C. card 70-601769 Y4.L 11/2: In 2/4 


Nomination, hearing, 91st Congress, 1st session on James E. Allen, jr., of 
New York, to be Commissioner of Education and Assistant Secretary 
for Health, Education, and Welfare, Apr. 15, 1969. 1969. ii+38 p. 7 


@ Item 1043 
L.C. ecard 78-601543 Y4.L11/2: N 72/5/969-8 


Nomination, hearing, 91st Congress, Ist session, on William Hill Brown 
III, of Pennsylvania, to be member of Equal Employment Opportunity 
Commission, Apr. 15, 1969. 1969.ii+21 p. fT @ Item 1043 
L.C. card 71-601544 Y¥4.L11/2: N 72/5/969-6 
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8085 Nominations, hearings, 91st Congress, 1st session, on Arthur Fletcher, of 
Washington, to be Assistant Secretary of Labor, Lawrence H. Silber- 
man, of Hawaii, to be Solicitor for Department of Labor, Robert D. 
Moran, of Massachusetts, to be Administrator of Wage and Hour Divi- 
sion, Department of Labor, Apr. 15, 1969. 1969. ii+27p. 7 @ Item 1045 
L.C. ecard 72-601547 Y4.L 11/2: N 72/5/969-7 


8086 Review of economic opportunity program, by Comptroller General of United 
States made pursuant to title 2 of 1967 amendments to Economic op- 
portunity act of 1964, report to Congress along with related agency 
comments by Department of Agriculture and Department of Interior: 
Mar. 1969. 1969. xi+205 p. (Joint committee print, 91st Congress, Ist 
session.) f 
L.C. card 73-601278 ~ Y 4.L 11/2: Ec 7/4 


Nutrition and Human Needs, Select Committee on, Senate 
Washington, DC 20510 


Nore.—tThe Select Committee on Nutrition and Human Needs was established as 
a select committee of the Senate by S. Res. 281 of the 90th Congress, 2d session, 
which was considered, amended, and agreed to July 30, 1968. 


8087 Nutrition and human needs, hearings, 90th Congress, 2d session, and 91st 
Congress, Ist session. @ Item 1009 
L.C. card 76—-600776 Y¥ 4.N 95: N 95/pt. (nos.) 
pt. 3. National nutrition survey, Jan. 22-28, 1969. 1969. v+675-1160 p. il. 


Paper, $1.75 
pt. 4. — Feb. 18-20, 1969. 1969. iv+1161-1424 p. il. * Paper, 
1.00. 


Post Office and Civil Service Committee, Senate 
Washington, DC 20510 


8088 Nominations, hearing, 91st Congress, Ist session, on nominations of Ludwig 
J. Andolesk to be Civil Service Commissioner (reappointment), Frank 
J. Nunlist to be Assistant Postmaster General, Bureau of Operations, 
Henry Lehne to be Assistant Postmaster General, Bureau of Facilities 
and Ronald B. Lee to be Assistant Postmaster General, Bureau of 
Planning, Marketing, and Systems Analysis, Apr. 25, 1969. 1969. iii+16 
p. + @ Item 1044 
L.C. ecard 71-601753 Y 4.P 84/11: N 72/969-2 


Public Works Committee, Senate 
Washington, DC 20510 


8089 Air pollution, 1968, hearings before Subcommittee on Air and Water Pollu- 
tion, 90th Congress, 2d session, on air quality criteria. 
L.C. card 68-61508 Y¥ 4.P 96/10: Ai 7/968/pt.5 
pt. 3. Appendix, index, 1968. iii+ 809-1132 p. xilip.il. +t @ Item 1045 


[Committee publication] serial, 91st Congress. ¢ @ Item 1045 
Y 4.P 96/10: 91-(nos.) 


8090 2. Water pollution, 1969, hearings before Subcommittee on Air and Water 
Pollution, 91st Congress, 1st session, on S. 7 and 8S. 544. 
L.C. card 72—601259 
pt. 2. Feb. 5 and 6, 1969. 1969. iii+ 267-450 p. il. 2 pl. f 

8091 8. Nominations of Federal Cochairmen of Regional Economic Development Com- 
missions, hearing, 91st Congress, 1st session, on nominations of John B. 
Waters, Jr., to be Federal Cochairman of Appalachia Regional Commission, 
W. Donald Brewer to be Federal Cochairman of Four Corners Regional 
Commission, G. Fred Steele to be Federal Cochairman of Coastal Plains 
Regional Commission, Stewart Lamprey to be Federal Cochairman of New 
~ —- Regional Commission, and E. L. Stewart to be Federal Cochairman 
of Ozarks Regional Commission, Mar. 25, 1969. 1969. i11+35 p. 
L.C. card 70—-601581 

8092 9. Nomination of Ralph R. Bartelsmeyer to be Director, Bureau of Public Roads, 
hearing, 91st Congress, 1st session, Apr. 25, 1969. 1969. 111+ 10 p. 
L.C. ecard 75-601754 


*For Sale by Superintendent of Documents 
+Distribution Made by Issuing Office 
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8093 Summary of legislative activities and accomplishments, 90th Congress; 
Dec. 31, 1968. 1969. vii+110 p. (Committee print, 90th Congress, 2d ses- 
sion.) tf 
L.C. card 56-62441 Y 4.P 96/10: L52/f 


Rules and Administration Committee, Senate 
Washington, DC 20510 


8094 United States Senate, 91st Congress. [1969.] 7+ [1] p. il. [Corrected to 
Jan. 3, 1969.] + Y 4.R 86/2: Se 5/2/969 


Small Business, Select Committee on, Senate 
Washington, DC 20510 


8095 Competitive problems in drug industry, hearings before Subcommittee on 
Monoply, 90th Congress, 2d session, and 91st Congress, 1st session, on 
present status of competition in pharmaceutical industry. 

L.C. ecard 67-62381 Y 4. Sm 1/2: D 84/pt.10 
pt. 10. Dee. 11, 1968—Jan. 23, 1969. 1969. vi+3911-4174B, 4175-4296 p. il. 
* Paper, $1.50. @ Item 1049 


CONSUMER AND MARKETING SERVICE, Agriculture Dept. 
Washington, DC 20250 


1969 acreage-marketing guide AMG (series). 
8096 68. 1969 summer and fall potatoes. Apr. 1969. 36 p. fl. 4° ¢+ @ Item 18-D 
L.C. card 65-61244 A 88.26/4: 68 
8097 Amendment no. 1 to Institutional meat purchase specifications for fresh 


lamb and mutton, series 200. Apr. 1969.1 p.4° 7 @ Item 24-N 
A 88.17/4: L 16/968/amend.1 


C&MS (series). 7 A 88.40/2 : (nos. ) 
S098 7. Fresh fruit and vegetable unload totals for 41 cities, calendar year 1968. 
Apr. 1969. 84 p. 4° (Fruit and Vegetable Division, Market News Branch.) 
@ Item 19-A 
L.C. ecard 67-61217 
S099 53. Available publications of USDA’s Consumer and Marketing Service (except 


Market news report). Revised Apr. 1969. [1969.] 15 p. 4° [Supersedes 
AMS—523, Reports and publications of USDA’s Consumer and Marketing 
Service, Jan. 1964.) @ Item 19—-A 
L.C. ecard 72-601799 
8100 54. Federal meat inspection, statistical summary for 1968. Apr. 1969. 16 p. 4° 
Item 19-A 
L.C. card 78601882 
8101 71. Food for children, in pre-school centers, in summer programs. Apr. 1969. 
] p. il. oblong 8°, folded into narrow 8° size. 


$102 Fire-cured and dark air-cured tobacco market review, 1968 crop, 1968-69 
season. May 1969. 68 p. il. 4° (TOB-FDA-12; Tobacco Division.) 7 
@ Item 24—-D 


L.C. card 71-601883 A 88.34/8 : 968-69 
8103 Flue-cured tobacco market review, 1968 crop. Apr. 1969. 56 p. il. 4° 
(Tobacco Division; TOB-FL-12). + @ Item 24-D A 88.34/6 : 968 


8104 Manual of meat inspection procedures of Department of Agriculture, 
Change 3, Dec. 24, 1968. [1968.] [30] p. il. 4° (Consumer Protection 
Program.) [Issued with perforations.] * Paper, $9.25 (including basic 
manual and supplementary material for an indefinite period); $3.50 
additional for foreign mailing. @ Item 24-P A 88.6/4: M 46/968/ch3 


8105 Manual of meat inspection procedures of Department of Agriculture, 
Change 4. Jan. 24, 1969. [8] p. 4° (Consumer Protection Programs.) 
* Paper, $9.25 (including basic manual and supplementary material for 
an indefinite period) ; $3.50 additional for foreign mailing. @ Item 
24-P A 88.6/4: M 46/968/ch.4 
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GOVERNMENT PUBLICATIONS 


Manual of meat inspection procedures of Department of Agriculture, 
Change 5, Feb. 7, 1969. [3] p. 4° (Consumer Protection Programs.) 


* Paper, $9.25 (including basic manual and supplementary material for 


and indefinite period) ; $3.50 additional for foreign mailing. @ Item 


24-P A 88.6/4: M 46/968/ch.5 
School breakfast program. [Sept. 1968.] [2] p. 4° 7 A 88.2: Sch 6/8 


Summary of major provisions in Federal milk marketing orders. Jan. 1, 
1969. 71 p.il.4° (Dairy Division.) 7 
L.C. card 72-601922 A 88.2: M 59/29/969 
United States standards for grades of frozen asparagus, effective Apr. 14, 
1969. 4th issue. [1969.] [2]+11 p. il. 4° [Published in Federal Register 


of Feb. 


3, 1968. Supersedes standards which have been in effect since 


Mar. 15, 1968.] 7 A 88.6/2: As 6/2/969 


CUSTOMS BUREAU, Treasury Dept. 
Washington, DC 20226 


116th set revised pages to Customs regulations through Sept. 1968. 1968 


[36] p. 


4° [Includes amendments made by Treasury decisions 68-201 


through 68-230. Issued in looseleaf form.] * Paper, $9.00 (including 
basic book and revised pages for an indefinite period) ; $3.00 additional 
for foreign mailing. @ Item 948-A T 17.9: 966/rev.pages 116 


CUSTOMS COURT 


United States Customs Court reports: v. 60, Cases adjudged in United 
States Customs Court, Jan.—June 1968. [1969.] xxiv-+1156 p. [Includes 
classification decisions 3241-3500, reappraisement decisions 11440—555, 


A. R. 


250-240, valuations decisions V. D. 141-144, abstracted protest 


decisions p 68/1—P 68/302, abstracted reappraisement decisions R 68/1-R 


68/26.] 


* Cloth, $6.00. @ Item 736 


L.C, ecard 3839-29067 Ju 9.5: 60 


DEFENSE DEPARTMENT 
Washington, DC 20301 


Cataloging manual M (series). (Defense Supply Agency, Defense Logistics 


Services 


Center, Battle Creek, Mich.) [Issued in looseleaf form.] 


1—4. Federal manual for supply cataloging: chap. 4 ae cae procedures, 


July 1967]. Change 3; Feb. 5, 1969. (909,)" [28] p. 4° A oe | Dept.) 
AR 708-14.) * Paper, 25c. @ Item 314-A b : 1-4/5/ceh.3 


Defense Supply Agency handbook DSAH (series). 


4215.13. 


Industrial plant equipment handbook: FSC 3450, 3460, 5220, portable 


machine tools and toolroom layout poe and tables. Apr. 1969. cover 
title, v+228 p.4° (SB 708-3400-3, NAVSUP PUB 5511, AFM 78-76 ; 

MCO P4870.17A.) [Supersedes publications having same numbers 
published Apr. 1966. Issued with perforations.] * ree 52,00. 
@ Item 314-A D 7.6/7: 4 3/2 


Defense Supply Agency manual DSAM (series). @ Item 314-A 


4105 
4140.2 


D 7.6/8 : (nos. ) 


2. See Army Department, Army regulation AR 715-22. 
Supply operations manual. v. 1, Distribution system pecceduens, Change 7. 


Apr. 15, 1969. [110] p. 4° ([{Army Dept.] AR 735-110; [Navy Dept.] 
NAVSUP pub. 5003, ch. 8; [Marine Corps] MCO P4400. 101, ch. 8; 
DSAHOP.) [Issued with perforations. ] 


4140.5 Item management coding manual. July 1, 1965. cover title, [168] p. 4° 


4215.1. 


38 


(DoD 4140.26—-M ; AR 700.3; NAVSANDA PUB 5004; MCO P4440.22; 
AFR 67-2.) [ Reprint including current pages from Changes 1-4. Issued 
with perforations. ] 


Defense industrial plant equipment center, Change 1. Mar. 19, 1969. [3] 


p. 4° ({Army Dept.] 700-43, CH 1; [Navy Dept.] NAVSUP PUB 
5009, CH 1; Air Force Dept.] AFM 78-1, CH 1.) [Issued in looseleaf 
form.] * Paper, 10c. 


*For Sale by Superintendent of Documents 
+Distribution Made by Issuing Office 
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Defense Supply Agency regulation DSAR (series). 

4115.3 Implementing procedures for purchase of supplies assigned to DSA under 
DoD coordinated procurement program (RCS DD—DSA (AR)599(P) 
and RCS DD-SA(AR)600(P)). Apr. 9, 1969. [67] p. 4° ([Army 
Dept.] AR 715-8; [Navy Dept.] NAV SUPINST ob BA ; [Air Force 
Dept.] AFR 70-17; [Marine Corps] MCO 4215. 48A.) [Supersedes 
DSAR 4115.3, AR 715-8, BUSANDDAINST 4215.54, AFR 70-17, MCO 
4215.48A, Dec. 16, 1965. Issued in looseleaf form.] * Paper, 50c. 
@ Item 323 D 7.6/6 : 4115.3 

Federal item identification guide: Control light. Mar. 28, 1969. cover 
title, [51] p. il. 4° (FIIG AO76; Defense Supply Agency, Defense 

Logistics Services Center, Battle Creek, Mich.) [Issued in looseleaf 

form.] * Paper, 55c. @ Item 314-A D 7.6/4: C 76 


—— Conduit, electrical, July 14, 1967, Change 1. Mar. 14, 1969. [16] p. il. 4° 
(FIIG AO27; Defense Supply Agency, Defense Logistics Services Center, 
Battle Creek, Mich.) [Issued with perforations.] * Paper, 15c. @ Item 
314-A D 7.6/4: C ap ge 1 

—— [Filter elements, July 19, 1968] Change 1. May 2, 1969. [12] p 
(FIIG AO56 change 1; Defense Supply Agency, Defense Logistics Be 
ices Center, Battle Creek, Mich.) * Paper,15c. @ Item 314-A 

D 7.6/4: F 48/ch.1 


—— Gaskets, packings, and seals, Mar. 1, 1968, Change 3. Apr. 18, 1969. [18] 
p.il.4° (FIIG AO32 Defense Supply Agency, Defense Logistics Services 
Center, Battle Creek, Mich.) * Paper, 20c. @ Item 314-A 

D 7.6/4: G 21/ch.3 

—— Jacks and plugs. Apr. 25, 1969. cover title, [61] p. il. 4° (FIIG AO34; 
Defense Supply Agency, Defense Logistics Services Center, Battle Creek, 
Mich.) [Issued with perforations.] * Paper, 70c. @ Item 314-A 

D 7.6/4: J 13 

, Dec. 20, 1968, Change 1. Apr. 25, 1969. [36] p. il. 4° 

FIIG AO61 change 1; Defense Supply Agency, Defe nse Logistics Serv- 

ices Center, Battle Creek, Mich.) [Issued in looseleaf form.] * Paper, 

35¢c. @ Item 314-A D 7.6/4: J 95/ch.1 

Lamps. Apr. 4, 1969. cover title, [69] p. il. 4° (FIIG AO79; Defense 

Supply Agency, Defense Logistics Services Center, Battle Creek, Mich.) 

{Issued in looseleaf form.] * Paper, 75c. @ Item 314-A D7.6/4:L19 


—— Lens, lighting, Change 1, Apr. 25, 1969. [1969.] [25] p.4° (FIIG AO7%5, 
Change 1; Defense Supply Agency, Defense Logistics Services Center, 
Battle Creek, Mich.) [Issued in looseleaf form.] * Paper, 25c. @ Item 
314-A D 7.6/4: L54/ch.1 


—— Lubricating oils. Apr. 25, 1969. cover title, [34] p. il. 4° (INTERIM 
FIIG T0083: Defense Logistics Services Center, Battle Creek, Mich.) 

* Paper, 45c. @ Item 314-A D 7.6/4: L 96 
—— Ranges electric, gas, and oil burning, Nov. 29, 1968, Change 1. Apr. 25, 
1969. [13] p. 4° (FIIG A050; Defense Supply Agency, Defense Logis- 
tics Services Center, Battle Creek, Mich.) * Paper, 15c. @ Item 314-A 
D 7.6/4: R16/ch.1 


—— Valves, general purpose, and drain cocks, Change 1. May 2, 1969. [32] 
p. il. 4° (FIIG A046 change 1; Defense Supply Agency, Defense Logis- 
tics Services Center, Battle Creek, Mich.) [Issued in looseleaf form.] 
* Paper, 30c. @ Item 314-A D 7.6/4: V 24/ch.1 


Federal supply catalog: Consolidated master cross reference list, C-RL-1, 
Jan. 1, 1969, [Change bulletin] 1. 2 v., cover titles, [x]+840 p. 4° [Is- 
sued with perforations.] * Paper, $200.00 a yr. (including basic and 
supplementary material); $25.00 additional for foreign mailing. 
@ Item 314-L D 7.20: 969/ch.1/v.1,2 


Consolidated master cross reference list, C-RL-1, Jan. 1, 1969, errata 
sheet [transmitting revised pages]. [1969.] [8] p. 4° [Issued in loose- 
leaf form.] ¢ @ Item 314—-L D 7.20 : 969/errata 
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Manual for courts-martial United States, 1968. [1969.] [665] p. 4° [Effec- 
tive Jan. 1, 1969. Issued in looseleaf form.] * Paper, $5.25. 
L.C. card 74-601865 D 1.15: 968 


Military standard MIL-STD (series). [Issued with perforations.] t 
D 7.10: (nos. ) 
175B. Sanitary standards, equipment and methods for handling of milk 
and milk products in bulk milk dispensing operations. Mar. 10, 
1969. 11i+10 p. 4° [Supersedes MIL—STD-175A, Dec. 1, 1961.] 
461A. Electromagnetic interference characteristics requirements for 
equipment, Notice 2; Mar. 20, 1969. [1969.] [1] p. 4° (Air 
Force.) @ Item 314—J 
794B. Parts and e gery procedures for packaging and packing of. 
Mar. 11, 1 [1969.] v+69 p. 4° (FSC PACK) [Supersedes 
MIL-STD-794A (ASG), June 26, 1967.] @ Item 314—J 
855A. Assembly and rigging procedures for personnel parachutes. Mar. 24, 
1969. iii+12 p. il. 4e° (FSC 1670.) [Supersedes MIL—STD-855, 
Apr. 21, 1969. @ Item 314-J 
865 (USAF). Brush plating, electro deposition [with list of referenced docu- 
ments]. Mar. 26, 1969. iv+-12 p. 4° (FSC MFFP.) [Supersedes 
DWG 63A32409.] @ Item 314—J 
1177 (AT). Wheeled vehicles and equipment, inspection, care, and preservation 
during storage of. Feb. 6, 1969. iv leaves-+24 p. il. 4° (FSC 
PACK.) (Some pages are issued as leaves.] @ Item 314—J 
1433. Climber sets, tree and pole. Mar. 28, 1969. v+10 p. 4° (FSC 4240.) 
@ Item 314-J 
Military standard transportation and movement procedures, MILSTAMP 
[joint regulation, Change 9]. May 1, 1969. [148] p. 4° (DoD 4500.32-R, 
Aug. 1, 1966, as amended; Defense Supply Agency.) [Incorporates 
changes developed by agreement among Military Departments, Coast 
Guard, and General Services Administration, in coordination with De- 
fense Supply Agency.] +t @ Item 309 D 1.6: M59/ch.9 
MILSTRIP, Military assistance program address directory, supp. 2, Nov. 1, 
1968 ; Change 3A. Apr. 1969. [27] p. 4° (DoD 4140.17-M; Defense Sup- 
ply Agency.) [Issued in looseleaf form.] * Paper, 25c. @ Item 314-A 
D 7.6/4: M 59/supp.2/rev.-2/ch.3A 
[MILSTRIP, Military assistance program address directory], supp. 2, 
Nov. 1, 1968; Change 3B. May 1969. [13] p. 4° (DoD 4140.17-M; De- 
fense Supply Agency) [Issued in looseleaf form.] * Paper, 15c. 
@ Item 314-A D 7.6/4: M 59/supp.2/rev.-2/ch.3B 
USAFI bulletin 1; Mar. 1969. [1969.] cover title, [65] p. il. 4° (United 
States Armed Forces Institute; RM 228.27.) [Issued with perforations. 
Includes changes to USAFI standard nomenclature list and insertion 
packet RM 106.92 for USAFI catalog, 14th edition.] + 
D 1.10/3 : 969/no.1 


ECONOMIC OPPORTUNITY OFFICE, Executive Office of the President, 
Washington, DC 20506 


[Job corps handbook] JCH (series). 


820. Community relations manual. Mar. 1969. cover title, iv+[1]+67 p. 4° 
[Supersedes JCH 820, Oct. 1967.] + @ Item 857-H-1 
Pr Ex 10.10: 820 


OEO manual. 
6003-1. ee The Action Agency, atlas. Apr. 1969. cover title, , (8) tees 
o 


[Supersedes OEO manual 6003-1, Aug. 1, 1968.] @ ite 
857-8 2 Pr Ex 10. 8/5: 6003_ 1 
OEO pamphlets. + @ Item 857-H-17 Pr Ex 10.23 : (nos. ) 


1405-4. Religion in war on poverty. [Apr. 1969.] 12+-[2] p. il. 4° 
1405-5. Women in war on poverty. [Apr. 1969.] [2] +12+ [1] p. il. 4° 
4100-2. Who, what, where, how, VISTA. [Apr. 1969.] cover title, [12] p. narrow 


large 8° 
They're ready to work in your hospital. [Apr. 1969.] [16] p. il. ({J-330.]) 
+ @ Item 857-H Pr Ex 10.2: H79 


*For Sale by Superintendent of Documents 
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ECONOMIC RESEARCH sv ggl Agriculture Dept. 
Washington, DC 2025 


Agricultural economic reports. @ Item 42-C A 93.28 : (nos. ) 
154. Supplying U.S. markets with fresh winter produce, capabilities of U.S. 
and Mexican production areas, Errata. Mar. 1969. 1 p. 4° 
155. Characteristics of human resources in rural southeast Coastal Plain, with 
emphasis on the poor; [by Jackson V. McElveen]. [Apr. 1969.] iv +90 
il. 4° [Prepared in cooperation with South Carolina Agricultural 
Experiment ———. Clemson University.] * Paper, $1. 
L.C, card 79-6016 
156. Corporations ane agricultural operations, preliminary report 2; [by 
George W. Coffman and William H. Scofield]. [Apr. 1969.] vi+28 p. 4° 
* Paper, 35c. 
. Socio-economic profile of 1965 farm wage force; [by Avra Rapton]. [Apr. 
1969.] iv+39p.4° * Paper, 40c. 
L.C. card 70—601782 
158. DDT used in farm production; [by Theodore Eichers, Robert Jenkins, and 
Austin Fox]. [Apr. 1969.] iv+8 p. il. 4° ([Farm Production Economics 
Division.]) * Paper, 15c. 


9 
uw 
~1 


ERS (series.) + @ Item 42-I A 938.21 : (nos. ) 
398. re a diverted cropland; [by P. Weisgerber]. [Apr. 1969.] iv 
+23 p. 


L.C. card 77—-601784 

403. Socioeconomic factors affecting participation in water-oriented outdoor 
recreation [with selected bibliography; by Durward Brewer and Glenn 
A. Gillespie]. [Apr. 1969.] vi+57 p. il. 4° [Prepared in cooperation 
with Missouri Agricultural Experiment Station. ] 
L.C. card 71-601737 

406. —- ublications on dairy marketing economics, an annotated bibliog 
raphy. | Revised ai 1969.] [1969.] [2] +33 p. 4° 
L.C. card 74-6018 

ERS-foreign (series). ¢ @ Item 76-G A 93.21/2: (nos. ) 

245. Summary of Supply and demand, imports and exports of selected agri- 
cultural products in Netherlands, forecast for 1970 and 1975. [Apr. 1969. ] 
{1]+iv+68 p. narrow 8° 
L.C. card 78—601874 

261. Agricultural situation in Western Hemisphere, review of 1968 and outlook 


for 1969. Apr. 21, 1969. iv+ 28 p. 4° 
262. Agricultural situation in Far East and re review of 1968 and outlook 


for 1969. Apr. 29, 1969. iv+-33+ [3] p. il. 4 
Farm real estate taxes, recent trends and developments. Dec. 1968. 14 p. il. 4° 
(RET-8). 7 A 93.9/6: 8 


Foreign gold & exchange reserves, review of 1968, Jan. 1969. 24 p. 4° 
(International Monetary and Trade Research Branch, Foreign Develop- 
ment and Trade Division.) 7 A 93.34 : 968 


EDUCATION OFFICE, Health, Education, and Welfare Dept. 
Washington, DC 20202 


Behavioral science elementary teacher education program, final report 
{with bibliographies]. Oct. 31, 1968. ([OE—]58024; Bureau of Research. ) 
{Project 89025, contract OEC—O-S-089025-3314 (010): Michigan State 
University, East Lansing, Mich.] @ Item 460—-A-58 

FS 5.258 : 58024/v.1 
v. 1. [637] p. il. 4° * Paper, $5.00. 
v. 2. [715] p. il. 4° * Paper, $5.50. 
v. 3. [604] p. il. 4° * Paper, $5.00. 

Bureau of Elementary and Secondary Education programs. Mar. 1969. 
vii+32 p.iL 4° + @ Item 461 (Rev. 1965) 

L.C, card 70-601919 FS 5.2: El 2/6 


Education directory, 1968-69 ; pt. 2, Public school systems. [1969.] iii+205 
p. 4° (OE-20005-69; National Center for Educational Statistics.) 
* Paper, $2.00. @ Item 460&460-A-20 
L.C. card E 13-213 FS 5.25 : 968-69/pt.2 


Education professions development, investment in the future, by Don 
Davies; [First manpower assessment, by Jchn Chaffee, jr.] [1969.] [4] 
p. il. 4° [Reprinted from American education, Feb. 1969.] * Paper, 
10c. @ Item 460-A-58 FS 5.258 : 58029 
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ERIC [Educational Resources Information Center] can help, school ad- 
ministrators, teachers, researchers, information specialists, professional 
organizations, students. 1969. [2] p. 4° folded into oblong 32° size. 
({OE-12039-A]; Bureau of Research.) + @ Item 460—A-12 

FS 5.212 : 12089-A 


Facts about Bureau of Adult, Vocational, and Library Programs [with 
bibliography]. [Revised Apr. 1969.] [1969.] [2]+24 p. il 4° 
@ Item 461 (Rev. 1965) FS 5.2: Ad 9/6/969 


Financial aid for higher education. [1969.] iv-+110 p. oblong 12° (OE 
55056.) [Published by Cooperative Program for Educational Oppor- 
tunity under contract with Educational Talent Section of Division of 
Student Financial Aid of Office of Education.] * Paper, $1.00. @ Item 
460-—A-55 
L.C. card 76-601801 FS 5.255 : 55056 

Guide for planning community junior college facilities; [prepared by D. 
Grant Morrison.] [1969.] cover title, [3]+40 p. il. oblong 12° ([OE- 
57007.]) * Paper, 75c. @ Item 460—-A-57 
L.C. card 77-601863 FS 5.257 : 57007 

Improving educational opportunities for Mexican-American handicapped 
children [with list of selected references and resources] ; by Jane Case 
Williams. Apr. 1968. [3] leaves+34 p. 4° (Bureau of Education for 
the Handicapped.) 

L.C. card 73-601767 FS 5.2: M 57/2 

International education. [1969.] 8 p. il. large, 4° ([OE-14137]) [Articles 
reprinted from American education, May 1969.] * Paper, 20c. @ Item 
460—A-14 FS 5.214: 14137 


Report of conferences on improving education of disadvantaged children, 
Nov. 25—Dec. 3, 1968, Silver Spring, Md., Dec. 11 and 12, 1968, Denver, 
Colo. 1969. cover title, iii+35 p. 4° + @ Item 461 (Rev. 1965) 

L.C. card 70-601810 FS 5.2: D 63/2 


Report of title 1, ESEA migrant coordinators meeting Dec. 4-6, 1968, 
Washington, D.C. 1968. [2]+45 p. + @ Item 461 (Rev. 1965) 
L.C. card 78-601929 FS 5.2: M 58/6 


Statistics of local public school systems, 1967: Fall 1967, pupils/schools/ 
staff; 1966-67, expenditures; by Gerald Kahn and Warren A. Hughes. 
[Mar. 1969.] vi+101 p. 4° ([OE-20112-67.]; National Center for Edu- 
cational Statistics.) * Paper, $1.00. @ Item 460-A-20 
L.C. card 78-601866 FS 5.220 : 20112-67 


Water and wastewater technology, suggested 2-year post high school cur- 
riculum [with bibliography]. [Dec. 1968, published 1969.] viii+131 p. 
il. 4° (OE-800057; Technical education program series no. 11.) [Pre- 
pared in cooperation with Federal Water Pollution Control Administra- 
tion, Department of Interior.] * Paper, $1.50. @ Item 460-A-80 
L.C. card 73-601696 FS 5.280: 80057 


EMERGENCY BOARDS (under sec. 10, Railway labor act) 
Washington, DC 20572 


Report to the President by Emergency Board 174, appointed by Executive 
orders 11443 and 11444, dated Jan. 13, 1969, pursuant to sec. 10 of 
Railway labor act, as amended, to investigate dispute between certain 
carriers represented by National Railway Labor Conference and Dast- 
ern, Western and Southeastern Carriers’ Conference Committees and 
certain of their employees represented by Order of Railway Conductors 
and Brakemen (since Jan. 1, 1969, Conductors’ Division of United 
Transportation Union) and by Brotherhood of Locomotive Engineers 
(NMB cases A-8458, A-S478 sub nos. 1-7, and A-8448). Feb. 12, 1969. 
iii+33 p. * @ Item 833 
L.C. card 79-601850 NMB 1.7: 174 
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8178 Report to the President by Emergency Board 175, appointed by Executive 
order 11445 dated Jan. 13, 1969 pursuant to sec. 10 of Railway labor act, 
as amended, to investigate dispute between carriers represented by 
National Railway Labor Conference and Eastern, Western, and South- 
eastern Carriers’ Conference Committees and certain of their employees 
represented by Brotherhood of Railroad Signalmen (National Media- 
tion Board case A-8433). Mar. 7, 1969. iii+14 p. ¢ @ Item 833 
L.C. card 72-601851 NMB 1.7: 175 


EMPLOYMENT SECURITY BUREAU, Labor Dept. 
Washington, DC 20210 


Interviewing guides for specific disabilities. (United States Employment 
Service.) 


8179 Cardiovascular [disease], heart disease. [Mar. 1969.] 8 p. * Paper, 10c. 
@ Item 756-A L 7.54: H 35/969 


ENGINEERS CORPS (Army), Defense Dept. 


Note.—Orders or requests for publications of the Engineers Corps, other than 
those sold by the Superintendent of Documents or 7 offices of the Engineers Corps 
in other cities, should be addressed to Chief of Engineers, U.S. Army, Washington, 
DC, 20310, Attention Publications Office. 


Regulation ER (series). [Issued in looseleaf form.] 


8180 87—2-10. Financial administration: Accounting and reporting, civil works ac- 
tivities. Apr. 1, 1969. [623] p. 4° [Rescission ER 35-2-10, July 1, 
1964.) t @ Item 341 D 103.6/4 : 37-2-10 


8181 Stages and discharges of Mississippi River and tributaries in Vicksburg 
district, 1967. Army—MRC Vicksburg, Miss. [1969.] xiii+387 p. il 4° 
(U.S. Army Engineer District, Vicksburg.) + Paper, $1.50. 
L.C. card 8-5662 D 103.45 : 967 

8182 Waterborne commerce of United States, calendar year 1966: pt. 1, Water- 
ways and harbors, Atlantic Coast. [1967.] viii+290 p .il. 4° [Compiled 
under supervision of Division Engineer, Army Engineer Division, 
Lower Mississippi Valley, Corps of Engineers, Vicksburg, Miss.] 
+ Paper, $1.50, Division Engineer, Army Engineer Division, New England, 
424 Trapelo Road, Waltham, MA 02154, or District Engineer, Army En- 
gineer District, New Orleans, P.O. Box 60267, New Orleans, LA 70160. 
L.C. card 55-63535 D 103.1/2 : 966/pt.1 


8183 —-—pt. 4, Waterways and harbors, Pacific Coast, Alaska and Hawaii. 
[1967.] viii+168 p. 4° [Compiled under supervision of Division En- 
gineer, Army Engineer Division, Lower Mississippi Valley, Corps of 
Engineers, Vicksburg, Miss.] + Paper, $1.25, District Engineer, Army 
Engineer District, 100 McAllister Street, San Francisco, CA 94102; or 
District Engineer, Army Engineer District, New Orleans, P.O. Box 60267, 
New Orleans, LA 70160. 

L.C. card 55-63535 D 103.1/2 : 966/pt.4 

8184 Waterborne commerce of United States, calendar year 1967: pt. 4, Water- 
ways and harbors, Pacific Coast, Alaska and Hawaii. [1968.] viii+160 
p. 4° [Compiled under supervision of Division Engineer, Army En- 
gineer Division, Lower Mississippi Valley, Corps of Engineers, Vicks- 
burg, Miss.] + Paper, $1.25, District Engineer, Army Engineer District, 
100 McAllister Street, San Francisco, CA 94102; or District Engineer, 
Army Engineer District, New Orleans, P.O. Box 60267, New Orleans, LA 
70160. 

L.C. ecard 55-63535 D 103.1/2 : 967/pt.4 
Waterways Experiment Station. 

NotTe.—Unless otherwise indicated, publications of Waterways Experiment Station 
may be ordered from Corps of Engineers, U.S. Army, Waterways Experiment Station, 
Vicksburg, Miss. (price upon application). 

Waterways Experiment Station: Technical reports. D 103.24/2 : (nos. ) 

8185 C-69-—5. Effect of confining reinforcement on ductility of reinforced concrete 

beams [with bibliography]; by J. E. McDonald. Army—MRC, Vicks- 
burg, Miss., Mar. 1969. [172] p. il. 4° (Project 4A013001A91D.) 
[Sponsored by Assistant Secretary of the Army (R&D), Department 
of Army.] ¢ 
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Waterways Experiment Stations: Technical reports—Continued 


8186 H-69-3. Navigation conditions at Lock and Dam no. 7 Arkansas River hydraulic 


model investigation; by J. J. Franco [and] C. D. McKellar, jr. Army- 
MRC ne Miss., Feb. 1969. [72] p. il. 4° [Sponsored by Army 
Engineer District, Little Rock.}] ft 


ENVIRONMENTAL SCIENCE SERVICES ADMINISTRATION, 
Commerce Dept., Washington, DC 20235 


ESSA technical report. (Research Laboratories; Pacific Oceanographic 
Research Laboratories, Seattle, Wash. ) 
8187 ERL 82—-POL 1. Bathymetry of region (PORL—421--2) north of Hawalian Ridge 
[with list of references ; by] Frederic P. Naugler. Nov. 1968. v 
+13 p. il. map in pocket, 4° * Paper, 75c. @ Item 208-B 
7 C 52.15: ERL 82-POL1 
8188 Greatest storm on earth, hurricane [with bibliography]. [1969.] cover title, 
38 p. il. oblong 8° (ESSA/PI 670009.) * Paper, 65c. @ Item 208—B-1 
L.C. card 79-601877 C 52.2: H 94/969 


8189 Science and service, career in ESSA Commissioned Officer Corps. [1969.] 
12 p.il. 4° ({ESSA/PI 66021.]) + @ Item 208-B-1 C 52.2: Sci 2/2 


EXPORT-IMPORT BANK OF UNITED STATES 
Washington, DC 20571 


Note.—The name of the Export-Import Bank of Washington was changed to 
Export-Import Bank of United States by Public law 90-267, Mar. 13, 1968. 


8190 Export-Import bank act of 1945, as amended through May 1, 1969. [1969.] 


cover title, 20 p. narrow 8° + @ Item 1060 Y 3. Ex 7/3: 5 Ex 7/969 
8191 Export-Import Bank, Washington, D.C. [1969.] [8] p. il. narrow 8° 7+ 
@ Item 1060 Y 3.Ex 7/3: 2 Ex 7/3/969 


FARM CREDIT ADMINISTRATION 
Washington, DC 2057! 


8192 35th annual operations summary, production credit association, 1968. 
[1969.] cover title, 24 p. oblong 8° ([Accounting and Budget Division. ] ) 
[Map showing farm credit districts on inside back cover.] + 
L.C. card 52-60130 FCA 1.22: 968 


FEDERAL AVIATION ADMINISTRATION, Transportation Dept. 
Washington, DC 20553 


8198 Airport activity statistics of certificated route air carriers, 12 months 
ended June 30, 1968. [1969.] xiv+[1]+318+ [1] p. oblong 8° [Semi- 
annual. Prepared jointly by Civil Aeronautics Board and Federal Avia- 
tion Administration.] * Paper, $2.75. @ Item 177-A 


L.C. card 63-4959 TD 4.14: 968 
Bibliographic list. (Office of Headquarters Operations, Library Services 
Division. ) 

8194 17. Air traffic and airport congestion, selected references; [compiled a Nancy 
B. Nelsen]. Mar. 1969. cover title, ili+39 p. 4° Paper, Ly 

L.C. card 78-601787 TD 4. 17/3:17 

Federal aviation regulations. [Issued in looseleafform.] @ Item 431-—C-13 

8195 pt. 25. Airworthiness standards: peamenert re te airplanes, Change 19 

[effective] Apr. +. 1969. [1969.] [ 6) B © [Incorporates amend- 

ment 25~—20. a pegs intentionalle * t blank. 1] t+ TD4.6: 25/ch.19 

8196 pt. 93. Special air traffic rules and airport traffic patterns, Change 16, [effective] 


June 1, 1969. [1969.] [12] p. 4° [Incorporates amendment 93-15.] + 

FAA 1.6/8 : 93/ch.16 

8197 pt. 93. a air traffic rules and airport traffic patterns, Change 17, [effective] 
May 21, 1969. [6] p. 4° Incorporates amendment 93-16.] ¢ 

FAA 1.6/8 : 93/ch.17 


8198 pt. 121. Certification and operations; Air carriers and commercial! operators < 
large aircraft, Change 32 (effective ] Apr. 23, 1969. [1969.] [20] p 
[Incorporates amendment 121-46.] +f TD4.6:1 121/eh. 32 
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~— ral aid to airports, Change 28 [effective] Mar. 1 [and] Apr. 20, 1969. 
[1969.] [14] p. 4° [Incorporates amendment 151-30. Last page in- 


tentionally left blank.) f TD 4.6: 151/ch.28 
pt. 157. Notice of construction, alteration, activation, and de bb Pom Fa of air- 
ports. [1969.] cover title, [8] p. 4° [Consolidated a FY ve 


rating change 1.] * Paper, 20c. 1157 

165. Wake Island code, Change 2 [effective] Mar. 6, 1969. [1969.] [101 p. 4° 
[Incorporates amendment 165-3. Last page inte ntionally left blank.| + 

TD 4.6 : 165/ch.2 


Handbooks. @ Item 431-C-4 TD 4.8/2 : (nos. ) 
4660.1. Real property. Feb. 4, 1969. cover title, [349] p. il. 4° [Issued in loose- 
leaf form. Cancels various Orders and handbooks. ] Y 
4670.2. Motor vehicle management. Feb. 20, 1969. cover title, [89] p. il. 4° 
{Cancels orders 4600.7, 4600.10. Issued with perforations.] f¢ 
Scheduled air taxi operators as of Nov. 1968; [prepared by Leland F. 
Wisner]. [1969.] cover title, iv+96 p. il. 4° (Office of Management 
Systems, Information and Statistics Division.) ¢ @ Item 431-—C-8 
L.C. card 67-62735 TD 4.2: T 19/968 


Utility airports, air access to national transportation [with bibliography]. 
Nov. 1968. vii+128 p. il. 4° * Paper, $1.75. @ Item 431-C-4 
L.C. card 70-601829 TD 4.8: Ai 7/968 


FEDERAL BURE: e OF INVESTIGATION, Justice Dept. 
Washington, DC 20530 


pt. 151. 


FBI, career opportunities. [1969.] [10] p. il. narrow 8° + @ Item 721 
J 1.14/2: © 18/2 


FEDERAL COUNCIL FOR SCIENCE AND TECHNOLOGY 
Washington, DC 20506 


Noise, sound without value. Sept. 1968. cover title, [5]+56 p. 4° (Com- 
mittee on Environmental Control.) * Paper, 60c. @ Item 1061-B 
L.C. card 76-601765 Y 3.F 31/16: 2 N 69 


FEDERAL HOME LOAN BANK BOARD 
Washington, DC 20552 


Credit policy questions, Federal Home Loan Bank System [address] by 
Preston Martin, Chairman, Federal Home Loan Bank Board, Washing- 
ton, D.C. at annual stockholders’ meeting of Federal Home Loan Bank 
of New York, New York, N.Y., Apr. 29, 1969. 1969. [2]+12 p. 4° + 

FHL 1.23: M 36/2 


FEDERAL MARITIME COMMISSION 
Washington, DC 20573 


FMC SP (series). 7 FMC 1.9: (nos.) 
69-7. Remarks of John Harllee, Chairman, Federal Maritime Commission, before 
6th annual European Conference of National Defense Transportation 
Association, Brussels, Belgium, on United States maritime policies and 
their relationships to free world commercial and security interests, 
Apr. 10, 1969. [1969.] 7 p. 4° 
69-8. America’s need for waterborne regulation today, remarks of Commissioner 
George H. Hearn, of Federal Maritime Commission, before annual meet- 
ing of Freight Forwarders Institute, Washington, D.C., May 7, 1969. 
[1969.] 8 p. 4° 


FEDERAL POWER COMMISSION 
Washington, DC 20426 


Evaluation report, water resources appraisal for hydroelectric licensing, 
Wilder, Bellow Falls, Vernon Developments, Connecticut River, Ver- 
mont, New Hampshire project nos. 1892, 1855, 1904 owned by New Eng- 
land Power Company, Turners Falls Development, Connecticut River, 
Mass., Project no. 1889 owned by Western Massachusetts Electric Com- 
pany. 1968. cover title, ix+73 p. il. 4° (Bureau of Power.) f 

FP 1.2: W 64 
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FPC R (series). 
73. All electric homes in United States, [annual bills, Jan. 1, 1968, cities of 
50,000 and more ; prepared by Bureau of Power]. Jan. 1969. [2] +28 p. il. 4° 
* Paper, 35c. @ Item 438—-A 
L.C. card 63—65197 FP 1.10: 73 
FPC-S (series). @ Item 440 FP 1.21:(nos). 
193. Sales by producers of natural gas to interstate pipeline companies, 1967; 
ppeepanss by Office of Accounting and Finance). Jan, 1969. xxii+445 p. 
4° * Paper, $3.50. 
Le. card 65—61222 
194. Statistics of publicly owned electric utilities in United States, 1967; [pre- 
pared by Office of Accounting and Finance]. Feb. 1969. xviii + [161] p. 4° 
* Paper, $1.50. 
L.C. card 4846244 


FEDERAL REGISTER OFFICE, General Services Administration 
Washington, DC 20408 


Code of Federal regulations and Cumulative pocket supplements. 


Note.—For the convenience of those who maintain complete sets of the Code of 
Federal regulations, arrangements have been made to supply pocket supplements 
as of Jan. 1, 1969 and any completely revised volumes issued in 1969 on a subscrip- 
tion basis at $150.00 a year, $40.00 additional for foreign mailing. The revised 
volumes and supplements will be mailed as printed and all subscribers will receive 
expiration notices in ample time to renew their subscriptions, thus avoiding loss 
of continuity. The Superintendent of Documents will continue to make available 
the revised volumes and individual supplements for those who do not maintain 
complete sets. 

Code of Federal regulations: Title 7 [Agriculture], pts. 0-45, revised of 
Jan. 1, 1969. [1969.] vi+583 p. il. [Contains codification of documents of 
general applicability and future effect as of Jan. 1, 1969, with ancillaries. ] 
* Paper, $2.50. @ Item 572 
L.C. card 49-46198 GS 4.108 : 7/pt.0-45/969 


—— Title 7 [Agriculture], pt. 52, revised as Jan. 1, 1969. [1969.] vi+-721 
p. il. [Contains codification of documents of general applicability and 
future effect as of Jan. 1, 1969, with ancillaries.] * Paper, $3.00. 
@ Item 572 
L.C. card 49-46198 GS 4.108 : 7/pt.52/969 


Title 7 [Agriculture], pts. 53-209, revised as of Jan. 1, 1969. [1969.] 
vi+741 p. [Contains codification of documents of general applicability 
and future effect as of Jan. 1, 1969 with ancillaries.] * Paper, $3.00. 
@ Item 572 
L.C. card 49-46198 GS 4.108 : 7/pt.53-209/969 

——tTitle 7 [Agriculture], pts. 1120-99, [Milk orders, western region], re- 
vised as of Jan. 1, 1969. [1969.] vi+333 p. il. [Contains codification of 
documents of general applicability and future effect as of Jan. 1, 1969, 
with ancillaries.] * Paper, $1.25. @ Item 572 
L.C. card 49-46198 GS 4.108 : 7/pt.1120-1199/969 

—— Title 10 [Atomic energy], title 11 [Reserved], revised as of Jan. 1, 
1969. [1969.] vi+404 p. il. [Contains codification of documents of general 
applicability and future effect as of Jan. 1, 1969, with ancillaries.] 
* Paper, $1.50. @ Item 572 
L.C. card 49-46198 GS 4.108 : 10,11/969 

—— Title 14 [Aeronautics and space], pts. 60-199, revised as of Jan. 1, 1969. 
[1969.] vi+581 p. il. [Contains codification of documents of general 
applicability and future effect as of Jan. 1, 1969, with ancillaries.] 
* Paper, $2.50. @ Item 572 
L.C. card 49-46198 GS 4.108 : 14/pt.60—-199/969 

—— Title 16 [Commercial practices], pts. 0-149, revised as of Jan. 1, 1969. 
[1969.] vi+666 p. [Contains codification of documents of general ap- 
plicability and future effect as of Jan. 1, 1969 with ancillaries. ] 
* Paper, $2.75. @ Item 572 
L.C. card 49-46198 GS 4.108 : 16/pt.0-149/969 
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Title 20 [Employees’ benefits], revised as of Jan. J, 1969. [1969.] 
vi+849 p. il. [Contains codification of documents of general applicability 
and future effect as of Jan. 1, 1969, with ancillaries.] * Paper, $3.50. 
@ Item 572 

L.C. card 49-46198 GS 4.108 : 20/969 


——— Title 21 [Food and drugs], pts. 1-119, revised as of Jan. 1, 1969. [1969.] 
vi+439 p. [Contains codification of documents of general applicability 
and future effect as of Jan. 1, 1969, with ancillaries.] * Paper, $1.75. 
@ Item 572 
L.C. card 49-46198 GS 4.108 : 21/pt.1-119/969 


—— Title 26 [Internal revenue], pts. 40-169, revised as of Jan. 1, 1969. 
[1969.] vi+599 p. [Contains codification of documents of general ap- 
plicability and future effect as of Jan. 1, 1969, with ancillaries.] 
* Paper, $2.50. @ Item 572 
L.C. card 49-46198 GS 4.108 : 26/pt.40-169/969 


—— Title 27 [Intoxicating liquors], revised as of Jan. 1, 1969. [1969.] 
vi+89 p. [Contains codification of documents of general applicability 
and future effect as of Jan. 1, 1969, with ancillaries.] * Paper, 45c. 
@ Item 572 
L.C. card 49-46198 GS 4.108 : 27/969 


Title 41 [Public contracts and property management] chap. 18, revised 
as of Jan. 1, 1969. [1969.] vii+769 p. [Contains codification of documents 
of general applicability and future effect as of Jan. 1, 1969, with 
ancillaries.] * Paper, $3.25. @ Item 572 

L.C. card 49-46198 GS 4.108 : 41/chap.18/969 








Title 44 [Public property and works], revised as of Jan. 1, 1969. [1969.] 
vi+78 p. [Contains codification of documents of general applicability and 
future effect as of Jan. 1, 1969 with ancillaries.] * Paper, 45c. @ Item 


572 


L.C. card 49-46198 GS 4.108 : 44/969 


—— Title 46 [Shipping] pts. 150-199, revised as of Jan. 1, 1969. [1969.] 
vi+572 p. [Contains codification of documents of general applicability 
and future effect as of Jan. 1, 1969 with ancillaries.) * Paper, $2.50. 


@ Item 572 
L.C. ecard 49-46198 GS 4.108 : 46/pt.150—199 /969 


— Title 46 [Shipping] pts. 200 to end, revised as of Jan. 1, 1969. [1969.] 
vi+703 p. [Contains codification of documents of general applicability 
and future effect as of Jan. 1, 1969, with ancillaries.] * Paper, $3.00. 
@ Item 572 
L.C. card 49-46198 GS 4.108 : 46/pt.200-end/969 

—— Title 47 [Telecommunication] pts. 0-19, revised as of Jan. 1, 1969. 
vi+413 p. [Contains codification of documents of general applicability 
and future effect as of Jan. 1, 1969, with ancillaries.] * Paper, $1.50. 


@ Item 572 
L.C. card 49-46198 GS 4.108 : 47/pt.0-19/969 


Title 47 [Telecommunication], pts. 70-79, revised as of Jan. 1, 1969. 
vi+419 p. il. [Contains codification of documents of general applicability 
and future effect as of Jan. 1, 1969, with ancillaries.] * Paper, $1.75. 
@ Item 572 

L.C. card 49-46198 GS 4.108 : 47/pt.70-79/969 
Title 50 [Wildlife and fisheries], revised as of Jan. 1, 1969. [1969.] 
vi+288 p. il. [Contains codification of documents of general applicability 
and future effect as of Jan. 1, 1969, with ancillaries.] * Paper, $1.25. 


@ Item 572 
L.C. card 49—46198 GS 4.108 : 50/969 
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Cumulative pocket supplement to Code of Federal regulations: Title 35, 
Panama Canal, as of Jan. 1, 1969. [1969.] iv+4S p. * Paper, 35c. 
@ Item 572 
L.C. card 49-46198 GS 4.108 : 35/supp.969 
— Title 37, Patents, trademarks, and copyrights, as of Jan. 1, 1969. [1969.] 
vi+29p. * Paper, 30c. @ Item 572 
L.C. card 49-46198 GS 4.108 : 37/supp.969 

Principal officials in executive branch appointed Jan. 20—-Apr. 20, 1969. 
[1969.] [2]+26 p. narrow 8° [Supplement 3 to U.S. Government or- 
ganization manual.}] * Paper,20c. @ Item 577 
L.C. card 35-26025 


FEDERAL RESERVE SYSTEM BOARD OF GOVERNORS 
Washington, DC 20551 


GS 4.109 : 968/supp.3 


[Back to Brandeis], remarks of J. L. Robertson, Vice Chairman of Board 
of Governors of Federal Reserve System, at meeting of member banks 
of Metropolitan St. Louis and Boards of Directors of Federal Reserve 
Bank of St. Louis and its Little Rock, Louisville and Memphis Branches, 
St. Louis, Mo., Apr. 10, 1969. 1969. 6 p. 4° 7 FR 1.23: R 54/34 


Balance of payments program, revised guidelines for banks and nonbank 
financial institutions. [1969.] p. 316-324, 4° [Reprinted from Federal 
reserve bulletin, Apr. 1969.] 7 FR 1.3/a: B 182/2/969 

Changes in time and savings deposits, Apr.—Oct. 1968; [prepared by Caro- 
line H. Cagle.] [1969.] p. 189-209, 4° [Reprinted from Federal Reserve 
Bulletin, Mar. 1969.] 7 FR 1.3/a: D 441/11/968-2 


Controlling monetary aggregates, remarks of Sherman J. Maisel, Member. 
Board of Governors of Federal Reserve System at seminar sponsored 
by Department of Economics of University of Michigan, Ann Arbor, 
Mich., Mar. 11, 1969. 1969. [1]+1S p. 2 tab. 4° 7 VR 1.23: M 28/16 


Euro-dollar flows and efficiency of U.S. monetary policy, paper presented 
by Andrew F. Brimmer, Member, Board of Governors of Federal Reserve 
System before Conference on Wall Street and the economy ’69, at New 
School for Social Research, New York, N.Y., Mar. 8, 1969. 1969. [1]+-24 
p. 7 tab. 4° 7 FR 1.23: B 77/40 


Longer run view of mortgage markets, remarks of Sherman J. Maisel, 
Member, Board of Governors of Federal Reserve System at annual 
stockholders meeting of Federal Home Loan Bank of San Francisco, 
Los Angeles, Calif., Mar. 28, 1969. 1969. [1] +15 p.4° 7 

FR 1.23: M 28/17 

Member bank income, 1968. Mar. 7, 1969. [2] p. f° (Federal reserve statis- 

tical release C.4) 7 FR 1.11/3: 968 


Monetary policy, corporate financing, and quest for economic stability, 
remarks by Andrew F. Brimmer, Member, Board of Governors of Fed- 
eral Reserve System, before American Bankers Association, Executive 
Council, White Sulphur Springs, W. Va., Apr. 17, 1969. 1969. [1]+23 
p. 4° # FR 1.23: B 77/41 


' 

Objectives in conflict stabilization policies and national priorities, address 
by Andrew F. Brimmer, member, Board of Governors of Federal Reserve 
System presented as Morton Wollman Distinguished Lecture, Spring 
1969 at Bernard M. Baruch College, City University of New York, New 
York, N.Y., Mar. 26, 1969. 1969. + FR 1.23 : B 77/42 


Public reaction to proposed changes in operation of Federal Reserve Dis- 
count Facility, remarks of George W. Mitchell, Member, Board of Gov- 
ernors of Federal Reserve System at National Credit Conference of 
American Bankers Association, Chicago, Il., Mar. 11, 1969. 1969. [1]+-18 
p. 4° f FR 1.23: M 69/52 
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Quarterly survey of changes in bank lending practices. [1969.] p. 311-315 
4° [Reprinted from Federal reserve bulletin, Apr. 1969.] 7 
FR 1.3/a: L 546/5/969 


Recent trends in U.S. balance of payments. [1969.] p. 291-308, il. 4° [Re- 
printed from Feder: oo reserve bulletin, Apr. 1969.) + FR1.3/a: B182/4 


Regulations (series). 7 
A. Advances and discounts by Federal reserve banks, amendment A regulation A, 
effective Apr. 4, 1969. [1969.] lt FR 1.6: A/955-2/amdt.-2 
H. Membership of State banking institutions in Federal reserve system, eae 
ment to regulation H, effective Mar. 18, 1969. [1969.] 1 iP 
1.6 : H/952/amdt.-5 


{Role of banks in Truth in lending], remarks of J. L. Robertson, Vice- 
Chairman of Board of Governors of Federal Reserve System before 
National Instalment Credit Conference of American Bankers Associa- 
tion, San Francisco, Calif., Mar. 28, 1969. 1969. [1]+10 p. 4° 7 

FR 1.23: R 54/35 


Rules regarding delegation of authority, amendment, effective Mar. 18, 
1969. [1969.] 1 p. 7 FR 1.8/2: Au 8/amdt.-2 


Tasks of monetary policy, remarks of Sherman J. Maisel, member, Board 
of Governors of Federal Reserve System, at 22d annual conference of 
Financial Analysts Federation, St. Louis, Mo., May 12, 1969. [1969.] 
[1]+8 leaves, 4° + FR 1,23: M 28/18 


Treasury and Federal reserve foreign exchange operations. [1969.] p. 210—- 
227, 4° [Reprinted from Federal Reserve Bulletin, Mar. 1969.] 7 
FR 1.3/a: F 761/2/969 


FEDERAL SUPPLY SERVICE, General Services Administration 
Washington, DC 20405 


Federal specifications. @ Item 563 GS 2.8: 

Notse.—These specifications are now so completely covered by the Index of Fed- 
eral oe standards, and handbooks with cumulative monthly supplements, 
that listing in the Monthly Catalog of United States Government Publications 
represents unnecessary and wasteful duplication of effort. For that reason they 


will no longer be listed. 
—Complete information on the Index of Federal Specifications will be found 


in the Appendix in the February 1969 issue of the Monthly comet under Entry 
number 2969 and in the April 1968 issue under Entry number 503 


Federal standards. Issued with perforations. @ Item 563 
GS 2.8/3 : (nos.) 
Notre.—Federal standards may be purchased from the General Services Admin- 
istration, Specifications Activity, Special Program Division, Building 197, Naval 
Weapons Piant, Washington, 20407. All checks ond money orders should be 
made payable to the Treasurer of the United States. Single copies are available 
without charge at the nearest GSA regional office. 
95C. Filing cabinet, steel, legal and letter size (vertical); Mar. 13, 1969. 
[1969.] 2 p. 4° (FSC C 7110.) [AA-—F-00359 (GSA-FSS) and d AA-F- 
359, issue in effect. Supersedes Fed. std. 95b, Sept. 11, 1959.] 
t Paper, 5c. 
236A. Cleaning and renovating of cotton felted mattresses. Mar. 13, 1969. 6 p. 
4° [Supersedes Fed. std. 236, Mar. 31,1965.) + Paper, 10c. 
243. Chairs and davenport, wood, executive office. Nov. 29, 1968. 4 p. 4° 
[Supersedes Fed. stds. 384, Sept. 25, 1961, 40A, Dee. 5, 1961, 474A, 
Dec, 4, 1961.] t+ Paper, 10¢. 


Federal supply catalog: Stock catalog, identification list, pt. 1, FSG 12-64 
Apr. 1969, price changes to (FSC 5520 Plywood items), effective May 1, 
1969. [1969.] 1 p. 4° [Issued with perforations.] * @ Item 565-B 

GS 2.10/6: pt. 1/969/pr.ch. 


Federal test method standard. 


191, Textile test methods. Dec. 31, 1968 [published 1969]. cover title, [869] p. 
il. 4° (FSC 8300.) [Issued in looseleaf form. Supersedes Fed. spec. 
CCC-T-191b.] + Paper, $6.00. @ Item 563 GS 2.8/7: 191 


#For Sale by Clearinghouse, U.S. Department of 
Commerce, Springfield, Va. 22151 
@Sent to Depository Libraries Page 49 
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8262 


8263 
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8265 


8266 


8268 
8269 


Page 


GOVERNMENT PUBLICATIONS 


Index of Federal specifications and standards. Jan. 1, 1969. cover title, 
vii+223 p. 4° (FPMR 101-29.1; 41 CFR 101-29.1.) [Issued with per- 


forations.] * Paper, 
mentary material) ; 


$3.00 a yr. (including 


basic index and supple- 


75e. additional for foreign mailing. @ Item 565 


GS 2.8/2 : 969 


FEDERAL WATER POLLUTION CONTROL ADMINISTRATION, 
Interior Dept., Washington, DC 20242 


Effects of pollution on aquatic life resources of South Platte River basin 
{with list of cited materials]. Dec. 1967. xvii+149 p. il. 1 map4° (South 
Platte River Basin Project, Denver, Colo. and Technical Advisory and 
Investigations Branch, Cincinnati, Ohio.) 


leaves.] tf 
L.O. card 76-601844 


[Some pages issued as 


I 67.2: So 8/4 


Lake Erie report, a plan for water pollution control. Aug. 1968. [10]+107 
p. il. 4° (Great Lakes Region.) [Text and colored illustration on p. 2 


Santa Margarita Project, 


of cover.] ft 
L.C. card 72-601827 


I 67.2: Er 4/3 


Santa Margarita River Basin, Calif., water 


quality control study [with bibliography]. Mar. 1968. cover title, [1]+ 


iii+32 leaves, il. 4° 


t 


I 67.2: Sa 5m 


Uinta project, Uinta River basin, Utah, water quality control study [with 
bibliography]. May 1968. cover title, [1]+iii+41+ [4] p. il, map 4° 
(Southwest Region, San Francisco, Calif.) [Some pages issued as 


leaves.] tf 


1 67.2: Ui5d 


Water pollution problems of Lake Michigan and tributaries, actions for 
clean water [with list of references]. Jan. 
[1968.] (Great Lakes Region, Chicago, IL.) 


reference list.] 
L.C., card 79-600277 


1968, revised June 1968. 


[Includes Addendum to 
I 67.2: M 58/7/968-2 


Water quality middle basin tributary streams South Platte River basin, 
summer, 1965 [with bibliography]. Dec. 1967. 
and maps 4° (South Platte River Basin Project, Denver, Colo.) (Some 
pages issued as leaves.] f 


FOOD AND DRUG ADMINISTRATION, Health, Education, and 
Welfare Dept., Washington, DC 20201 


(1]+x+32 p. 24 p. of pl. 
167.2: 80 8/3 


Bacteriological analytical manual [with list of references]. 2d edition, 


FDA publications. 


Jan. 1969. [1969.] [176] p. 4° 


perforations.] + @ Item 475-G 


L.C. card 77-601918 


@ Item 475-A 


(Division of Microbiology.) [Issued with 


FS 13.119: B 13 
FS 13.111: (nos. ) 


12. B legend, FDA manual for pharmacists. [Revised Jan. 1969.] [1969.] cover 
title, 20 p. [Text and map on 2 2 and 3 of cover.] * Paper, 20c. 
a 


60. Burn proof, save a life today. f 


on p. 3 of cover.] 


* Paper, 30c 


y. 1969.] cover title, [11] p. il. [Text 


FOREIGN AGRICULTURAL SERVICE, Agriculture Dept. 


Washington, DC 20250 


Agricultural market development activities of principal competing coun- 
tries, 1966-1967. June 1968. [3]+2-31 leaves il. 4° 


L.C. card 74-601881 


A 67.2: M 34/3/966-67 


[Foreign Agricultural Service, miscellaneous] FAS M (series). + 


50 


A 67.26 : (nos.) 


93. FAO, its organization and work and United States goreeepation ; [by Ralph 
4° 


W. Phillips]. Revised Apr. 1969. [1969.] fs ay 


2038. Deciduous fruit canning in France; [by Henry 
cover title, ii+12 P* [Map on p. 2 of cover.] 


C. card 75-6017 


B Wagley, jr.] Apr. 1969. 


*For Sale by Superintendent of Documents 


+Distribution Made by Issuing Office 


tOfficial Use. 


Not Available 
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8281 


8287 


8288 


8289 


8290 


June 1969 


FOREST SERVICE, Agriculture Dept. 
Washington, DC 20250 


Angeles National Forest. [1968.] 1 sheet il. f°, with map on verso, folded 
into narrow 8° size. [Map is colored.] f A 13.13: An 4/968 


Chugach National Forest, Alaska. [1968.] [2] p. il. oblong f°, folded into 
narrow 8° size. [Some illustrations are colored. ] 
L.C. card map 68-66 A 13.13 : C 47/968 


Fire behavior training, exercises. Nov. 1968. [46] p. il. 4° ([Division of 
Fire Control.]) + A 13.2: F 51/52 
Fishlake National Forest. [1968.] [2] p. il. oblong f° folded into narrow 8° 
size. (Intermountain Region, Ogden, Utah.) 7 A 13.13 : F 53/968 


Flaming Gorge, recreation map, Ashley National Forest. 1968 edition. 
[1968.] 1 sheet (with map on verso), il. folded into narrow 8° size. 
(Intermountain Region, Ogden, Utah.) 7 
L.C. card Map 68-129 A 13.13: F 61/2 


Forest pest conditions in Pacific Northwest during 1968 ; [by L. F. Pettinger 
and R. E. Dolph]. Mar. 1969. cover title, [6] +2-20 p. il. 4° (Insect 
and Disease Control Branch, Division of Timber Management, Pacific 


Northwest Region.) [Text and map on p. 2 and 8 of cover.] f 
A 13.52/6 : 968 


Forests forever. [Nov. 1966, slightly revised Apr. 1969.] [1969.] [17] p. il. 
4° ([{FS-21.]) * Paper, 15c. @ Item 8&4 A 13.2: F 76/70/969 


Glossary of cable logging terms; [prepared by Forest Engineering Re- 
search staff]. 1969. cover title, 7 p. 4° (Pacific Northwest Forest and 
Experiment Station.) 7 A 13.66/2: C11 


Mammoth-High Sierra Recreation Area, Inyo and Sierra National Forests. 
[1969.] 1 sheet (with map on verso), il. f° folded into narrow 8° size. + 
A13.13: M 31/2 


Mineral King, planned recreation development. Feb. 1969. [2]+14 p. il 
° + A 13.2: M 66 


Moisture content of glulam timbers in use in Pacific Northwest [with list 
of literature cited]; by Alfred E. Oviatt, jr. 1968. cover title, [1]+21 
p. il. 4° (Pacific Northwest Forest and Range Experiment Station.) 


{Table of contents on p. 2 of cover.] f A 13.66/2: G 52 
Mt. Hood National Forest. [1967.] [2] p. il. oblong f° folded into narrow 8° 
size. [One illustration is colored.] fT A 13.13: M 86/6/967 


Mt. Jefferson Primitive area, Deschutes, Mt. Hood, and Willamette Na- 
tional Forests. [1969.] [2] p. il. oblong f° folded into narrow 8° size. 
({Pacific Northwest Region.]) f A 13.13: M 86 je 


Multiple use of family forests, make your forest land pay while your trees 
are growing. Slightly revised Mar. 1969. [1969.] [4] p. il. oblong 8° 
({FS-16.]) [Prepared in cooperation with State forestry agencies.] f 
@ Item 84 A 13.2: F 76/74 


Olympic National Forest. [1969.] 1 sheet (with map on verso), il. oblong f° 
folded into narrow 12° size. [Map is colored.] f A 13.13 : O19/2/968 


Publications for 1968, Pacific Southwest Forest and Range Experiment 
Station, Berkeley, Calif. [1969.] 10 p. 4° 7¢ A 13.62/11 : 968 


Rawah Wilderness, Roosevelt National Forest, Fort Collins, Colo. [1969.] 
1 sheet (with map on verso), il. folded into narrow 8° size. (Rocky 
Mountain Region.) + A 13.13: R19 


Research information digest: Recent publications of Southeastern Forest 


Experiment Station, July—Dec. 1968. [1969.] cover title, 28 p. 4° 
A 13.63/13 : 968-2 


#For Sale by Clearinghouse, U.S. Department of 
Commerce, Springfield, Va. 22151 
@Sent to Depository Libraries Page 51 
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GOVERNMENT P UBLICATIONS 


Research note PNW-(series). (Pacific Northwest Forest and Range Ex- 


periment Station, Portland, Oreg.) 7 A 13.79: PNW-(nos. ) 

PNW-S8S8. Natural filtering of we soil by stream at low flow ; by Norman H. 
Miner. Sept. 1968. 4 p 

PNW-90. Bud characteristics of _ ane pine related to potential ~e by 
European pine shoot moth [with list of = cited] ; 
Carolin and J. W. Baxter. Sept. 1968. 17 p. il. 4 

PNW-91. Volume tables and equations for old-growth wasters hemlock and 
sitka spruce in southeast Alaska; by James T. Bones. Oct. 1968. 


4° 


11 p. 
PNW-92. Effects of articial flooding on seedling survival and growth of six north- 


western tree species [with list of literature cited] ; by Don Minore. 
Oct. 1968. 12 p. il. 4° 

PNW-93. Computer program for scheduling allowable cut using either area or 
volume regulation during sequential planning rer: by Daniel E. 
Chappelle and Robert W. Sassaman. Oct. 1968. 7 p. 


Research note SO-(series). (Southern Forest Experiment Station, New 


Orleans, La.) f A 13.79 : SO—(nos.) 


SO-78. Climate at seed source affects longleaf pine performance in Louisiana 
plantation [with list of literature A by] Eugene Shoulders and 
Thomas A, Terry. 1968. [1969.] 5 p.i 

SO-79. Root growth of direct-seeded hia 7 a Siw cet list of liter- 
ature cited ; by] J. R. Jorgensen. 1968. [1969.] 7 

SO-80. Green analysis of Erambert’s hybrid [with list Me literature cited ; by] 

R. C. Schmidtling and N. M. Scarbrough. 1968. 3 p. il. 4 

SoO-81. Cleare utting and planting best for regenerating pine io northern Missis- 
oy fy {with list of literature cited; by] Hamlin L. Williston. 
1968. Pp. 

$O-82. Thinning “ty oore in stagnated rey wy stands [with list of 
literature cited ; by] R. L. Johnson. 1968. 5 p 

SO-83. Mountain longleaf pine excels only in local plantings ioe list of lit- 
erature cited ; by] E. B. Snyder and R. M. Allen, 1968. 4 p 

SO-84. Revised calculator for Barr and Stroud dendrometers (whine ist of liter- 
ature cited ; by] Clement Mesavage. 1968. 4 p. il. 4° 

SO-85. Replacement planting of southern pines unsuccessful [with list of liter- 
ature cited ; by] Philip C. Wakely. 1968. > il. 4° 

SO-—86. Foliage weight and stem growth of wy pine [with list of literature 
cited ; by] William D. Boyer. 1968. 2 p. 4 


Research paper PNW-(series). (Pacific Northwest Forest and Range Ex- 


8305 


8306 
8307 
8308 


8309 


8313 


Page 


periment Station, Portland, Oreg.) 7 A 13.78: PNW-(nos. ) 

PNW-61. Wilderness users in Pacific Northwest, their characteristics, values, 
and management preferences [with list of literature cited; by] 
John C. Hendee [and others]. 1968. cover title, 1ii+92+[1] p. il. Yo 
[Text on p. 2 of cover.] 
L.C. card 77—600807 

PNW-70. Juvenile height growth of four upper-slope conifers in Washington and 
and northern Oregon Cascade Range {with list of literature cited] ; 
by Carroll B. Williams, jr. 1968. [2] +13+[1] p. il. 4° 

PNW-72. Reclamation of nonsprouting greenleaf manzanital brushfields in Cas- 
cade Range; by H. Gratkowski and Lyle Anderson. 1968. cover title, 
8+ [1] p. il. 4¢ 

PNW-738. Alaska cedar, bibliography with abstracts; compiled by A. S. Harris. 
1969. cover title, 47+ [1] p.4° [Text on p. 2 of cover.] 
L.C. card 74—-601238 

PNW-75. Mechanics of running skylines; by Charles N. Mann. 1969. cover title, 
11+ [1] p.il.4° [Tables of contents on p. 2 of cover.] 


Research paper SE-(series). (Southeastern Forest Experiment Station, 


Asheville, N.C.) 7 A 13.78: SE—(nos.) 

SE-—38. Drought index for forest fire control [with list of literature cited; by 
John J. Keetch and George M. Bryam]. Nov. 1968. cover title, 32 p. il. 4° 
{Accompanied by abstract cards. ] 

SE-43. Gaston fire; [by John DeCoste, Dale D. Wade, and John E. Deeming]. 
Dec. 1968. cover title, 36 p. il. 4° [Accompanied by abstract cards. ] 
L.C. card 77-601532 

SE-—50. Unusual wind shifts of 2 wildfires [with list of literature cited ; by Dansy 
T. Williams]. Feb. 1969. cover title, 8 p. il. 4° [Accompanied by ab- 
stract cards.) 


Research paper SO-(series). (Southern Forest Experiment Station, New 


52 


Orleans, La.) ft A 13.78 : SO—(nos.) 


SO-32. Volume tables and point-sampling factors for loblolly pines in plantations 
on abandoned fields in Tennessee, Alabama, and Georgia highlands 
[with list of literature cited] ; by Glendon W. Smalley, David R. Bower. 
1968. cover title, [2]-+-13 p. il. [Abstract cards inserted. ] 

SO-36. Performance of southern pine hybrids in south Mississippi [with list of 
of literature cited; by] Dan Schmitt. 1968. cover title, 15 p. il. [Ac- 
companied by abstract cards. ] 


*For Sale by Superintendent of Documents 
+Distribution Made by Issuing Office 
tOfficial Use. Not Available 
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8320 
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8323 


8324 


8325 


8326 


8328 


JUNE 1969 


SO-37. Managing eastern redcedar [with list of literature cited; by] BD. R. 
Ferguson [and others]. 1968. [1]+14 p. il. 4° [Abstract cards 
inserted. ] 

SO-38. Selected bibliography on southern range management, 1962-67; by V. L. 
Duvall, A. W. Johnson, L. L. Yarlett. 1968. cover title, [1] +34 p. 4° 
(Prepared in cooperation with Southern Section, American Society 
of Range Management.) (Abstract cards inserted. ] 

L.C. card 75-601691 

SO-39. Volume tables and point-sampling factors for shortleaf pines in planta- 
tions on abandoned fields in Tennessee, Alabama, and Georgia high- 
lands [with list of literature cited] ; by Glendon W. Smalley, David R. 
Bower. 1968. cover title, [2]+13 p. il. [Abstract cards inserted.] 

Research progress 1968. [1969.] cover title, 20 p. il. 4° (Pacific Southwest 


Forest & Range Experiment Station, Berkeley, Calif.) + 
A 13.62/2: R 31/968 


Resource bulletin INT-—(series). (Intermountain Forest and Range Ex- 


periment Station, Ogden, Utah.) 

INT-8. Forests in South Dakota [with list of literature cited] ; by Grover A. 
Choate and John S. Spencer, jr. 1968. fa) ri ot) p. il. map. 4° 
[Prepared in cooperation with North Central Forest Experiment Sta- 
tion, St. Paul, Minn., and Rocky Mountain Forest and Range and 
Range Experiment Station, Fort Collins, Colo. Text on p. 2-3 of cover. 
Map is colored.] f 
L.C. card 72—601484 A 13.80: INT-8 

Resource bulletin SE—(series). (Southeastern Forest Experiment Station, 

Asheville, N.C.) 

SE-13. South Carolina’s timber, 1968; by Herbert A. Knight and Joe P. McClure. 
1969. iv+44 p. il. 4° [Text on p. 2 of cover. Accompanied by abstract 


cards.) 
L.C. card 75-601904 A 13.80: SB-13 


San Bernardino Mtn. area, San Bernardino National Forest, Calif. [Re- 
vised 1968.] [1968.] 1 sheet (with map on verso), il. f° folded into 8° 
size. [Map is colored.] A 13.138: Sa 5 be/968 


San Jacinto Mtn. area, San Bernardino National Forest, Calif. [1968.] [2] 
p. il. f° folded into 8° size. 7 A 13.13: Sa 5 ja 


Teton Wilderness, Teton National Forest. [1967.] 1 sheet (with map on 


verso), il. oblong f° folded into narrow 8° size. [Mapiscolored.] + 
A 13.13: T 29 


Uinta National Forest. [1968.] [2] p. il. oblong f° folded into narrow 8° 
size. [One illustration is colored.] 7 A 13.13: Ui5/968 


GENERAL ACCOUNTING OFFICE 
Washington, DC 20548 


GAO, purposes, functions, services. [1969.] cover title, ii+-33 p. il. + 
GA1.2: P97 
Planning, programing, budgeting and systems analysis, glossary. Jan. 1968. 


cover title,42p. 7 
L.C. card 75-601817 GA1.2: P69 


Report to Congress: Administration and effectiveness of work experience 
and training project in Lake County, Ind., under title 5 of Economic 
opportunity act of 1964, Department of Health, Education, and Welfare; 
by Comptroller General of United States. Apr. 24, 1969. cover title, [9] 
+66 p.4° (B-164031(3).) + Paper, $1.00. 

L.C. card 78-601779 GA 1.13: Ad 6/3 


—— Administration and effectiveness of work experience and training 
project in Maricopa County, Ariz., under title 5 of Economic opportunity 
act of 1964. Department of Health, Education, and Welfare; by Comp- 
troller General of United States. Apr. 22, 1969. cover title, [6]-+-51 p. 
4° (B-164031(3).) + Paper, $1.00 
L.C. card 70-601695 GA 1.13: Ad 6/2 


#For Sale by Clearinghouse, U.S. Department of 
Commerce, Springfield, Va. 22151 
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GovERNMENT PUBLICATIONS 


8329 ~~ Follow-on report on opportunities for savings through use of spare 
government-owned communications circuits in Europe, Department of 
Defense ; by Comptroller General of United States. Apr. 29, 1969. cover 
title, [6]+12p.4° (B-161992.) + Paper, $1.00. 

L.C. card 75-601588 GA 1.13: C 73/26/969 


8330 -—— Improvements needed in management of urban renewal rehabilitation 
program, Department of Housing and Urban Development; by Comp- 
troller General of United States. Apr. 25, 1969. cover title, [8]+-46 p. 4° 
(B-118754.) + Paper, $1.00. 

L.C. ecard 77-601591 GA 1.13: R 26/3 


8331 — Need for improvement in procuring and stockpiling jewel bearings, 
Office of Emergency Preparedness, Department of Defense, Department 
of Commerce, General Services Administration ; by Comptroller General 
of United States. Apr. 17, 1969. cover title, [6]+52 p. 4° (B-159463.) 


+ Paper, $1.00. 
L.C. ecard 72-601843 GA1.13: J 54 
8332 — Observations on development and status of audit function at Depart- 


ment of Health, Education, and Welfare; by Comptroller of United 
States. May 9, 1966. cover title, [8]+52 p. 4° (B-160759.) + Paper, 


$1.00. 
L.C. ecard 71-601891 GA 1.13: Au 2/6 
8333 —— Opportunity to use excess foreign currencies to pay transportation 


expenses of returning Peace Corps volunteers; by Comptroller General 
of United States. [1969.] cover title, [5]+25 p. 4° (B-—145883.) 


+ Paper, $1.00. 
L.C. card 70-601671 GA 1.13: T 68/16 
8334 — Overall observations of transportation and traffic management activi- 


ties in Far East and Southeast Asia, Department of Defense; by Comp- 
troller General of United States. Apr. 30, 1969. cover title, [7]+67 p. 
il.4° (B-—165683.) + Paper, $1.00. 

L.C. card 79-601842 GA1.13: T 68/17 


8335 — Potential savings by improving evaluation of competitive proposals 
for operation and maintenance contracts, Department of Air Force; by 
Comptroller General of United States. Apr. 25, 1969. cover title, [5]+28 
p.4° (B-162839.) + Paper, $1.00. 

L.C. ecard 70-601592 GA 1.13: M 28/7 


8336 —— Review of Saturn S-IVB-508 stage accident under Apollo program, 
National Aeronautics and Space Administration; by Comptroller Gen- 
eral of United States. Apr. 15, 1969. cover title, [7]+49 p. 4° (B- 
156556.) + Paper, $1.00. 
L.C. card 79-601771 GA 1.13: Sa 8/2 


Survey of economic opportunity loan program shows need for improved 
administration and increased effectiveness, Small Business Administra- 
tion; by Comptroller General of United States. Apr. 23, 1969. cover 
title, [6]+51p.4° (B-130515.) + Paper, $1.00. 

L.C. card 74-601672 GA 1.13: L 78/12 





GEOLOGICAL SURVEY, Interior Dept. 
Washington, DC 20405 


Lt 


8338 The breakout of Alaska’s Lake George. [1968.] 15 p. il. narrow 8° 7 


@ Item 621. 119.2: Li14¢g 
Bulletins. @ Item 620 I 19.3 : (nos. ) 
$339 1274—-M. Paleocene and lower eocene units in southern part of Piceance Creek 


basin, Colo. [with list of references cited] ; by John R. Donnell. [1969.] 
iii+18 p. il. [Contributions to stratigraphy.] * Paper, 20c. 


*For Sale by Superintendent of Documents 
+Distribution Made by Issuing Office 
Page 54 tOfficial Use. Not Available 
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8341 


S44 


8348 


8349 


8350 


JuNE 1969 


1291. Geologic story of Uinta Mountains [with list of references] ; by Wallace 
R. Hansen. [1969.] xii+144 p. il. [Geologic review, commemorating 
John Wesley Powell’s historic explorations among lofty peaks and deep 
canyons of Uinta Mountains. Some illustrations are colored.] Paper, 


$2.00. 
L.C. card 70—601927 

1301. Tin resources of world [with list of references cited] ; by C. L. Sains- 
bury. 1969. iv+55 p. il. [Description of types of tin deposits and 
main Vey mene areas of world. Reserves and resources are esti- 
mated to be sufficient for 87 years.] * Paper, 35c. 
L.C. card GS 75-601868 

Exploration assistance. [1969.] 20 p. (Office of Minerals Exploration.) 7 
@ Item 621 119.2: Ex 7/969 


Flood profile study, Squaw Creek, Linn County, Iowa [with list of cited 
references]. June 1968. [2]+13 leaves, il. 4° [Open file report. Prepared 
in cooperation with City of Cedar Rapids, Iowa.] ¢f 119.2: Sq2 


Floodfiows from small drainage areas in Illinois, preliminary flood- 
frequency relations [with list of selected references] ; by Davis W. Ellis. 
Champaign, Ill. 1968. [3]+10 p. il. 4° (Water Resources Division.) 
[Open-file report. Prepared in cooperation with State of Illinois De- 
partment of Public Works and Building, Division of Highways.] ¢t 

119.2: F 65/9 


Floods from small drainage areas in California, compilation of peak data, 
Oct. 1958-Sept. 1967; by Arvi O. Waananen. July 1968. xii+-143 p. il. 4° 
(Water Resources Division.) [Prepared in cooperation with California 


Department of Water Resources.] f 
L.C. card 74-601928 119.2: F 65/7/958-67 


Floods in Sycamore NE quadrangle, northeastern Illinois [with list of 
additional data] ; by Roman T. Mycyk and Gerald L. Walter. June 1968. 
{2]+11 leaves, il. 6 pl. in pocket, 4° [Prepared in cooperation with 
Northeastern Illinois Planning Commission. Open-file report, Oak Park, 
Tll.j] ¢ 119.2: F 65/10 


Floods in Sycamore SE quadrangle, northeastern Illinois [with list of 
additional data]; by Roman T. Mycyk, Gerald L. Walter, and Billie 
McDonald. Sept. 1968. [3]+13 leaves, il. 7 pl. are in pocket, 4° [Pre- 
pared in cooperation with Northeastern Illinois Planning Commission. 
Open-file report, Oak Park, Ill.] ¢ 119.2: F 65/11 


Geologic and hydrologic reconnaissance of Lava Beds National Monument 
and vicinity, Calif. [with list of selected references]; by William R. 
Hotchkiss. Menlo Park, Calif., Aug. 1, 1968. ii+30 p. il. 4° (Water 
Resources Division.) [Open file report. Prepared in cooperation with 
National Park Service.] tf 119.2: L38 


Hydrogeologic data related to establishment of pumping station in Ever- 
glades National Park, Fla. [with list of references]; by Charles A. 
Appel and Howard Klein. Tallahassee, Fla., 1969. 36 p. il. 4° (Water 
Resources Division.) [Open-file report. Prepared in cooperation with 
National Park Service.] f 119.2: Ev2 


Massachusetts basic-data report, groundwater series. 
11, Millers River basin, records of selected wells, test holes, borings, public 
water-supply systems, and chemical analyses of water in Millers River 
basin, Mass. [with list of available basic-data reports]; by Donald R. 
Wiesnet and William B. Fleck. Boston, Mass., 1967. [3]+29 p. il., 1 map 
in pocket 4° [Open-file report. Prepared in cooperation with Massachusetts 
Metropolitan District Commission.] ¢f 119.2: M 38/no.11 


Professional papers. @ Item 624 I 19.16: (nos. ) 


417-F. Water budget of Carson Valley, Nev.: by Arthur M. Piper. 1969. 1ii+8 
. il, 1 pl. in pocket, 4° [Estimate of water yield in “shadow” of 
ierra, Nevada. Contributions to stream-basin hydrology.] 

* Paper, 60c 


#For Sale by Clearinghouse, U.S. Department of 
Commerce, Springfield, Va. 22151 
@Sent to Depository Libraries Page 55 








8352 


8356 


8357 


8358 


8359 


8360 


8361 


8362 


Page 


GOVERNMENT PUBLICATIONS 


Professional papers—Continued 

498-D. Chemical properties ond ground water and their corrosion and en- 
erustation effects on wells [with list of references]; by Ivan Barnes 
and Frank B. Clarke. 1969. iv+58 p. il. 4° [Prepared in cooperation 
with Governments of Nigeria, United Arab Republic, and West Paki- 
stan, under auspices of United States Agency for International 
Development. Studies of well waters from Nigeria, Bgypt, and Paki- 
stan and use of equilibrium data on calcite and ferric hydroxide in 
predicting magnitude of corrosion and encrustation problems. Hydrol- 

ogy of aquifer systems.] _* Paper, 65c. 

onal hydrogeology of Navajo and Hopi Indian Reservations, Ariz., 

N. Mexico, and Utah [with list of selected references], by M. BE. Cooley 
[and othersj ; with section on vegetation, by O. N. Hicks. 1969. vi+61 
p. il. and portfolio of 13 pl. 4° [Prepared in cooperation with Bu- 
reau of Indian Affairs and Navajo Tribe. Hydrogeology of Navajo and 
Hopi Indian Reservations, Ariz., N. Mexico, and Utah. Some plates 
are colored.)* Paper. .00. 

617. Quaternary ology of Grand and Battlement Mesas area, Colo. [with 
list of references cited]; by Warren E. Yeend. 1969. vi+50 p. il. 
map in pocket, 4° [Description, distribution, and geologic history 
of surficial deposits on and adjacent to Grand and Battlement Mesas, 
western Colo. Map is colored.] * Paper, $1.25. 

L.C. card 72-—601800 
Program of Water Resources Division, Texas district for 1969 fiscal year 

and summary of district activities during fiscal year 1968. Nov. 1968. 

[5]+iv+36 p. 1 map. 4° (Water Resources Division.) [Colored map, 

18 x 17 in., was issued also.) { 1 19.55/2 : 968-69 


Reconnaissance of ground-water resources of Ellwood-Gaviota area, Santa 
Barbara County, Calif. [with list of selected references] ; by G. A. Miller 
and J. R. Rapp. Menlo Park, Calif., Apr. 10, 1968. iv-+-50 p. il. 4° (Water 
Resources Division.) [Open-file report. Prepared in cooperation with 
Santa Barbara County Water Agency.] ¢ 119.2: E15 

Records of observation wells and water-level fluctuations in Aberdeen- 
Springfield area, Bingham and Power Counties, Idaho, in 1969 [with 
list of other reports in this series]; by H. G. Sisco and M. L. Griffiths. 
Boise, Idaho, Aug. 1968. iii+27+ [16] leaves, il. 4° (Water Resources 
Division.) [Basic data report. Prepared in cooperation with Idaho De- 
partment of Reclamation and Water District 36.] 


521-A. Re 


119.2: W 46/7/967 


Surface water resources investigations plan for Afghanistan [with list 
of references] ; by A. O. Westfall and V. J. Latkovich. Kabul, Afghani- 
stan, June 1966. [7]+62 p. il. 1 map in pocket 4° (Water Resources 
Division.) [Prepared in cooperation with Water and Soil Survey De- 
partment, Ministry of Agriculture and Irrigation, Royal Government 
of Afghanistan under auspices of United States Agency for International 
Development, Administrative report.] tf 119.2: Af 3 


Test of flushing procedures to control salt-water intrusion at W. P. Frank- 
lin Dam, Ft. Myers Fla. [with one reference] ; by Durward H. Boggess. 
Tallahassee, Fla. 1968. 20 leaves, il. 4° (Water Resources Division.) 
[Open-file report. Prepared in cooperation with Lee County Board of 
County Commissioners and Division of Geology, Florida Board of Con- 
servation.] tf 119.2: F 67 


Test wells SMR-4 and SMR-5, White Sands Missile Range, Dona Ana 
County, N. Mex. [with list of references cited]; by Gene C. Doty. Feb. 
1969. 1-1la+12-12a+13-26 leaves, il. 4 pl. in pocket, 4° [Open-file re- 
port. Prepared in cooperation with U.S. Army, White Sands Missile 
Range, N. Mex.] ¢ 119.2: W 46/8 


Tickfaw River at Starns Bridge near Magnolia, La., memorandum on 
streamflow data at State Highway 441 and 442; by Braxtel L. Neely, jr. 
Baton Rouge, La., Mar. 1968. cover title, 7 leaves, il. 4° [Open-file 
report.] t 119.2: T 43 


Tidal relations in South Biscayne Bay area, Dade County, Fla.; by James 
Schneider. Tallahassee, Fla., Jan. 1969. [2]+ii+16 leaves, il. 4° (Water 
Resources Division.) [Open-file report. Prepared in cooperation with 
Dade County, Fla.] ¢ 119.2: So 8b 
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United States Geological Survey Library. [1969.] [6] p. il. narrow 8” 7 
119.2: L61 


Water-quality records for Hubbard Creek watershed, Tex., Oct. 1966—Sept. 
1967 [with list of references cited] ; by Helen J. Davidson. [Dec. 1968.] 
[4]+34 leaves, il. 4° Prepared in cooperation with Texas Water De- 
velopment Board and West Central Texas Municipal Water District. 
Open file no. 115. +t 119.2: H 86/966-67 


Water resources data for Colorado, 1967: pt. 1, Surface water records. 
[1968.] cover title, xv-+391 p. il. 4° ([Water Resources Division.]) 
[Prepared in cooperation with State of Colorado and with other agen- 
cies.] + District Chief, Water Resources Division, U.S. Geological Sur- 
vey, Denver Federal Center, Denver,CO 80225 
L.C. card 68-60770 I 19.53/2 : C 71/987/pt.1 


——pt. 2, Water quality records. [1968.] cover title, v+101 p. il. 4° 
({Water Resources Division.]) [Prepared in cooperation with State 
of Colorado and with other agencies.] 7 District Chief, Water Re- 
sources Division, U.S. Geological Survey, Denver Federal Center, Denver, 
CO 80225 
L.C. card 68-60770 1 19.53/2 : C 71/967/pt.2 

Water resources data for Hawaii and other Pacific areas, 1967: pt. 1, 
Surface water records, pt. 2, Water quality records. [1968.] ix+267 p. 
il. 4° ({Water Resources Division.]) [Prepared in cooperation with 
State of Hawaii, Government of Guam, Government of American Samoa, 
and with other State, county, and Federal agencies.] + District Chief, 
Water Resources Division, 1100 Ward Avenue, Honolulu, HI 96814 
L.C. ecard 78-600014 1 19.53/2: H 31/967/pt.1,2 


Water resources data for Idaho, 1967: pt. 1, Surface water records, pt. 2. 
Water quality records. [1968.] cover title, xi+357 p. il. 4° ([Water 
Resources Division.]) [Prepared in cooperation with State of Idaho and 
with other agencies.] + District Chief, Water Resources Division, U.S. 
Geological Survey, Room 365, Federal Building, 550 West Fort Street, 
Boise,ID 838702 
L.C. card 68-60771 1 19.53/2 : Id 1/967/pt.1,2 

Water resources data for Illinois, 1967: pt. 1, Surface water records, pt. 2, 
Water quality records. [1968.] cover title, viii+251 p. il. 4° ({Water 
Resources Division.]) [Prepared in cooperation with State of Illinois 
and with other agencies.] + District Chief, Water Resources Division, 
U.S. Geological Survey, P.O. Box 1026, Champaign, IL 61820 
L.C. card 68-60772 1 19.53/2 : 11 6/967/pt.1,2 


Water resources data for Iowa, 1967: pt. 1, Surface water records, pt. 2, 
Water quality records. [1968.] cover title, ix+251 p. il. 4° ([Water 
Resources Division.]) [Prepared in cooperation with Iowa Geological 
Survey and with other State and Federal agencies.] + District Chief, 
Water Resources Division, U.S. Geological Survey, 508 Hydraulics 
Laboratory, Iowa City, IA 52240 
L.C. card 68—-60773 I 19.53/2 : Io 9/967/pt.1,2 

Water resources data for Kentucky, 1967: pt. 1, Surface water records. 
[1968.] cover title, viii+162 p. il. 4° ([Water Resources Division.]) 
[Prepared in cooperation with Commonwealth of Kentucky, University 
of Kentucky, Kentucky Geological Survey, and with other Federal 
agencies.] + District Chief, Water Resources Division, U.S. Geological 
Survey, 522 West Jefferson Street, Louisville, KY 40202 
L.C. card 68-61251 1 19.53/2 : K 41/967/pt.1 

—— pt. 2, Water quality records. [1968.] cover title, vi+123 p. il. 4° 
({Water Resources Division.]) [Prepared in cooperation with Com- 
monwealth of Kentucky, University of Kentucky, Kentucky Geological 
Survey, and with other Federal agencies.] + District Chief, Water Re- 
sources Division, U.S. Geological Survey, 522 West Jefferson Street, 
Louisville, KY 40202 
L.C. card 68-61251 1 19.53/2 : K 41/967/pt.2 
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Water resources data for Minnesota, 1967: pt. 1, Surface water records, 
pt. 2, Water quality records. [1968.] cover title, vii+213 p. il.4° ([Water 
Resources Division.]) [Prepared in cooperation with Minnesota Depart- 
ment of Conservation, Division of Waters, Soils and Minerals, Minne- 
sota Department of Highways, and other State, municipal, and Federal 
agencies.] + District Chief, Water Resources Division, U.S. Geological 
Survey, 1002 Post Office Building, St. Paul, MN 55101 
L.C. card 71-600188 I 19.53/2 : M 66/967/pt.1,2 


Water resources data for Missouri, 1967: pt. 1, Surface water records. 
[1968.] cover title, xiii+200 p. il. 4° ([Water Resources Division.]) 
[Prepared in cooperation with Missouri Geological Survey and Water 
Resources, Missouri State Highway Commission, and with other State 
and Federal agencies.] + District Chief, Missouri district, P.O. Box 
340, Rolla, MO 65401 
L.C. card 67-65944 I 19.53/2 : M 690/967/pt.1 


pt. 2, Water quality records. [1968.] cover title, iv+47 p. il. 4° 
({Water Resources Division.]) [Prepared in cooperation with Missouri 
Water Pollution Board, Department of Public Health and Welfare, and 
with other State and Federal agencies.] + District Chief, Water Re- 
sources Division, U.S. Geological Survey, 103 W. 10th Street, Rolla, MO 
65401 
L.C. card 67-65944 1 19.53/2 : M 690/967/pt.2 
Water resources data for Montana, 1967: pt. 1, Surface water records. 
[1968.] cover title, ix+293 p. il. map, 4° ([Water Resources Division. ] ) 
[Prepared in cooperation with State of Montana and with other agen- 
cies.] + District Chief, Water Resources Division, U.S. Geological Sur- 
vey, 421 Federal Building, Helena, MT 59601 
L.C. card 68-60774 1 19.53/2: M 76/967/pt.1 
—— pt. 2, Water quality records. 1968. cover title, iv+130 p. il. 4° 
({ Water Resources Division.]) [Prepared in cooperation with State of 
Montana and with other agencies.] + District Chief, Water Resources 
Division, U.S. Geological Survey, P.O. Box 1696, Helena, MT 59601 
L.C. card 68-60774 1 19.53/2 : M 76/967/pt.2 


Water resources data for Nevada, 1966-67, Water levels and spring dis- 
charges [for selected wells and springs in Nevada; by B. P. Robinson, 
R. A. Young, and W. A. Beetem]. [Federal Center, Denver, Colo. Feb. 12, 
1969.] cover title, ii+24 p. il. 4° (Interagency report, NTS-5.) [Pre- 
pared in cooperation with Atomic Energy Commission. Open-file 
report.] tf 1 19.53/2 : N 41/2/966-67 

Water resources data for North Dakota, 1967: pt. 1, Surface water records. 
[1968.] cover title, ix+162 p. il. 4° ([Water Resources Division.]) 
[Prepared in cooperation with State of North Dakota and with other 
agencies.] + District Chief, Water Resources Division, U.S. Geological 
Survey, Room 348, Federal Building, Bismarck, ND 58501 
L.C. card 68-60777 1 19.53/2: N 814/967/pt.1 


—— pt. 2, Water quality records. [1968.] cover title, iv+61 p. il. 4° 
({ Water Resources Division.]) [Prepared in cooperation with State of 
North Dakota and with other agencies.] f District Chief, Water Re- 
sources Division, U.S. Geological Survey, Room 348, Federal Building. 
P.O. Box 778, Bismarck, ND 58501 
L.C. card 68-60777 I 19.53/2: N 81d4/967/pt.2 


Water resources data for Wisconsin, 1967: pt. 1, Surface Water records, 
pt. 2, Water quality records. [1968.] cover title, vii+221 p. il. 4° 
({Water Resources Division.]) [Prepared in cooperation with State of 
Wisconsin and with other agencies.] + District Chief, Water Resources 
Division, U.S. Geological Survey, 1815 University Avenue, Madison, 
WI 53706 
L.C. card 68-61253 119.53/2: W 75/967/pt.1,2 
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Water-supply papers. @ Item 625 I 19.13 : (nos. ) 
1576-I. Ground-water resources of Wind River Indian Reservation, Wyo. [with 
list of selected references] ; by Laurence J. McGreevy, Warren G. Hod- 

son, and Samuel J. Rucker LV. 1969. v-+-145 p. il. and portfolio of 3 

pl. [Prepared as part of program of Department of Interior for devel- 

opment of Missouri River basin. Water supply of Indian reservations 

One plate is colored.] * Paper, $4.25. 

1827-C. Solubility of aluminum in presence of hydroxide, fluoride, and sulfate 
{with list of references]; by C. E. Roberson and J. D. Hem. 1969. 

iv+37 p. il. ({Solubility of gibbsite (Al(OH;)) and of eryolite (Naz 

AlFs) in water is evaluated. Chemistry of aluminum in natural 


water.]) * Paper, 30c. 


HEALTH, EDUCATION, AND WELFARE DEPARTMENT 
Washington, DC 20201 


Career opportunities in field of mental retardation [with list of references ; 
by Robert E. Eisenbud]. Mar. 1969. viii+30 p. il. (Secretary's Com- 
mittee on Mental Retardation.) * Paper, 25c. @ Item 445 

FS 1.2: M 52/14 

Education and training, chance to advance, 7th annual report of Depart- 
ment of Health, Education, and Welfare to Congress on training activi- 
ties under Manpower development and training act; [prepared in Bu- 
reau of Adult, Vocational, and Library Programs, Office of Education 
for Secretary of Health, Education, and Welfare]. [Apr. 1969.] [6] +102 
p. il. 4° (OE-87020-69.) * Paper, $1.00. @ Item 460—A-S7 and 444-C 
L.C. card 65-61701 E'S 1.26: 969 

International education, inventory of Federal programs [Dec. 1968]. Jan. 
1969. [659] p. 4° [Issued in looseleaf form, with marginal index tabs 
on blank cardboard.}] f 
L.C. card 70-601802 FS 1.2: Ed 8/5 

Mental retardation publications of Department of Health, Education, and 
Welfare. Jan. 1969. [1]+58 p. 4° (Secretary’s Committee on Mental 
Retardation.) + @ Item 444-B 
L.C. card HEW 67-35 FS 1.18 : M 52/969 

Review of selected program activities in education of the deaf, by Depart- 
ment of Health, Education, and Welfare, 1968. [Feb. 1969.] iv+12 p. il. 
4° + @ Item 445 FS 1.2: D34/3 

Task Force on Prescription Drugs, background papers: Approaches to 
drug insurance design. Feb. 1969. x +95 p. 4° * Paper, $1.25. @ Item 
445 
L.C. card 77-601733 FS 1.32: In7 


HOUSING AND URBAN DEVELOPMENT DEPARTMENT 
Washington, DC 20410 


Address by Samuel C. Jackson, Assistant Secretary for Metropolitan De- 
velopment, Department of Housing and Urban Development to Associa- 
tion of State Planning and Development Directors, Washington, D.C., 
Apr. 21, 1969. 1969. [1]+13 p. 4° 7 HH 1.7: J12 

Address prepared for delivery by Floyd H. Hyde, Assistant Secretary for 
Model Cities and Governmental Relations, Department of Housing and 
Urban Development 50th annual convention, Associated General Con- 


tractors of America, Mar. 19, 1969, Washington, D.C. [1]+9 p. 4° 7 
HH 1.7: H99 


HUD handbooks. @ Item 582-E HH 1.6/6: (letters-nos. ) 


FHA 4514.1. Minimum property standards for nursing 
homes; May 1968. [1969.] [3] +1i+68 p. 4° 
[Includes Change 1 dated July 1968. Issued 
with perforations.] * Paper, 45c. 
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HUD handbooks—Continued 

RHA 7200.1, 7217.1. Urban renewal handbook transmittal. [ Mar. 
26, 1969.] [6] p. 4° [Issued with perfora- 
tions. Includes transmittal notice 26.) 
* Paper, $14.00 (including basic manual and 
supplementary material for an indefinite 
period) ; $4.00 additional for foreign mail- 
ing. 

RHA 7205.1, 7214.1, 7216.1. Urban renewal handbook transmittal. [Mar. 
28, 1969.] [16] p. 4 [Issued with perfora- 
tions. Includes transmittal notice 29.] 
* Paper $14.00 (including basic manual and 
supplementary material for an indefinite 
period) ; $4.00 additional for foreign mail- 


ng. 

RHA 7206.1, 7210.1,7217.1, 7218.1. Urban renewal handbook transmittal. [Feb. 25, 
1969.] [21] p. 4° [Issued with perfora- 
tions. Includes transmittal notice 22.) 
* Paper, $14.00 (including basic manual and 
supplementary material for an indefinite 
period) ; $4.00 additional for foreign mail- 
i 


ng. 
RHA 7207.1-7218.1. Urban renewal handbook transmittal. [Mar. 27, 
1969.] [56] p. 4° [Issued with perfora- 
tions. Inevludes transmittal notice 28.] 
* Paper, $14.00 (including basic manual and 
supplementary material for an indefinite 
period) ; $4.00 additional for foreign mail- 


ng. 
RHA 7215.1. Urban renewal handbook transmittal. [Apr. 15, 
1969.] [6] p. 4° Issued with perforations. 
Includes transmittal notice 30.) * Paper, 
$14.00 (including basic manual and supple- 
mentary material for an indefinite period) ; 
$4.00 additional for foreign mailing. 


IP (series). @ Item 582-G HBA 1.27 : (nos. ) 
78. Better communities, HUD programs to improve community life, needs of the 
people. [Apr. 1969.] [2] +20+-[1] p. il. 
99. Model cities program, questions & answers. [May 1969.] 18+ [2] p. narrow 
8° * Paper, 15c. 
300. FHA’s role in home improvement. [Mar. 1969.] [2] p. 4° folded into 
oblong 48° size. 
MP-(series). 
96. Model cities program, history and analysis of planning process in 3 cities, 
Atlanta, Ga., Seattle, Wash., Dayton, Ohio. [May 1969.] 93 p. il. 4° 
* Paper, $1.00. @Item 582-H 
L.C. card 79-601676 HH 1.28: 96 


IMMIGRATION AND NATURALIZATION SERVICE, Justice Dept. 
Washington, DC 20536 


1968 annual report, Immigration and Naturalization Service. [1969.] cover 
title, v+127 p. il. 4° * Paper, $1.50. @ Item 723-A J 21.1: 968 
Gateway to citizenship. [1943, revised 1968.] [1969.] v-+[1]+156 p. (M-74.) 
* Paper, $1.00. @ Item 725-A 
L.C. card 4383-50603 J 21.6/3 : C 49/968 
Passenger travel between United States and foreign countries, calendar 
year 1968. [1969.] [15] leaves 4° + Paper, $2.00 per set (Annual and 
semiannual report). J 21.13 : 968-2 
Supplemental index 6 to v. 11 of Administrative decisions under immigra- 
tion and nationality laws of United States for Interim decisions 1676- 
1935 covering period Dec. 27, 1965-Jan. 27, 1969. [Apr. 1, 1969.] [1]+16 p. 
* Paper, 15c. J 21.11/38: 11/ind.6 


INDIAN AFFAIRS BUREAU, Interior Dept. 
Washington, DC 20240 


Economic development of American Indians and Eskimos, 1930-1967, 
bibliography ; [by] Majorie P. Snodgrass, Sept. 1968 [published 1969]. 
cover title [3]-+v+263 p. 4° (Department Library bibliography series 
no.10.) * Paper, $2.00. @ Item 627 
L.C. card 79-601798 I 20.48 : Ee 7/930-67 
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JUNE 1969 


8407 Indian affairs, 1968, progress report from Commissioner of Indiana Affairs. 
[1969.] 18+ [2] p. il. * Paper, 20c. @ Item 626-A 1 20.1: 968 


INTER-AGENCY COMMITTEE ON MEXICAN AMERICAN AFFAIRS 


8408 Guide to materials relating to persons of Mexican heritage in Uaited States ; 
compiled by Inter-Agency Committee on Mexican American Affairs. Mar. 
1969. [5]-+186 p. 4° ([Mexican American, new focus on opportunity. ] ) 


Item 1067-K 
tc. card 73-601854 Y 3.In 8/23: 10 M 41 


INTERIOR DEPARTMENT 
Washington, DC 20240 


Nore.—Requests to the Interior Department for publications should give the 
full title Po the date of the publication. Do not include Monthly Catalog entry 
numbers or Superintendent of Documents classification numbers, which should be 
used only when ordering from the Superintendent of Documents, 


8409 1968 annual report, American Samoa to Secretary of Interior, fiscal year 
[1968]. [1969.] iii+64 p. il. * Paper, 35c. @ Item 
L.C. card 53-60796 1 35.17/1: 968 


Conservation bulletin. 


for birds; [by BE. R. Kalmbach and W. L. McAtee; revised by F. R. 
aad ad ae end ¥. Po eral. Revised 1969. [1969.] [2]+18 p. il. ({[Fish and 
Wildlife Services, Bureau of Sport Fisheries and Wildlife.] * Paper, 20c. 
Item 601 
Pc eard 79-601913 11.72: 14/2 
Indian Arts and Crafts Board: Bibliography (series). 1 1.84/5: (nos. ) 


Eskimo and northwest coast Indian. [1967.] [2] p. 4° ¢ Indian Arts 

—_ - at ¢ Gee Board, Room 4004, Washington, DC 20240. 

8412 8. Indian and Eskimo folktales. [1967.] 4 p. 4° {Indian Arts and Crafts 

Board, Room 4004, Washington, DC 20240. 

8413 Remarks of Carl L. Klein, Assistant Secretary for Water Quality and 
Research, Department of Interior, before 2d Symposium on Reverse 
Osmosis, Miami, Florida, Apr. 22, 1969. [1969.] 6 leaves, 4° + 

11.68: K 67 


8414 Remarks of Secretary of Interior Walter J. Hickel before Departmental 
conference on equal opportunity employment practices within Depart- 
ment of Interior, Washington, D.C., Apr. 11, 1969. [1969.] 3 leaves, 4° + 


11.68: H 52/4 
[Saline water] research and development reports. (Office of Saline 
Water.) @ Item 604-A-1 1 1.88 : (nos.) 


8415 874. Development of ultrathin skin membranes-hema polymers [with list of 
literature citations]: by A. S. Hoffman and M. Modell, Massachusetts 
Institute of Technology, Cambridge, Mass. Dec. 1968. [54] p. il. 4° 
(Grant 14—01-0001-1256.) * Paper, 55c. 

8416 402. Light scattering and ultrasonic investigations of relaxation in aqueous 
solutions ty list of references]; by T. A. Litovitz [and others]. Dec. 
1968. ii+[1]+73 p. il. 4° (Grant 14—-01-0001-608.) * Paper, 70c. 
L.C. card 70-601758 

8417 404. Development of mathematical model and computer program for optimiza- 
tion of VTE saline water [with list of references]; by A. E. 
Dukler, C. J. Hoang, and M. L. . Houston Research Institute, Inc., 
Houston, Tex. Feb. 1969. iv+164 p. il. 1 pl. 4° (Contract 14—01-0001- 
657). * Paper, $2.25. 

8418 414. Thermodynamic properties of water to 1,000°C and 10,000 bars [with list of 
references cited] ; by C. Wayne Burnham, John R. Holloway, and Nicholas 

. Davis, Pennsylvania State University, University Park, Pa. Mar. 1969. 
1i+90 p. 4° (Grant 14-01-0001-408.) * Paper, $1.00. 

8419 419. Salinity tolerances of certain tropical soils and relationships between 
sodium ion activities and soil physical propertes [with list of literature 
cited]; by S. A. El-Swaify, L. D. Swindale, and G. Uehara, University 
of Hawaii, Honolulu, Hawaii. Mar. 1969, iv+49 p. il. 4° (Grant 14— 
01-0001-673.) * Paper, 55c. 

8420 427. Operation of reverse osmosis desalination unit at Webster, 8S. Dak. [with 
list of references] ; by Warren H. Bossert and Gordon A. Fluke, Aerojet- 
General Corporation, El Monte, Calif. May 1969. [119] p. il. 4° (Con- 
tract 14—-01-0001-1181.) * Paper, $1.50. 
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GOVERNMENT PUBLICATIONS 


[Saline water] research and development reports—Continued 
432. Feasibility of deep-well injection of waste brine from inland desalting plants 
{with bibliographies]; by W. J. Boegly, jr. [and others], Oak Ridge 
National Laboratory, Oak Ridge, Tenn. Mar. 1969. vi+76 p. il. 4° 
(Agreement 14—01-0001-534.) * Paper, 75c. 
434. Development of new and improved cellulose ester reverse osmosis membranes 
{with list of references] ; by C. W. Saltonstall, Aerojet-General Corpora- 
tion, El Monte, Calif. June 1969. ix+154 p. il. 4° (Contract 14—01- 
0001-1732.) * Paper, $1.25. 
San Diego test facility. [1968.] [24] p. il. oblong 16° (Office of Saline 
Water.) [Some illustrations are colored.] * Paper, 45c. @ Item 608 
11.2: Sa5d 


INTERNAL REVENUE SERVICE, Treasury Dept. 
Washington, DC 20224 


Appeal rights and claims for refund. [1968.] 4 p. il. 4° (Publication 556 
(10-68).) * Paper, $2.00 per 100; single copy, 5c. @ Item 964-B 
T 22.44/2 : 556 


Computing your tax under income averaging method. [1968.] 15 p. 4° 
(Publication 506 (10-68).) * Paper, $9.00 per hundred; single copy, 
lic. @ Item 964-B T 22.44/2: 506 


Credit sales by dealers in personal property. [1968.] 8 p. 4° (Publication 
512 (10-68).) * Paper, $6.00 per 100; single copy, 10c. @ Item 964-B 
T 22.44/2: 512 

Deduction for medical and dental expenses. [1968.] 7 p. 4° (Publication 
502 (10-68).) * Paper, $6.00 per hundred; single copy, 10c. @ Item 
964-B T 22.44/2: 502 
Depreciation, investment credit, amortization, depletion. [1968.] 19 p. 4° 
(Publication 534 (10-68).) * Paper, $12.00 per 100; single copy, 20c. 

@ Item 964-B T 22.44/2 : 534 


Federal tax guide for survivors, executors, and administrators. [1969.] 23 
p. 4° (Publication 559 (10-68).) * Paper, $12.00 per 100; single copy, 


20c. @ Item 964-B T 22.44/2: 559 
Foreign scholars and educational and cultural exchange visitors. [1969.] 
34+ [1] p. 4 (Publication 518 (10-6S).) * Paper. $12.00 per 100; 
single copy, 20c. @ Item 964-B T 22.44/2: 518 


Foreign tax credit for U.S. citizens and resident aliens. [1969.] 15 p. 4° 
(Publication 514 (10-68).) * Paper, $9.00 per 100; single copy, 15c. 
@ Item 964-B T 22.44/2: 514 


How to apply for exemption for an organization. [1968.] 23 p. 4° (Publi- 
eation 557 (10-68).) * Paper, $12.00 per 100; single copy, 20c. 
@ Item 964-B T 22.44/2: 557 


Information on self-employment tax. [1969.] 4 p.4° (Publication 533 (10- 
68).) * Paper, $2.00 per 100: single copy, 5c. @ Item %64-B 
T 22.44/2: 533 


Other page 2 miscellaneous deductions. [1968.] 6 p. 4° (Publication 529 
(10-68).) * Paper, $6.00 per 100; single copy, 10c. @ Item 964-B 
T 22.44/2 : 529 


Our Federal tax system. [1969.] [6] p. il. 4° ([Publication 462 Rev. 
(1-69).]) * @ Item 956 T 22.2: T 19/12/969 
Rental income and royalty income. [1969.] 4 p. 4° (Publication 527 (10- 

68).) * Paper, $2.00 per 100; single copy, 5c. @ Item 964-B 
T 22.44/2: 527 


Retirement income and retirement income credit. [1968.] 11 p. 4° (Publi- 
eation 524 (10-68).) *Paper, $9.00 per 100; single copy, 15c. 
@ Item 964-B T 22.44/2: 524 
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JUNE 1969 


Sales and exchanges of assets. [1968.] 23 p. 4° (Publication 544 (10- 
68).) * Paper, $12.00 per 100; single copy, 20c. @ Item 964-B 

T 22.44/2: 544 

Social security for clergymen and religious workers. [1968.] 8 p. 4° (Pub- 

lication 517 (10-68).) * Paper, $6.00 per 100; single copy, 10c. 

@ Item 964-B T 22.44/2: 517 

Tax benefits for older Americans. [1968.] 18 p. 4° (Publication 554 (10- 

68).) * Paper, $9.00 per 100; single copy, 15c. @ Item 964-B 

T 22.44/2 : 554 

Tax calendar and check list for 1969. [1968.] 12 p. 4° (Publication 509 


(10-68).) * Paper, $9.00 per 100; single copy, 15c. @ Item 964-B 
T 22.44/2: 509 


Tax information for American scholars abroad. [1968.] 8 p. 4° (Publica- 
tion 520 (10-58).) * Paper, $6.00 per 100; single copy, 10c. @ Item 
964-B T 22.44/2 : 520 

Tax information for students and parents. [1968.] 6 p. 4° (Publication 
532 (10-68).) * Paper, $6.00 per 100; singie copy, 10c. @ Item 964-B 


T 22.44/2: 532 


Tax information for U.S. Government civilian employees stationed abroad. 
[1969.] 6 p. 4° (Publication 516 (10-68).) * Paper, $2.00 per 100; 
single copy, 5c. @ Item 964-B T 22.44/2: 516 

Tax information on accounting periods and methods. [1968.] 10 p.4° (Pub- 


lication 538 (10-68).) * Paper, $6.00 per 100; single copy 10c. @ Item 
964-B T 22.44/2: 538 


Tax information on business expenses. [1968.] 19 p. 4° (Publication 535 
(10-68).) * Paper, $12.00 per 100; single copy, 20c. @ Item 964-B 
T 22.44/2: 535 


Tax information on cost or other basis of assets. [1968.] 8 p. 4° (Publi- 


cation 551 (10-68).) * Paper, $6.00 per 100; single copy, 10c. @ Item 
964-B T 22.44/2: 551 


Tax information on educational expenses. [1968.] 4 p. 4° (Publication 


508 (10-68).) * Paper, $2.00 per 100; single copy, 5c. @ Item 964-B 
T 22.44/2: 508 


Tax information on investment income and expenses. [1968.] 22 p. 4° 
(Publication 550 (10-68).) * Paper, $12.00 per 100; single copy, 20c. 
@ Item 964-B T 22.44/2: 550 

Tax information on sale of business. [1968.] 4 p. 4° (Publication 543 (10- 
68).) * Paper, $2.00 per 100; single copy, 5c. @ Item 964-B 

T 22.44/2: 543 

Tax information on scholarships and fellowships. [1968.] 4 p. 4° (Publi- 
cation 507 (10-68).) * Paper, $6.00 per 100; single copy, 5c. @ Item 
964-B T 22.44/2: 507 

Tax information on selling your home. [1968.] 11 p. 4° (Publication 523 
(10-68).) * Paper, $9.00 per 100; single copy, lic. @ Item 964-B 

T 22.44/2: 523 

Tax withholding and declaration of estimated tax. [1969.] 8 p. 4° (Pub- 
lication 505 (12-68).) * Paper, $6.00 per 100; single copy, 10c. @ Item 
964-B T 22.44/2: 505 

Taxable income and nontaxable income. [1968.] 16 p. 4° (Publication 525 
(10-68).) * Paper, $9.00 per 100; single copy, 15c. @ Item 964—-B 


United States tax guide for aliens. [1969.] 36 p. 4° (Publication 519 (10- 


68).) * Paper, $12.00 per 100; single copy, 20c. @ Item 964-B 
T 22.44/2: 519 
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8456 Withholding of tax on nonresident aliens and foreign corporations. [1968.] 
12 p. 4° (Publication 515 (10-68).) * Paper, $9.00 per 100; single 
copy, lic. @ Item 964-B T 22.44/2: 515 
8457 Your exemption and exemptions for dependents. [1968.] 8 p. 4° (Publica- 
tion 501 (10-68).) * Paper, $6.00 per 10; single copy, 10c. @ Item 
964-B T 22.44/2: 501 


INTERNATIONAL AGRICULTURAL DEVELOPMENT SERVICE, 
Agriculture Dept., Washington, DC 20250 


8458 New era in world agriculture [paper], by Lester R. Brown, Administrator, 
International Agricultural Development Service, Department of Agricul- 
ture, presented at Ist annual Senator Frank Carlson Symposium on 
World Population and Food Supply, Kansas State University, Manhat- 
tan, Kans., Dec. 3, 1968. [1968.] 28 p. 4° (USDA 3778-68; 5282.) 7; 

A 95.11: B 81/3 


INTERNATIONAL COMMERCE BUREAU, Commerce Dept. 
Washington, DC 20230 


Foreign economic trends and their implications for United States, ET 
(series). * Paper, $15.00 a year, $6.00 additional for foreign mailing. 


@ Item 231-I C 42.30: (nos. ) 
8459 69-33. Indonesia. Mar. 28, 1969.12 p.4° [Semiannual.] 
8460 69-35. Hong Kong. Apr. 3, 1969. 12 p. [Semiannual.] 
8461 69-36. Surinam. Mar. 15, 1969.12 p.4° [Semiannual.] 


8462 69-37. Switzerland. Apr. 8, 1969.7 p.4° [Semiannual.] 

8463 69-38. Burundi. Apr. 1, 1969.11 p.4° [Annual.] 

8464 69-39. Spain. Apr. 15, 1969.12 p.il.4° [Semiannual.] 

8465 69-40, Japan. Apr. 1, 1969. 14 p.il.4° [Semiannual.] 

8466 69-41. Costa Rica. Apr. 7, 1969. 8 p. il.4° [Annual.] 

8467 69-42. Ethiopia. Mar. 20, 1969.7 p.4° [Semiannual.] 

8468 69-43. Saudi Arabia. Apr. 10, 1969. 11 p. il. 4° (American Embassy, Jidda.) 
[Semiannual.] 

8469 69-44. Venezuela. Feb. 19, 1969.8 p.4° [Semiannual.] 

8470 69-45. Martinique, Guadeloupe, and French Guiana. Apr. 14, 1969. 10 p. 4° 
(American Consulate, Martinique.) [Annual.] 

8471 69-46. Ireland. Apr. 1, 1969. 16 p. 4° (American Embassy, Dublin.) [Semi- 
annual.) 

8472 69-47. Libya. Apr. 15, 1969.8 p.4° [Semiannual.] 

8473 69-48. Paraguay. Mar. 20, 1969.12 p.il.4° [Semiannual.] 

8474 69-49. Malawi. Apr. 22, 1969. 11 p. il. 4° (American Embassy, Blantyre.) 


[Annual.] 
8475 69-50. Cy: a Ane. 10, 1969. 11 pp. il. 4° (American Embassy, Nicosia.) 
noual. 
8476 69-51. Rwanda. Apr. 23, 1969. 4 p. 4° (American Embassy, Kigali.) [Annual.] 
8477 69-52. Greece. Apr. 16, 1969.7 p.4° [Semiannual.] 
8478 69-53. Panama. Apr. 1, 1969. 8 p. il. 4° (American Embassy, Panama.) 


[Semiannual.] 

8479 69-55. Sudan. Apr. 30, 1969. 12 p. il. 4° (American Interests Section, Royal 
Netherlands Embassy, Khartoum.) [Annual.] 

8480 69-56. India. Apr. 15, 1969. 12 p. il. 4° (American Embassy, New Delhi.) 
[Semiannual.] 

8481 69-57. Zambia. Apr. 30, 1969. 10+-[1] p. il. 4e (American Embassy, Lusaka.) 
[Semiannual.] 

8482 69-58. Barbados. May 1, 1969. 8 p. 4° (American Embassy, Bridgetown.) 
[Annual,] 


8483 Introductory guide to exporting [with list of useful reading]. Revised Apr. 
1969. [1969.] vi+45 p.il. * Paper,50c. @ Item 231-E 


L.C. card 75-601892 C 42.6/2: Ex 7/3/969 
8484 Kennedy round, special report: Materials handling equipment. Apr. 1969. 

12 p. 4° Paper, 25c. C 42.29: M 41 
8485 -—— Photographic equipment. May 1969. 20 p. 4° + Paper, 25c. 


C 42.29: P 56 


8486 Trade list catalog, Supplement no. 1 to 1969 semiannual checklists, inter- 
national business publications. Mar. 1969. 18 p. 4° + @ Item 231-D 
C 42.15 : C 41/969/supp.1 
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INTERNATIONAL DEVELOPMENT AGENCY, State Dept. 
Washington, DC 20523 


8487 Agency for etna Development procurement regulations [1st edi- 
tion], amdt. 5; Jan. 1969. [1969.] [23] p. 4° (Office of Procurement. ) 
[Issued in eocmabaad form.] * Paper, $6.00 (including basic regulations 
and supplementary material for an indefinite period) ; $1.50 additional 
for foreign mailing. @ Item 900—-C-5 S 18.6/2 : 965/amdt.5 


8488 Agency for International Development procurement regulations [1st edi- 
tion], amdt. 6; Jan. 1969. [1969.] [14] p. 4° (Office of Procurement. ) 
[Issued in looseleaf form.] * Paper, $6.00 (including basic regulations 
and supplementary material for an indefinite period] ; $1.00 additional 
for foreign mailing. @ Item 900—-C-5 $18. 6/2: 965/amdt.6 


8489 Getting Congolese agriculture moving, evaluation of agriculture and re- 
lated self-help; [by Carl E. Ferguson and William I. Jones]. May 1968. 
cover title, [4]+ii+59 p.4° 7 
L.C. card 71-601911 $18.2:C 76 


8490 Operations report, data as of June 30, 1968. [Feb. 1969.] cover title, v+- 
155 p. il. oblong 8° (W-129; Statistics and Reports Division, Office of 
Program and Policy Coordination.) 7 8S 18.16 : 968/1 


8491 U.S. economic assistance programs administered by Agency for Interna- 
tional Development and predecessor agencies, Apr. 3, 1948-June 30, 
1967. [Feb. 29, 1968.] cover title, iv+77 p. il. ({Statistics & Reports 
Division, Office of Program & Policy Coordination.]) tf 
L.C. card 79-601869 $ 18.2: Ec 7/948-67 


INTERSTATE COMMERCE + ear 
Washington, DC 2042 


Transport statistics in United States for year ended Dec. 31, 1967] pre- 
pared by Bureau of Accounts. [Issued in looseleaf form. ] 


8492 pt. 7. Motor carries [release 2]. [1969.] [105] p. il. 4° * Paper, $1.25. @ Item 
699 IC 1.25: 967/pt. 7/release 2 


8493 Uniform system of accounts inland and coastal waterways carriers, title 
49, ch. 10, subch. C, pt. 1209. [1967.] 63 p. * Paper, 30c. 
L.C. card A 48-139 IC 1 wat. 14: 967 


JOINT PUBLICATIONS RESEARCH SERVICE 
Washington, DC 20443 


Notge.—tTitles of JPRS serial reports listed below were issued during the month, 
but were not cataloged separately. Price upon application). 

8494-1 Cnn scientific abstracts, nos. 11-15; JPRS 47851, 47904, 47955, 
4 9, 48 

8494-2 East European scientific abstracts : Bio-medical science, nos. 150-153; JPRS 
47833, 47846, 47874, 47992 

8494-8 East European scientific = + Chemistry, nos. 110-111; JPRS 47835, 48008. 

84944 East European scientific abstracts: Cybernetics, computers, and automation tech- 
nology, no. 48; JPRS 47999. 

8494—5 East European scientific abstracts: Barth sciences, no. 77; JPRS 47990. 

8494-6 Bost PT scientific abstracts : Electronics and electrical engineering, no. 56; 


8494-7 ay eee scientific abstracts: Engineering and equipment, no. 55; JPRS 


8494-8 East pry scientific abstracts: Materials science and metallurgy, no. 35; 


IPR 
8494-9 ar eee scientific abstracts: Physics and mathematics, no. 102; JPRS 


8494-10 Herald of communications, no. 1, 1969; JPRS 47986. 

8494-11 Index of Le Monde, no. 100; JPRS 47923. 

8494-12 Space biology and medicine, v. 3, no. 1; JPRS 48042. 

8494-13 Translations from Kommunist, nos. 3—4, 1969 ; JPRS 47869, 48031. 

8494-14 Translations on Africa, nos. 776-784; JPRS 47849, 47879, 47913, 47929, 47953, 
47976, 48009, 48021, 48040. 

8494-15 ee on Communist China, nos. 50-53; JPRS 47848, 47885, 47933, 
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8494-16 Translations on Eastern Europe: Economic and industrial affairs, nos. 110-126; 
JPRS 47844, 47856, 47882, 47888, 47891, 47909, 47915, 47937, 47948, 47951, 85¢ 
47964, 47977, 47994, 48015, 48022, 48028, 48048. 

8494-17 Translations on Eastern Europe: Political, sociological, and military affairs, 
nos. 87-97: JPRS 47858, 47870, 47877, 47901, 47914, 47946, 47959, 47978, 
480038, 48020, 48029. 

8494-18 Translations on Eastern Europe: Scientific affairs, nos. 47-52; JPRS 47841, 
47887, 47934, 47960, 48014, 48052. 

8494-19 Translations on Latin America, nos. 163-179; JPRS 47845, 47855, 47876, 47892, 
47910, 47927, 47939, 47950, 47970, 47975, 47984, 48000, 48010, 48017, 48023, 
48030, 48049. 85t 

8494-20 Translations on Mongolia, nos. 191-193 ; JPRS 47935, 48005, 48035. 

8494-21 Translations on Near East, nos. 342-349; JPRS 47839, 47866, 47895, 47912, 
47956, 47952, 47985, 48004. 

8494-22 Translations on North Korea, nos. 113-114; a 47852, 47900 


85 


8494-23 Translations on North Vietnam, nos. 526-538 ; JPRS 47853, 47862, 47878, 47898, Shi 
47919, 47941, 47962, 47974, 47993, 48019, 48025, 48043, 48051. 
8494-24 Translations on south and east Asia, nos. 214-217; JPRS 47827, 47916, 47961, 85 


48047. 

8494-25 Translations on uses agriculture, nos. 310-315; JPRS 47836, 47875, 47908, 
47945, 47982, 48 

8494-26 Translations on USSR economic affairs, nos. 9-16; JPRS 47842, 47880, 47931, 85: 
47949, 47971, 47981, 47997, 48039. 

8494-27 Translations on USSR industrial affairs, nos. 5-9; JPRS 47830, 47886, 47943, 
47995, 48024. ® 

8494-28 Translations on USSR military affairs, nos. 514-520; JPRS 47831, 47850, 47903, 85 
47906, 47972, 48011, 48046. 

8494-29 Translations on USSR ye bevy sociological affairs, nos. 5-10; JPRS 47871, 
47873, 47911, 47954, 48001, 

8494-30 Translations on USSR Saban * 9-17; JPRS 47832, 47859, 47868, 47894, 85 
47907, 47930, 47956, 47998, 48026. . 

8494-31 Translations on USSR trade and services, nos. 8-16; JPRS 47837, 47860, 47881, 
47902, 47932, 47979. 47983, 48012, 48027. 

8494-32 Translations on Western Europe, nos. 35-41; JPRS 47847, 47884, 47928, 47944, 85 
47957, 47996, 48036. oe 

8494-33 USSR scientific abstracts: Bio-medical science. nos. 66-87: JPRS 47925, 48034. 

8494-34 USSR scientific abstracts : Chemistry. nos. 71-72 ; JPRS 47867, 48018. - 


8494-835 USSR scientific abstracts: Cybernetics, computers, and automation technology, Sv 
no. 73: JPRS 47893. 
8494-36 USSR —_ abstracts: Engineering and equipment, nos. 89-91; JPRS 47905, 
47918, 4792 - 
8494-37 USSR sclentife abstracts : Mathematics and Physics, nos. 190-192; JPRS 47838, So 
47861, 479 
8494-38 Vestnik of me U SSR Academy of Medical Sciences, nos. 2-3, 1969; JPRS 47840, 85 
48038 ne 
8494-39 Vestnik of USSR Academy of Sciences, v. 39, no. 2; JPRS 47987. 85 
IPRS (series). Y 3.3 66: 13/(nos.) 
S495 47845. Cybernetics research, My {articles, with bibliographies]. pod 14, 1969. 85 
cover title, a+25 il. 4° Paper, $3.00. 
8496 47857. Proteolytic activity By nerve tissue, USSR [with ei ne by Ya. V. 
Balik, et al. Apr. 15, 1969. cover title, 11 {From Ukrainskiy 85 
biokhimichniy zhurnal, Ukrainian, v. 40, no. » 968.) # Paper, $3.00. 
S497 17863. Metals eliminated from organism by complexation, USSR [with bibli- 
ography]; by O. G. Arkhipova, et al. Apr. 16, 1969. cover title, 7 p. 4° 85 
[From Byulleten’ eqsperimental’ noy biologii i meditsiny, no. 12, 1968.] 7 
# Paper, $3.00 
S198 47864. Radar fundamentals, automatic systems, and reliability theory, USSR: 85 
by A. M. Pedak, et al. Apr. 16, 1969. cover title, 47 p. il. 4° [From 
Spravochnik po oshovam radiolokatsionnoy tekhniki, Moscow, 1967.] Sf 
+ Paper, $3.00. 
S499 47865. Information-man-machine problems, USSR [articles] Apr. 16, 1969. cover 
ere p.il.4e° [From Tekhnika-molodezhi, no. 2, 1969.] Paper, 
3.00. S5 
goo t7S872. USSR scientific research reviewed. Apr. 17, 1969. a+61 p. fl. 4° [Articles 
from various Russian language sources.] # Paper, $3.00. 
S501 7883. Republic science academies survey past and Sotere, USSR [articles] Apr. 
18, 1969. cover title,a+19 p.4° Paper, $3.00. So 
S502 47889. Internal wave parameters and ocean turbulence, USSR [articles, with 
bibliography]. Apr. 21, 1969. cover title, a+21 p. il. 4° [From Fizika 
atmosfery i okeana, v. 5, no. 2, 1968.] # Paper, $3. 00. 
8503 47890. Soviet medical sciences look ahead [articles]. Apr. 21, 1969. cover title, 
a+17 p. 4° [From Meditsinskaya gazeta, Nov. 15, 1968 and Dec. 3, Si 


1969.] + Paper, $3.00. 
Apr. 21, 1969. cover title, 7 p. 4° [From Voprosy filosofii, no. 2, 1969.] 

8504 47896. Problems in mathematization of knowledge, USSR; by B. A. Lastochkin. 
® Paper, $3.00. 

8505 47897. Measurements of radiation effects of American high altitude thermonu- @r 
clear burst Starfish aboard Kosmos-6 satellite, USSR [with bibliogra- te 
phy] i Yu. G. Shafer et al. Apr. 21, 1969. cover title, 14 p. il. 4° 
soe — Issledovaniya, v. 6, no. 6, Nov.—Dec. 1968.] 
* Paper, $3.00. 
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JuNnE 1969 
10-126 ; 
, 47951, 8506 47899. Radioecological research in Mururoa Atoll region ges Islands), 
USSR [with bibliography] ; by A. N. Kolesnikova et al. Apr, 22, 1969. 
affairs, cover title, 5 leaves, il. 40 {From Radiobiologiya, Jan.—Feb. 1969.) 
, 47978, Paper, $3.00 
8507 47917. Quantitative changes in nuclear RNA in cerebellum and in cerebral cortex 
| 47841, of rats at om stages of conditioning, USSR [with list of literature 
cited]; by V. N. Timkin et al. Apr. 24, 1969. cover title, 10 p. il. 4° 
, 47892, [From Zhurnal Vysshey Nervnoy Deyatel’ nosti, v. 18, no. 6, 1968.] 
, 48023, + Paper, $3.00. 
8508 47920. Numerical forecasting of wind field and wave conditions, USSR [with 
™ bibliography] ; by Z. K. Abuzyarov. Apr. 25, 1969. cover title, 20 p. il 
47912, 4° [From Ordena Lenina Gidrometeorologicheskiy Nauchno-Issledov- 
ad Tsentr SSSR, trudy, no. 8 Gidrometeoizdat, 1967.] Paper, 
, 47898, 8509 47922. Radioisotope production and applications, USSR [articles]. Apr. 25, 1969. 
479 cover title, a-+-22 p. il. 4° [From Atomnaya energiya, no. 2, Feb. 1969. ] 
61, 8510 47924. Pharmacological yak od which increase resistance to hypoxia, USSR [with 
47908 bibliography]; by S. Ya. Arbuzov, et al. Apr. 25, 1969. cover title, 19 
4 p. 4° [From Farmakologiya i toksikologiya, v. 32, no. 1, Jan.—Feb. 
47931 1969.]. Paper, $3.00. 
’ 8511 47926. Aircraft avoidance of missiles discussed, USSR; by N. Leonidov. Apr. 
47943 25, 1969. cover title, 7 p. il. 4° [From Aviatsiya i kosmonavtika no. 3, 
” 1969.] @ Paper, $3.00 
47902 8512 47938. Conditional cardiac reflexes, and functional and morphological state of 
. cortical neurons when exposed to superhigh frequency etoctzomagnetic 
47871 fields, USSR [with bibliography} ; by M. I. Yakovleva, et al. Apr. 29, 
i aa 1969. cover title, 9 p. il. 4° {From Zhurnal Vysshey Nervnoy 
47894 Deyatel’nosti imeni I. P. Pavlova, no. 6, 1968.] Paper, 00. 
4 8513 47940. Equipment and methods used for geomagnetic studies on 40th and 41st 
47881 cruises of r/v (research vessel) Vityaz USSR [with bibliography] ; 
’ by Ye. V. Verzhibitskiy et al. Apr. | 1969. cover title, 8 p. il. 4 
47944. _ [From Okeanologiya, 1969, v.9,no.1] # Paper, $3.00. 
8514 47942. Cybernetics and regulation theory, USSR [articles, with bibliographies]. 
48034. Apr. 1969. cover title, a+7 p. il. 4° [From Doklady Akademii 
Nauk SSSR, v. 183, no. 4, 1968. ] ® Paper, $3.00. 
ology, $515 47958. Maoism, threat to socialism in China [excerpts]; by Fedor Burlatskiy. 
May 6%, 1969. cover title, a-b+79 p. 4° [From Maoism, ugroza 
47905, sotsializmu v kitaye, as House for Political Literature, Mos- 
cow, 1968.] Paper, $3.0 
17838. 8516 47965. New techniques ». ak wy information systems, USSR. May 2, 1969. 
cover title, a+19 p. 4° (From Nauchnotekhnicheskaya informatsiva, 
17840 no. 1, 1969.) @ Paper, $3.00. 
, 8517 47966. Studies on theory of empiderfiology, USSR. May 2, 1969. cover title, 
a+54 p.il.4° © Paper, $3. 
S518 47967. Studies on Tsunami wave, USSR [articles, with bibliographies]. May 2, 
(nos.) 1969. cover title, a+54 p. il. 4° [From Problema tsunami, 1968.] 
1969 # Paper, $3.00. 
” 8519 47968. Se ew as a science, USSR; by G. Dodrov. May 2, 1969. cover title, 
ra. V. a % . 4° [From Nauchnotekhnicheskiye obshchestva SSSR, no. 1, 
inskiy mt ras 196 ? Paper, $3.00. 
$3.00. 8520 47973. Studies on natural plague foci, USSR [articles, with bibliographies]. 
bibit May 5, 1969. cover title, a+ 40 p. il. 4° [From Zoologicheskiy zhurnal, 
4 Feb. 1969.) # Paper, $3.00. 
dée'} 8521 47980. Intelligence through the eyes of a cybernetician, USSR; by N. Amosov. 
- May 6, 1969. cover title, 12 p. 4° [From Nedelya, Mar. 30, 1969.] 
SSR: # Paper, $3.00. 
red 8522 48002. Scientific and industrial work with bacteria, USSR [articles]. May 8, 
967] 1969. cover title,a+S8p.4° # Paper, $3.00. 
° 8523 48006. Sounds and poses in aggressive ag behavior of Trichopsis vittatus 
— (Cuvier and we a anabantidae). USSR; by V. R. 
er Protasov et al. May cover title, 4 leaves, il. 4° [From 
aper, Zoologicheskiy zhurnal, : 48 no. 3.] & Paper, $3.00. 
fel 8524 48032. Studies of ocean wave parameters and temperature fluctuations, USSR 
cles {articles, with bibliography] ; by V. V. Navrotskiy et al. May 13, 1969. 
cover title, a+29 p. il. 4° [From Izvestiya Akademi Nauk USSR, 
Apr. Fizika atmosfery i okeana, v. 5, no. 1, Jan. 1969.] # Paper, $3.00. 
So25 48033. Peculiarities of geographic distribution of Shigellae: report 2, Change in 
with etiological structure of dysentery in USSR from 1950—65 j with bibliog- 
izika raphy] by O. A. Krasheninnikov. May 14, 1969. cover title, 13 p. il. 4° 
itl {From Zhurnal mikrobiologii, epidemiologii i immunobiologii, v. 45, no. 
“ 9.] # Paper, $3.00. 
c. 3, 8526 48041. Soviet studies on magnetohydrodynamic generators [articles, with bib- 
69.] liography] ; by A. T. Rakhimov et al. May 14, 1969. cover title, a+ 21 p. 
kin. il. 4¢ [From Electricity from MHD, v. 1 (Proceedings of symposium 
in Salzburg, July 4-8, 1966, organized by IAEA and ENBA), Vienna, 
onu- International Atomic Energy Agency, 1966.] # Paper, $3.00. 
gra- 8527 48050. Appraisal of method for transmitting video signal from coastal radars, 
. 40 USSR [with list of references]; by V. A. Vasilenko. May 16, 1969. 
B8.] cover title, 8 p. 4° [From Trudy TsNIMF, Russian, no. 91, 1968.] 
@ Paper, $3.00. 
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GOVERNMENT PUBLICATIONS 


JUSTICE DEPARTMENT 
Washington, DC 20530 


8528 Correctional planning and resource guide, LEAA planning aid with [list of 
sources of information]. [1969.] cover title, [9]+93 p. il. 4° (Law En- 
forcement Assistance Administration.)  ~ @ Item 717-A 
L.C. card 76-601860 J 1.8/2: C81 


8529 Law enforcement education program manual, 1969. [1969.] cover title, 
[160] p. 4° (Office of Academic Assistance, Law Enforcement Assist- 
ance Administration.) [Issued with perforations.] t @ Item 717-A 
L.C. card 75-601920 J 1.8/2: L41 


8530 Psychological assessment of patrolman qualifications in relation to field 
performance, identification of predictors for overall performance of 
patrolmen and relation between predictors and specific patterns of ex- 
ceptional and marginal performance [with list of references; by] Mel- 
any E. Baehr, John BE. Furcon, Ernest C. Froemel, Nov. 5, 1968 [pub- 
lished 1969]. [7] +246 p. il. 4° ([LEAA project-046; Law Enforcement 
Assistance Administration.]) [Project supported by grant 046 awarded 
by Attorney General under Law enforcement act of 1965 to Chicago 
Police Department, Chicago, Ill.] * Paper, $2.00. @ Item 717 
L.C. card 78-601744 J1.2: P 27/2 


LABOR DEPARTMENT 
Washington, DC 20210 


8531 56th annual report, Department of Labor, fiscal year 1968. [1969.] v-+107 
p. *Paper,55c. @ Item 744 
L.C. ecard 14-30221 L 1.1: 968 


8532 Employer’s guide to on-the-job training under Manpower development and 
training act. [Apr. 1969.] 12 p. narrow 8° (Manpower Administration.) 
* Paper, lic. @ Item 745-A L 1.7/2: On1 


8533 Federal employee unit arbitration; [prepared by staff of Division of Re- 
search and Analysis]. [1969.] [4] leaves+48 p. 4° (Labor-Management 
Services Administration, Office of Labor-Management Policy Develop- 
ment.) f @ Item 745 
L.C. card 70-601861 L1.2: Ari 


8534 Important events in American labor history [chronology 1778-1968]. 
[1969.] cover title, 32 p. il. [Last page left blank for notes. Portions of 
publication were contributed by Bureau of Labor Statistics.] * Paper, 
25¢c. @ Item 745 
L.C, card L 56-132 L1.2: H 62/2/778-968 

8535 An invitation to secretaries to live and work in the city of opportunity. 
[1969.] cover title, [12] p. il. oblong 16° + @ Item 745 1.1.2: Se2/2 


8536 Labor mobility, selected references, supplement to Apr. 1967 edition. [Apr. 
1969.] 12 p. 4° (Library.) 7 L 1.34: L 11/6/supp. 


8537 Remarks by Secretary of Labor George P. Shultz at annual meeting of 
President’s Committee on Employment of Handicapped, Washington, 
D.C., May 1, 1969. 1969. 7 leaves, 4° (USDL 10-419.) f L1.13:Sh9/3 


8538 Remarks by Secretary of Labor George P. Shultz at Conference of State 
Commisssions on Status of Women dinner, Washington, D.C., May 6, 
1969. 1969. 5 leaves, 4° 7 L1.13: Sh 9/4 


8539 Remarks by Secretary of Labor George P. Shultz at Plans for Progress 
Annual Conference, Washington, D.C., Mar. 21, 1969. 1969. 5 leaves, 4° 
Tt L1.13: Sh 9/2 


8540 Statistics on manpower, supplement to Manpower report of President. Mar. 
1969. [9]+108 p. 4° [Errata, 1 p. 4°, was also issued.] * Paper, $1.00. 
@ Item 746-C 
L.C. card L-63—45 L 1.42/?-2: 969 
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8541 


8542 


8546 


8547 


8548 


8549 


JUNE 1969 


Summer jobs for students and how to find them, ideas that pay off in va- 


cation time. [Apr. 1969.] [6] p. narrow 8° (Manpower Administra- 
tion.) f L1.2:S8u6 


Symposium on manpower and private resources, Apr. 3-5, 1968, Washing- 
ton, D.C., conducted by International Manpower Institute under spon- 
sorship of Agency for International Development, Department of Labor. 
(1969.] [1]+v+138 p. il. 4° ({Manpower Administration, International 
Manpower Institute.])  f @ Item 745 
L.C. card 77-601768 L1.2:M31/56 


LABOR STANDARDS BUREAU, Labor Dept 
Washington, DC 20210 


Bulletin. 
315. Labor laws and their administration, proceedings, 51st convention of Inter- 
national Association of Governmental Labor Officials, Philadelphia, Pa., 
July 22-26, 1968. —— ] vi+240p. * Paper, $1.25. @ Item 763 
L.C. card 15-2723 L 16.3: 315 


Maritime safety data for shipyards; Shipyard injuries, analysis of acci- 
dents, 1966-67. [1969.] 11 p. 4° (MSD LS—508, 8.68.) + @ Item 765-F 
L 16.47/2: Ac 4/966-67 


Occupational safety aid, Department of Labor safety training programs 


OSA LS (series). 
140. Who needs safety training? [1969.] [71 p. il. 4° (3-69.) * Paper, 10c. 
@ Item 765-G L 16.49 : 140 


LABOR STATISTICS BUREAU, Labor Dept. 
Washington, DC 20210 


BLS report. 
344. Labor law and practice in Argentina [with selected bibliography ; prepared 
by Robert C. Hayes and Norene A. Halvonik]. [1969.] vit+65 p. il. 4° 
* Paper, 65c.@ Item 768—-G 
L.C, card 73-—601838 L 2.71: 344 


Bulletins. @ Item 768 , 2.3 : (nos. ) 
1575-87. Wages and related benefits: pt. 1, 85 metropolitan areas, 1967-68, 
occupational earnings, supplementary practices. Feb. 1969. iv+108 
. oblong 8° * Paper, $1.00. 
.C, card L 62-180 
1605. Wage chronology: Pacific Coast shipbuilding, 1941-67. Aug. 1968. iv 
+28p.4° * Paper, 35e. 
L.C, card L 65-46 
1619. wage calendar, 1969; [prepared by William M. Davis and Cordelia T. 
Ward]. Mar. 1969. v-+61 p. 4° * Paper, 65c. 
L.C. card 68—61657 
1620. Union wages and hours: Local-transit operating employees, July 1, 1968 
and trend 1929-68 ; [prepared by Arthur I. Rose]. Apr. 1969. [4] +12 
.4° * Paper, 25c. 
.C. ecard L 42—139 
1625-31. Area wage survey: Waterloo, Iowa, metropolitan area, Nov. 1968. Mar. 
1969. iii+23 p. oblong 8° * Paper, 35c. 
L.C. card L 65-55 
1625-34. Area wage survey: Youngstown-Warren, Ohio, metropolitan area, Nov. 
1968. Mar. 1969. iii+16 p. oblong 8° * Paper, 30c. 
L.C. card L 66--62 
1625-35. Area wage survey: Buffalo, N.Y., metropolitan area, Nov. 1968. Apr. 
1969. iv+41 p. oblong 8° * Paper, 50c 
L.C. card L 66-83 
1625-36. Area wage survey: Salt Lake City, Utah, metropolitan area, Dec. 1968. 
Apr. 1969. iii+-15 p. oblong 8° * Paper, 35c. 
L.C. card L 66-81 
1625-87. Area wage survey; Jacksonville, Fla., metropolitan area, Jan. 1969. 
Apr. 1969. i+ 27 p. oblong 8° * Paper, 35e. 
L.C. card L 66—104 
1625-39. Area wage survey: Denver, Colo., metropolitan area, Dec. 1968. Apr. 
1969. 1ii+17 p. oblong 8° * Paper, 30c. 
L.C. card L 66—78 


1969-70 labor, manpower, and price statistics training program for statis- 
ticians and economists of other countries [Sept. 1969-Aug. 1970]. [1969.] 
(8] p. narrow 8° [Conducted for Agency for International Develop- 
ment, Department of State.] + L 2.2: T 68/4/969-70 
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8564 


8566 


8568 


8569 


8570 


Page 


GOVERNMENT PUBLICATIONS 


Manpower and employment statistics publications of Bureau of Labor 
Statistics, selected bibliography; [prepared by Owen E. Delap]. Feb. 
1969. iv+32 p. 4° ({Manpower and Employment Statistics.]) tf 
L.C. card 79-601763 L 2.34/2: M31 


Monthly labor review reprints. ¢ L 2.6/a : (nos. ) 

2606. American Indians industrialize to combat poverty; [by] Alan L. Sorkin. 
[1969.) p. 19-25, 4° [From Mar. 1969 issue.) 

2607. How mechanization of harvesting is affecting jobs; by Lawrence J. Fulco 
{1969.} p. 26-32, 4° [From Mar. 1969 issue. ]} 

2610. Area wages and living costs; [by] James N. Honff. [1969.] p. 45-45, 4° 
(From Mar. 1969 issue. ] 

2612. New approach to setting pay of Federal blue-collar workers; [by] Harry 
A. Donoian. [1969.] p. 30-34,4° [From Apr. 1969 issue. ] 

2613. Helping workers locate jobs following plant shutdown; [by] Joseph C. 
Uliman. [1969.] p. 35-40. 4° [From Apr. 1969 isse.] 


LIBRARY OF CONGRESS 
Washington, DC 20540 


Annual report of Librarian of Congress, fiscal year 1968. 1969. xvi+149 
p. il. large 8° [Also issued as H. doc. 5, 91st Congress, 1st session.] 
* Cloth, $3.50. @ Item 785 
L.C. card 6-6273 LC 1.1: 968 


Antarctic bibliography, v. 3; [prepared by Library of Congress], Geza T. 
Thuronyi, editor. 1968 [published 1969]. vii+491 p. 4° [Sponsored by 
Office of Antarctic Programs, National Science Foundation.] * Cloth, 
$6.00. @ Item 818—-A-1 
L.C. card 65-61825 LC 33.9:3 


‘atalog of 21st National Exhibition of Prints, held at Library of Congress, 
May 1-Sept. 2. 1969. 1969. [16] p. il. oblong 16° (Prints and Photo- 
graphs Division, Reference Department.) + @ Item 813-A 
L.C. card 43-16468 LC 25.8: 969 


MARINE CORPS (Navy), Defense Dept. 
Washington, DC 20350 


~ 


Fleet Marine Force manual FMF™M (series). 
84. Doctrine for riverine operations, Change 1. Aug. 22, 1968. [1] p. 4° [Issued 
in looseleaf form.] {t @ Item 384 D 214. 45 / ‘4: 8-4/ch.1 


Marine Corps uniform regulations, Ch. 3. Mar. 3, 1969 [147] p. il. 4 
(MCO P1020.34B, Ch. 3.) [Issued in looseleaf form.] * Paper, $1.50. 
@ Item 384-C D 2146: Un 3/966/ch.3 


MARITIME ADMINISTRATION, Commerce Dept. 
Washington, DC 20548 


MA SP (series). + C 39.210/2 : (nos. ) 
69-2. Remarks by A. E. Gibson, Maritime Administrator, Department of Com- 
merce, at launching of S.S. Mormacstar, at Ingalls Shipbuilding Di- 
vision, aatiee Industries, seagoula, Miss., Apr. 11, 1969. [1969.] 
4p. 4° ({USCOMM-—DC-3357 + C 39.210/2 : 69-2 
69-3. Come now, and let us reason yt remarks by A. E. Gibson, Maritime 
Administrator, Department of Commerce, before National Defense Trans- 
—— Association, at Sheraton Palace Hotel, San Francisco, Calif., 

fay 15, 1969. [1969.] 7 p. 4° 


Seafaring wage rates, Atlantic, Gulf and Pacific districts, Dec. 1968; [pre- 
pared by Esther M. Love and others]. Apr. 1969. [4]+100 p. 4° (Report 
MAR-750-1.) * Paper, $1.00. @ Item 235 
L.C. card 77-601847 C 39.202 : W 12/968 





MEDICINE AND SURGERY BUREAU (Navy), Defense Dept. 
Washington, DC 20350 


Manual of Medical Department, page change 49; Feb. 17, 1969. [1969.] [44] 
p. 4° [Issued in looseleaf form.] tf D 206.8 /2 : 952/ch.49 
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JuNE 1969 


U.S. Naval Submarine Medical Center, Submarine Base, Groton, Conn. : 
Reports. t D 206.10 : (nos. ) 
544. Auditory feedback and helium-speech [with list of references] ; by James 
_ F. Willott and Russell L. Scontent. Sept. 18, 1968. cover title, iii+5+ [2] 

p. ll. 4° (Research work unit MF12.524.004—9011D.01.) 

545. Analyses of variety of visual problems encountered during naval opera- 
tions at night; iw Jo Ann S. Kinney, S. M. Luria, and Donald O. Weitz. 
man. Aug. 30, 1968. cover title, v+20+2 p. il. 4° (Research work unit 
MF12.524.004—9004.12.) 

546. Threshold of stapedius reflex to selected acoustic stimuli in normal human 
ears [with list of references]; by Lawrence J. Deutsch. Sept. 24, 1968. 
cover title, iv+27+[2] p. il. 4° (Research work unit MF12.524.004— 
9010D.01.) 

556. Performance effects of increased ambient pressure, 1. helium-oxygen satura- 
tion and excursion dive to simulated depth of 900 feet [with list of refer- 
ences]: by Benjamin B. Weybrew and James W. Parker. Nov. 1, 1968. 
cover title, iii+19+ [2] p. il. 4e (Research work unit MF12.524.004.- 
9009.02.) 

558. Light flashes, pupil size and visual performance, analysis of discomfort in 
use of electro-optical aids [with list of references] ; by Jo Ann S. Kinney, 
Leah T. Spitz, and S. M. Luria. Jan. 22, 1969. cover title, 1ii+10+ [2] 
p. il. 4° (Research work unit MF12.524.004.9013D.01.) 

561. Salivary thiocyanate secretion during fleet ballistic missile submarine patrol 
{with list of references] ; by R. P. Wray and W. R. Shiller. Jan. 27, 1969. 
cover title, iii+4+([2] p.4° (Research work unit MRO11.01-—5007.01.) 

562. Mammalian adaptations to diving [with list of references] ; by Michael B. 
Strauss. Jan. 28, 1969. cover title, v+31+2 p. il. 4° (Research work 
unit MRO11.01-5013.01.) 

563. Effect of rapid ere movement (dreaming) sleep deprivation on retention of 
avoidance learning in rats [with list of references] ;: by Chester A. Pearl- 
man. Feb. 3, 1969, cover title, tli+4+2 p. 4° (Research work unit 
MR011.01-—5010.01.) 

565. Short term clinical evaluation of clay containing dentifrice [with list of 
references] ; by William R. Shiller. Feb. 12, 1969. cover title, 1ii+9+2 p. 
4° (Research work unit MR005.19—-60564.01.) 


MINES BUREAU, Interior Dept. 
Washington, DC 20240 


Minerals yearbook, 1967; v. 4, Area reports, international; prepared by 
staff of Bureau of Mines. [1969.] ix+1036 p. [Also issued as H. doc. 232, 
90th Cong. 2d sess.] * Cloth, $5.75. @ Item 639 
L.C. card 33-26551 I 28.37 : 967/v.4 


Sulfur in 1968; [prepared in Mineral Resource Evaluation]. Dec. 16, 1968. 
1 p. 4° (Mineral industry surveys; Annual, preliminary.) 7 Mines 
Bureau, Pittsburgh, PA 15213 I 28.63/2 : 968/prelim. 


MOTOR CARRIER SAFETY BUREAU, Transportation Dept. 
Washington, DC 20591 


Analysis of accident reports involving fire, Jan—June 1968. [1969.] cover 
title, 14 p. 7 TD 2.302: Ac 2/968 


Motor carrier accident investigation reports. + TD 2.309: (nos. ) 
68-11. Mid-Continent Freight Lines, Inc. accident. Oct. 20, 1968, Kansas City, Mo. 
(1969.] [1] +11 p. il. 4° 
68-13. Paxton Trucking Company. accidents involving runaway trucks loaded 
with exploisves, Nov. 17 and 18, 1968, Markleeville, Calif. 


NARCOTICS AND DANGEROUS DRUGS BUREAU, Justice Dept. 
Washington, DC 20530 


Note.—The Narcotics and Dangerous Drugs Bureau was transferred from the 
Treasury Department to the Justice Department by Reorganization Plan 1 of 1968, 
effective Apr. 8, 1968. 

Workshop for college deans and campus security officials. [1969.] [6] p. il. 

narrow 8° + @ Item 967 J 24.2: W 89 
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NATIONAL AERONAUTICS AND SPACE ADMINISTRATION 
Washington, DC 20546 


8588 Index to management issuances [NASA policy directives and management 860 
instructions issued through Dec. 31, 1968]. Mar. 1969 edition. [1969.] 
cover title, [1]+39 p. 4° (NHB 1410.51.) [Supersedes NHB 1410.5H, 


June 1968.) + @ Item 830-F NAS 1.18/2: 969 $00 

NASA contractor report CR (series). NAS 1.26: (nos.) 

8589 1287. Theoretical studies of compressor noise [with bibliographies]; by M. V. 
Lowson. Mar. 1969. cover title, x+100 p. il. 4° [Prepared under con- 860 


tract NAS 1-6885 by Wyle Laboratories, Huntsville, Ala. Issued by orig- 
inator as Report WR 68-15.] Paper, $3.00. 

8590 12307. Recirculation effects produced by pair of heated jets impinging on ground 

plane [with list of references]; by Gordon R. Hall and Kenneth H. 
Rogers. May 1969. cover title, v+112 p. il. 4° [Prepared under con- 
tract NAS 1-—7834 by Northrop Corporation, Hawthorne, Calif.] % Paper, 
$3.00. 

591 1811. Initial radio-frequency gas heating experiments to simulate thermal en- 860 

vironment in nuclear light bulb reactor [with list of references]: by 
John S. Kendall, Ward C. Roman, and Paul G. Vogt. Apr. 1969. cover 
title, vi+100 p. il. 4° [Prepared under contract NASw-S847 by United 
Aircraft Corporation, East Hartford, Conn. Issued by originator as re- 
port G-910091-17.] Paper, $3.00. 860 

8592 1812. Theoretical investigations of R-F induction heated plasmas [with list of 
references] ; by Arthur E. Mensing and Laurence R. Boedeker. Apr. 1969. 
cover title, vi+75 p. il. 4° [Prepared under contract NASw-847 by 
United Aircraft Corporation, East Hartford, Conn. Issued by originator 
as report G—910091-18.] Paper, $3.00. 

8593 1314. Experimental investigation of spectral emission characteristics of argon- 

tungsten and argon-uranium induction heated plasmas [with list of 

references] ; by Pierre J. Marteney, A. E. Mensing, and N. L. Krascella. 

Apr. 1969. cover title. v+45 p. il. 4° [Prepared under contract NASw- 860 

847 by United Aircraft Corporation, East Hartford, Conn. Issued by orig- 

inator as report G-910092-1.] Paper, $3.00. 

8594 1315. Nuclear studies of nuclear light bulb rocket engine [with list of references] : 861 
by Thomas S. Latham. Apr. 1969. cover title, vi+-76 p. il. 4° [Prepared a 
under contract NASw-847 by United Aircraft Corporation, East Hart- 
ford, Conn. Issued by the originator as report G-910375-3.] Paper, 861 
$3.00. 

8595 1318. Remote information retrieval facility; by Roger K. Summit. Apr. 1969. 
cover title, vi+44 p. fl. 4¢ [Prepared under contract NASw—1454 by 
Lockheed Aircraft Corporation, Palo Alto, Calif. Issued by originator 861 
as report N-07-68-1.] Paper, $3.00. 

8596 1324. Zero thermal expansion composites of high strength and stiffness [with 
list of references]: by Norris F. Dow and B. Walter Rosen. May 1969. 861. 
cover title, vi+82 p. il. 4° [Prepared under contract NAS 1-7659 by 
General Electric Company, Philadelphia, Pa. Annual report on program 
entitled “The performance of study of applications of composite ma- 861 
terials to aerospace structural design.” & Paper, $3.00. 

8597 1327. TEo, mode reflection coefficient of ground-plane mounted parallel-plate 
waveguide illuminating reflecting sheet [with list of references] ; by E. L. 
Tsai and R. C. Rudduck. May 1969. cover title, v+24 p. il. 4° [Pre- 
pared under grant NGR 36—008-005 by Ohio State University, Columbus, 
Ohio. Issued by originator as technical report 1691-30.] 4 Paper, $3.00. 861 

S598 1341. Experimental investigaticn in annular cascade sector of highly loaded tur- 
bine stator blading: v. 3, Performance of tandem blading [with list of 
references]: by James L. Bettner. May 1969. cover title, ix+65 p. il. 4¢ 
{Prepared under contract NAS 3-9404 by General Motors, Indianapolis, 861 
Ind.] % Paper, $3.00. 

8599 1342. Fxperimental investigation of advanced concepts to increase turbine blade 
loading: 4, Performance evaluation of plain rotor blade with plow type 
vortex generators [with list of references] : by H. G. Lueders. Apr. 1969. 861 
cover title, v+42 p. fl. 4° [Prepared under contract NAS 3-—7902 by 
Allison Division, General Motors, Indianapolis, Ind.] Paper, $3.00. 

8600 1347. Reliability handbook for silicon monolithic microcircuits: v. 2. failure 861! 
mechanisms of monolithic microcircuits; by Wilburn O. Shurtleff. Apr. 
1969. cover title, [39] p. 4° [Prepared under contract NAS 8—20639 by 
Texas Instruments Incorporated, Dallas, Tex. Issued by originator as re- 


Pp 


port 03—67-04.] Paper, $3.00. 862% 
8601 1348. Reliability handbook for silicon monolithic microcircuits, v. 3, Failure anal- 

ysis of monolithic microcircuits [with list of references] ; by Wilton L. 

Workman. Apr. 1969. cover title, [199] p. il. 4° [Prepared under con- 862: 


tract NAS 8—20639 by Texas Instruments Inc., Dallas, Tex. Issued by 
originator as Report 03—67-—04. Some illustrations are colored.] % Paper, 
.00 


8602 1363. Hydrodynamic stability of inviscid rotating coaxial jets [with list of ref- 862: 
erence]: by S. Leibovich. May 1969. cover title. 11i1+31 p. fl. 4° [Pre- 
pared under grant NGR-33010—042 by Cornell University, Ithaca, N.Y.] 
¢@ Paper, $3.00. 
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8603 


8604 


8605 


8606 


8607 


8608 


8609 


8610 


8611 


8617 


8618 


8619 


8620 


8621 


8622 


JunE 1969 


1368. On minimizing wake of droplets [with list of references] ; by Franklin K. 
Moore. May 1969. cover title, iii+16 p. il. 4° (Prepared under grant 
NGR-33-010-042 by Cornell University, Ithaca, N.Y.) # Paper, $3.00. 


NASA EP (series). @ Item 830-G NAS 1.19: (nos. ) 
55. Spacecraft tracking; by William R. Corliss. [1969.] [6]+18 p. il. 4° [Title 
on cover is: America in space/the first decade.] * Paper, 40c. 
L.C. card 71—601808 ; 
68. Code name, Spider, flight of Apollo 9; [Prepared by Office of Public Affairs. ] 
[1969.] cover title, 16 p. il. oblong 32° [Text and other illustrations on 
p. 1-8 of cover. Some illustrations are colored.] * Paper, 40c. 
NASA SP (series). NAS 1.21: (nos.) 
176. EXAMETNET data report series: [Experimental InterAmerican Meteoro- 
logical Rocket Network] annual report, 1967. 1969. [193] p. il. 4° 
(Scientific and Technical Information Division, Office of Technology 
Utilization.) [Prepared under contract for NASA’s Wallops Station and 
EXAMETNET Executive Committee by Shellenger Research Laborator- 
ies, University of Texas at El Paso. Foreword is in English, Spanish, 
and Portuguese.] Paper, $3.00. 
L.C. card 74—601814 
5071. Induction heating advances, applications to 5800° F [with bibliographies] ; 
by A. F, Leatherman and D. E. Stutz. 1969. v+41 p. il. ({Technology 
Utilization] ; Technology Utilization Division, Office of Technology 
Utilization.) * + 30c. @ Item 830-I 
L.C. card 75—60016 
5072. Air-pollution-monitoring instrumentation, survey [with bibliographies] ; 
by Alvin Lieberman and Peter Schipma. 1969. vi+74 p. il. ({Technology 
utilization] ; Technology Utilization Division. Office of Technology Uti- 
lization.) [Prepared for NASA under contract NASw-1716 by IIT Re- 
search Institute Technology Center, Chicago, Ill.] * Paper, 40c. 
@ Item 830-I 
L.C. card 79—-600163 


NASA technical note TN (series). NAS 1.14: D-(nos.) 
D-4930. Log-a-posteriori probability metric for use in sequential decoding [with 
list of references] ; by T. V. Saliga. Apr. 1969. cover title, iii+22 p. 

il. 4° ab ong .00. 

D-5006. View factors for toroids and their parts [with list of references] ; by 
Norman T. Grier and Ralph D. Sommers. Apr. 1969. cover title, ii+-86 
p. il. 4° Paper. $3.00. 

D-5044. FORTRAN program for calculating velocities and streamlines on blade- 
to-blade stream surface of a tandem blade turbomachine [with list of 
references]; by Theodore Katsanis and William D. McNally. Mar. 
1969. cover title, v+109 p. il. 4° Paper, $3.00. 

D-5051. Scaled lunar module jet erosion experiments [with list of references] ; 
by Norman 8S. Land and Harland F. Scholl. Apr. 1969. cover title, 
[1] +42 p.il.4° ¢ Paper, $3.00. 

D-5052. Computation of topside ionograms from N(h) profiles [with list of 
references] ; by Lawrence Colin, Kwok-Long Chan, and Jack G. K. Lee. 
Apr. 1969. cover title, [1] +32 p.il.4° # Paper, $3.00. 

D-5067. Optical model analysis of proton scattering in range 16 to 22 Me V [with 
list of references] ; by Edmund T. Boschitz. Apr. 1969. cover title, 
ii+35 p.il.4¢ ? Paper, $3.00. 

D-5081. Performance characteristics of Agsite astronaut backpack antenna [with 
bibliographies] ; by Jefferson F. Lindsey III. May 1969. cover title, 
1i+20 p.il.4° Paper, $3.00. 

D-5091. FORTRAN program for calculating velocities in magnified region on 
blade-to-blade stream surface of turbomachine [with list of refer- 
ences] ; by Theodore Katsanis and William D. McNally. Apr. 1969. 
cover title, iii+-81 p.il.4° Paper, $3.00. 

D—5092. Design and fabrication of counterflow double-containment tantalum- 
stainless steel mercury boiler [with list of references] ; by Laurence 
W. Gertsma and David W. Medwid. May 1969. cover title, ii+36 p. 
il.4° # Paper, $3.00. 

D-5100. Solar effects on VHF communications between synchronous satellite 
relay and earth ground stations; by Sheldon Wishna and James R. 
Greaves. Apr. 1969. cover title, ili+8 p.il.4° & Paper, $3.00. 

D-5106. Design and uncertainty analysis of improved total hemispherical emit- 
tance transient calorimeter [with list of references]; by William R. 
Wade and Donald J. Progar. Mar. 1969. cover title, [1] +20 p. il. 4° 
® Paper, $3.00. e 

D-5112. Symbol-oriented failure analysis in multicomponent systems [with iist 
of references] ; by Milton C. Weinstein and W. W. Happ. Apr. 1969. 
cover title, [2]+14p.4° # Paper, $3.00. 

D-—5118. Response of infinite elastic plate to axisymmetric initial velocity dis- 
tributions with application to hypervelocity impact [with list of 
references] ; by Robert J. Hayduk. Apr. 1969. cover title, [1] +28 p. 
il.4° Paper, $3.00. 

D-5119. Annealing of 22-, 40-, and 158-MeV proton damage in n- and p-type 
silicon [with list of references] ; Marvin E. Beatty III and Gerald F. 
Hill, Apr. 1969. cover title, [1]+25 p. il. 4° © Paper, $3.00 
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D-5126. 


D-5130. 


D-5133. 


D-5134. 


D-5135. 


D-5144. 


D—5145. 


D-5147. 


D-5148. 


D-—5150. 


D-5153. 


D-5154. 


D-5156. 


D-5160. 


D-5161. 


D-5175. 


D-5176. 


D—-5180. 


D-5181. 


D-5183. 


D-—5184. 


D-5194. 


D-5195. 


Exploding wire initiation and electrical operation of 40—-kV system for 
are-heated drivers up to 10 feet long [with list of references] ; by 
Robert E. Dannenberg and Anthony F. Silva. Apr. 1969. cover title, 
{1} +40 p.il.4° ¢ Paper, $3.00. ; a 

Simplified theory and transducer potentialities of “‘pinch effect” in semi- 
conductors [with list of references] ; by Ernest E. Pittelli and Wilhelm 
Rindner. Apr. 1969. cover title, [1]+20 p. il. 4° Paper, $3.00. 

Performance of N/P silicon and cadmium sulfide solar cells as affected 
by hypervelocity particle impact [with list of references] Be A Robert 
L. Bowman, Michael J. Mirtich and John R. Jack. Mar. 1969. cover 
title, ii+14 p.il.4° Paper, $3.00. 

Overall performance of tandem-bladed inducer tested in water [with 
list of references]; Richard F. Soltis, Donald C. Urasek, and Max J. 
Miller. May 1969. cover title, ii+37 p. il. 4° Paper, $3.00. 

Crater characteristics of 11 metal alloys under hypervelocity impact 
including effects of projectile density and target temperature [with 
list of references]; by Nestor Clough, Seymour Lieblein, and A. R. 
McMillan. Apr. 1969. cover title, 1i+26 p. il. 4° # Paper, $3.00. 

Parametric analysis of surface temperatures of paraboloidal solar 
concentractors in space [with list of references} ; by Robert J. Platt, 
jr. Apr. 1969. cover title, [1] +67 p. fl. 4° Paper, $3.00. 

Mechanical properties and column behavior of thin-wall Be-38A1 alloy 
tubing [with list of references]; by Donald R. Rummler. Apr. 1969. 
cover title, [1] +47 p. il.4° % Paper, $3.00. 

Forces and moments due to air jets exhausting parallel to large flat 
plates in near vacuum [with list of references] ; by Joseph J. Janos 
and Sherwood Hoffman. Apr. 1969. cover title, [1]+25 p. il. 4° 
@ Paper, $3.00. 

Investigation of class of bodies that generate far-field sonic-boom shock 
strength and impulse independent of body length and volume [with 
list of references] ; by Raymond L. Barger and Frank L. Jordan, jr. 
May 1969. cover title, [1]+15p.il.4° #% Paper, $3.00. 

Simulation studies for planning in-flight experiment to define manual 
guidance and control techniques for large launch vehicles [with list 
of references] ; by Delamar M. Watson, Gordon H. Hardy, and Glenn 
W. Stinnett. Apr. 1969. cover title, [3]+20 p. il. 4° # Paper, $3.00. 

Use of pilot rating in evaluation of aircraft handling qualities [with 
list of references] ; by George E. Cooper and Robert P. Harper, jr. 
Apr. 1969. cover title, [1]+52 p. il. 4° Paper, $3.00. 

Effects of temperature and electrolyte concentration on performance 
of fuel cell of Bacon type [with list of references] ; by Robert EB. Post. 
Apr. 1969. cover title, 11+ 29 p.il.4° 4 Paper, $3.00. 

Experimental bending strength of an Atlas LV—3C boster beyond com- 
pressive skin wrinkling [with list of references] : by Robert P. Miller. 
Apr. 1969. cover title, ii+55 p.il.4° % Paper, $3.00. 

Leading-edge effects on laminar flat-plate boundary layer and aerody- 
namic heating at Mach 10.4 [with list of references] ; by Howard W. 
Stone. May 1969. cover title, [1]+32p.il.4° # Paper, $3.00. 

Vibration of shaft face seals and stabilizing effect of viscous and fric- 
tion damping [with list of references]: by Thomas N. Strom, Lawr 
ence P. Ludwig, and John C. Hudelson. Apr. 1969. cover title, 1i+18 
p.il.4° Paper, $3.00. 

Investigation of direct side-force maneuvering system of deflected jet 
VTOL aircraft [with list of references]; by Terrell W. Feistel, Ron- 
ald M. Gerdes, and Emmett B. Fry. Apr. 1969. cover title, [1] +14 p. 
il.4° # Paper, $3.00. 

On some numerical difficulties in integrating equations for one-dimen- 
sional nonequilibrium nozzle flow [with list of references] ; by Harverd 
Lomax, Harry E. Bailey, and Franklyn B. Fuller. Apr. 1969. cover 
title, [1]+37 p. il. 4° © Paper, $3.00. 

First-order solutions for mutual coupling between waveguides which 
propagate 2 orthogonal modes [with list of references] : by R. J. Mail- 
loux. May 1969. cover title, [2] +24 p.il.4° # Paper, $3.00. 

Absorption of infrared radiation by ice cryodeposits [with list of refer- 
ences]; by Stephen V. Pepper. Apr. 1969. cover title, 1i+20 p. il. 4° 
# Paper, $3.00. 

Development of experimental silicon carbide backward diode operable 
to 1000°K [with list of references] ; ny, Bichara Farrell. Apr. 1969. 
cover title, [2] +5 p.fl.4¢ ¢ Paper, $3.00. 

Synthesis of novel lyimide precursor [with list of references]; by 
Peter Delvigs. Li-Chen Hsu, and Tito T. Serafini. Apr. 1969. cover title, 
ii+14p.il.4° # Paper, $3.00. 

Use of integral transforms in estimation of time variable parameters 
{with list of references] ; by Henry C. Lessing and D. Francis Crane. 
May 1969. cover title, iii+44p. il. 4° 4 Paper, $3.00. 

Creep-rupture data for welded N—155 tubes [with list of references] ; by 
Richard E. Morris. May 1969. cover title, 1i+29 p. il. 4° Paper, 


$3 


A Determination of oxygen in lithium by vacuum distillation method [with 


lst of references] ; by Randall F. Gahn. May 1968. cover title, ii+11 
p.il.4° % Paper, $3.00. 
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8647 D-5199. Wind-tunnel investigation of aerodynamic characteristics of twin-keel 
parawing [with list of references]; by George M. Ware. May 1969. 
cover title, [1]+28 p.il.4° @ Paper, $3.00. 

8648 D-5200. Computer simulation of cylindrical galaxy [with list of references]; by 
Frank Hohl. May 1969. cover title, [1]+49 p. il. 4° Paper, $3.00. 

8649 D-5202. Heave response of plenum air cushion ry passive and active con- 
trol concepts [with list of references) ; Jack D. Leatherwood, 
rw iw V. Dixon, and David G. Stephens. Nay 1969. cover title, [1] 

p.il.4° # Paper, $3.00. 

8650 D-5209. Photographic study of bromine jet flowing in coaxial airstream and 
impinging on stagnation surface [with list of references] ; by Charles 
C. Masser and Maynard F. Taylor. May 1969. cover title, i+19 p. il. 
4° # Paper, $3.00. 

8651 D-5211. Analysis of gold sphere transmission experiments at 24-keV neutron 
energy using spin-dependent s-wave statistics [with list of references] ; 
Teo T. Semler. May 1969. cover title, ii+20 p. il. 4° Paper, 


8652 D-—-5214. Characterization of pressure perturbations induced in rocket combustor 
by a machine gun [with list of references] ; by Daniel E. Sokolowski, 
David W. Vincent, and EB. William Conrad. May 1969. cover title, iii 
+44 p.il.4° # Paper, $3.00. 

8653 D-5217. Analysis of electron analog simulation of ion containment in magnetic 
fields [with list of references] ; by Nelson L. Milder and Harold Kauf- 
man. May 1969. cover title, i+30 p.il.4° 4 Paper, $3.00. 


NASA technical report R (series). NAS 1.12: (nos.) 

8654 304. Direction cosine computational error (ve list of references] ; by John W. 
Jordan. Mar. 1969. cover title, [1]+103 p. il. 4° % Paper, $3.00. 

8655 307. Vinti dynamical problem and geopotential {with list of references]; by 


Diarmuid O’Mathuna. Apr. 1969. cover title, iii+83 p. il. 4° # Paper, 


8656 308. Search for gamma-rays from Crab nebula using digitized spark chamber 
{with list of references] : by Donald Avery “Kniffen, May 1969. cover 
title, iii+70p.il.4¢ Paper, $3.00. 

8657 309. Parametric analysis of microwave and laser systems for communication and 
tracking, summary [with bibliographies]; by F. Kalil. Apr. 1969. cover 
title, iii+% p.il. 4° # Paper, $3.00. 


NASA technical translation TT (series). 
8658 F-555. Dynamics of spatial motion of aircraft [with list of references] ; § 
Byushgens and R. V. Studnev. Apr. 1969. cover title, xii+[(2]+ 216 Dp. 
il. 4° [Translation of Dinamika_prostranstvennogo ig 


samoleta, Mashinostroyeniye Press. Moscow, 1967.] Paper, 
NAS 1.13/2: F-555 


n*" 
ae 


8659 Opportunities for participation in space flight _ investigations, NHB 
8030.1A, memorandum change 15. Nov. 21, 1968. 2 p. 4° * Paper, $1.75 
(including basic handbook and supplementary material for one year) ; 
50c. additional for foreign mailing. @ Item 830-F 

NAS 1.18: Sp 1/2/ch.15 

8660 Opportunities for participation in space flight investigations, NHB 8030.14, 
memorandum change 16. Dec. 17, 1968. 2 p. 4° * Paper, $1.75 (including 
basic handbook and supplementary material for one year) ; 50c. addi- 
tional for foreign mailing. @ Item 830-F NAS 1.18: Sp 1/2/ch.16 


NATIONAL AERONAUTICS AND SPACE COUNCIL, Executive Office 
of the President, Washington, DC 20502 


8661 United States aeronautics & space activities 1968, report to Congress from 
President of United States. [1969.] cover title, vi+116+ [6] p. il. 4° 
[The last 6 pages are left blank for notes. Also issued as H. doc. 55, 91st 
Congress, Ist session.] * Paper, $1.25. @ Item 856—-D 
L.C. card 59-60497 PrEx 5.9 : 968 


NATIONAL ARCHIVES AND RECORDS SERVICE, General Services 
Administration, Washington, DC 20408 


General information leaflet. 
8662 2. Regulations for public use of records in National Archives and Records Serv- 
ce. [1969.] iv+17 p. narrow 8° ([69-8.]) [Reprinted from Federal 
Register, Mar. 22, 1968: Jan. 7, 1969.] + @ Item 569 GS 4.22: 2 
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National Archives Microfilm publications: Pamphlet accompanying micro- 
copy. (National Archives.) 


S663 701. Letters sent by Department of Justice, instructions to U.S. attorneys and 
marshals, 1867-1904; [prepared by Norman D. Moore]. es cover 
title, 7 p. ¢ GS 4.20: 701 


8664 Records management handbvok: Managing emergency preparedness files, 
Federal vital records program. 1968. v+16 p. il. 4° ({FPMR 101-11; 
Federal stock no. 7610—-543-7722]; Office of Federal Records Center.) 
* Paper, 20c. @ Item 569-B 
L.C. card 79-601826 GS 4.6/2 : R 24/968 


NATIONAL BUREAU OF STANDARDS, Commerce Dept. 
Gaithersburg, MD 20760 


Handbook. 
8665 105—1. Specifications and tolerances for reference standards and field standard 
weights and measures, 1. Specifications and tolerances for field standard 
weights (NBS class F); [by] Thomas M. Stabler. Apr. 1969. iv+6 p. 
il, 4° [Issued in looseleaf form.] * Paper, 25c. @ Item 245 
L.C. card 68—62645 C 13.11: 105-1 


8666 Measurement users bulletin no. 4, supplement to NBS special publication 
250, 1968 edition. Apr. 1969. 6+ [26] p. 4° [Issued with perforations. ] 


+ @ Item 247 C 13.10 : 250/3/supp.-3 
National standard reference data series NSRDS-NBS. 

8667 13. Errata to accompany Hydrogenation of 190011 on metallic catalysts, by 

Juro Horiuti and Koshiro Miyahara. [1969.] 1 p. 4° ¢ @ Item 248-B 

C 13.48 : 13/errata 

Special publications. @ Item 247 C 13.10: (nos.) 

S568 303. Mechanical and thermal properties of ceramics, proceedings of symposium 


held at Gaithersburg, Md., Apr. 1-2, 1968, sponsored by American 
Ceramic Society, American Society for Testing and Materials and Na- 
tional Bureau of Standards. [with lists of references] ; edited by J. B. 
Wachtman, jr. May 1969. vii+268 p. il. 4° * Cloth, $4.25. 
L.C. card 75-601884 

S669 313. Making vaiuable measurements, proceedings of 1968 standards laboratory 
conference, presented by National Conference of Standards Laboratories, 
Aug. 26-29, National Bureau of Standards, Boulder, Colo., [with bibliog- 
raphies]: H. L. Mason, editor. May 1969. vi+177 p. il. 4° * Paper, 
$1.50 (incorrectly given in publication as $.150.) 


8670 Talk presented by Dr. Allen V. Astin, director, NBS, at annual banquet 
of Beta Epsilon Chapter, Phi Lambda Upsilon, Drexei Institute of Tech- 

nology, Philadelphia, Pa., Apr. 8, 1969. [1969.] 16 p. 4° 7 
C 13.35: As 8/2 


Technical notes. @ Item 249-A C 18.46 : (nos. ) 
8671 370. Calibration principles and pasate for field strength meters (30 Hz to 
1 GHz) [with list of references]; by Harold E. Taggart and John L. 


Workman. Mar. 1969. vi+151 p. il. 4° (Radio Standards Engineering 
Division, Institute for Basic Standards, NBS, Boulder, Colo.) * Paper, 
$1. 

8672 483. C eaateas tion and operation of simple high- _——e copper-point black-body 
and furnace [with list of references] ; R. D. Lee. May 1969. [1]+ 
15 p. il. 4° (Heat Division, Institute _# Basic Standards.) * Paper, 
30¢. 


NATIONAL CENTER FOR SOCIAL STATISTICS, Health, Education, 
and Weifare Dept., Washington, DC 20201 


Note.—The National Center for Social Statistics was established as part of 
Social Rehabilitation Service to provide staff coordination, direction, and advice for 
all statistical activities and programs for SRS 
8673 Medical assistance financed under public assistance titles of Social security 
act, Aug. 1968. [1969.] 6+ [27] p. 4° (NCSS report B-1 (8/68).) [Is- 
sued with perforations.] 7 FS 17.616 : 968-3 


8674 Public assistance, vendor payments for medical care by type of service, 
fiscal year ended June 30, 1968. [2] p. 4° (NCSS report B-2 (FY 68).) 
[Issued with perforations.] + FS 17.617 : 968 
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8675 


8676 


8677 


8678 


8679 


8680 


8681 


8682 


8684 


JUNE 1969 


Statistical report on social services, Form FS—2069, quarter ended Mar. 31, 
1968. [1969.] [16] p. 4° (NCSS report E-1 (1-3/68).) [Issued with 
perforations.] f FS 17.628 : 968 


NATIONAL COUNCIL ON MARINE RESOURCES AND ENGINEERING 
DEVELOPMENT, Executive Office of the President, Executive Office 
Building, Washington,DC 20500 


Federal planning guide for MAREP marine environmental prediction, 
executive summary [with list of references]; prepared by AD HOC 
Marine Environmental Prediction Task Group for Interagency Commit- 
tee on Ocean Exploration and Environmental Services. Jan. 1, 1969. [15] 
+xi+260 p. il. 4° [Issued with perforations] + @ Item 1070-H 
L.C. card 76-601895 PrEx 12.8: M33 


NATIONAL ENDOWMENT FOR THE ARTS, National Foundation on 
the Arts and the Humanities, Washington, DC 20506 


National Endowment for the Arts and National Council on the Arts, annual 
report for fiscal year June 30, 1968. [1969.] v+77 p. il. * Paper, 40c. 
@ Item 831-B-2 
L.C. card 76-601527 NF 2.1: 968 


NATIONAL GALLERY OF ART, Smithsonian Institution 
Washington, DC 20560 


Brief guide to National Gallery of Art of United States of America, Wash- 
ington, D.C. [1969.] 30+[2] p. il. ¢ @ Item 917 SI 8.8: N 21/969 
Catalogue of color reproductions, books and catalogues, educational ma- 
terials from Publications Fund, National Gallery of Art. [1969.] [2] 
leaves+58 p. ¢ 
L.C. card 74-601857 SI 8.2: C 28 


NATIONAL Be ARD BUREAU, Defense Dept. 
Washington, DC 20310 


NGB pamphlets. £ @ Item 358 D 12.8: (nos. ) 
44-2. Announcement of winners, National Guard Association trophy, Pershing 
trophy, National Guard (State) trophy. [Mar. 20, 1969.] cover title, 3 
p. 4° [Issued with perforations. Supersedes NGB pamphlet 44-2, May 
30, 1968.] 
50-3. i SY administration, formulation of State operating budget. [Mar. 30, 
969.] cover title, 36 p.4° [Issued with perforations. 


NATIONAL HIGHWAY SAFETY BUREAU, Transportation Dept. 
Washington, DC 20591 


National Highway Safety Bureau contracts, fiscal year 1968. [1969.] cover 
title, [3] +111 p. [Text on p. 2 of cover.] 
L.C. card 76-601828 TD 2.202: C 76/2/968 


NATIONAL INSTITUTES OF HEALTH, Health, Education, and 
Welfare Dept., Bethesda, MD 20014 


Allied health professions personnel training act of 1966, as amended, re- 
port to the President and Congress. [1969.] x+159 p. il. 4° (Bureau of 
Health Professions Education and Manpower Training, Division of 
Allied Health Manpower, Bethesda, Md.) + @ Item 507 
L.C. card 77-601871 FS 2.22: A 15/2 

Current population research, 1966, report no. 1. Dec. 1968 [published 1969]. 
xvi+[1]+190 p. 4° (NICHD-CSR-66; National Institute of Child 
Health and Human Development, Scientific Information Centers 
Branch.) * @ Item 506—-A-4 
L.C, card 70-601848 FS 2.22/61:1 
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GovERNMENT PUBLICATIONS 


8685 Fibrinolysis, thrombolysis, and blood clotting, bibliography, annual com- 
pilation, 1968. [1969.] [1153] p. 4° (National Heart Institute.) [Pre- 
pared in cooperation with National Library of Medicine.] { @ Item 
506-A-3 
L.C. card 67-62840 S 2.22/13-6 : 968 

Framingham study, epidemiological investigation of cardiovascular dis- 
ease. [Sept. 1968, published 1969]. @ Item 507 FS 2.22: F 84/sec. (nos.) 


8686 sec. 12. [Incidence of angina pectoris uncomplicated by sex, age and level of 
characteristic at exam for 22 characteristics]. cover title, [166] p. 4° 
[Issued in looseleaf form.] * Paper, $1.50. 


8687 see. 13. [Incidence of sudden egy from coronary heart disease by sex, age and 
level of characteristic exam for 22 characteristics]. cover title, [166] 
p. 4° * Paper, $1.50. 

8688 see, 14 [ Theide nee of non-sudden death from coronary heart disease by sex, age 
and level of characteristic at exam for 22 characteristics]. cover title, 
[166] p.4° * Paper, $1.50. 

8689 sec. 15. [Incidence of cerebrovascular accident by sex, age and level of character- 


istic at exam for 22 5 me cover title, [166] p. 4° [Issued 
in looseleafform.] * ra 

8690 sec. 16. [Incidence of brain infarction by a. age and level of characteristic at 
exam for 22 characteristics. 7 cover title, [166] p. 4° [Issued in 
looseleaf form.] * Paper, $1.50. 

8691 sec. 17. [Incidence of intermittent claudication by sex, age and level of charac- 
teristic at exam for 22 characteristics]. cover title, [166] p. 4° [Is- 
sued in looseleafform.] * Paper, $1.50. 

8692 sec. 18. [Incidence of congestive heart failure by sex, age and level of character- 
istic at exam for 22 characteristics]. cover title, [166] p. 4° [Issued 
in looseleafform.] * Paper, $1.50. 

8693 sec. 19. [Incidence of death by sex, age and level of characteristic at exam for 22 
characteristics]. cover title, [166] p. 4° [Issued in looseleaf form.) 
* Paper, $1.50. 

8694 sec. 20. [Incidence of death from coronary heart disease by sex, age and level of 
characteristic at exam for 22 characteristics]. cover title, [166] p. 4° 
{Issued in looseleafform.] * Paper, $1.50. 

8695 sec. 21. [Incidence of death from cardiovascular disease other than coronary 
heart disease by sex, age and level of characteristics]. cover title, [166] 
p.4° [Issued in looseleafform.] * Paper, $1.50. 

8696 sec. 22. [Incidence of death from cause other than cardiovascular disease by sex, 
age and level of characteristic at exam for 22 characteristics]. cover 
title, [166] p. 4° [Issued in looseleaf form.] * Paper, $1.50. 


8697 Medical and health related sciences thesaurus. [Apr. 1969.] vi+460 p. 4° 


({Public Health Service publication 1081.]) + @ Item 483—-D 
L.C. card 71-601859 FS 2.88: M 46/969 


8698 National Cancer Institute, clinical, research, and staff associate, informa- 
tional bulletin, 1969. [1969.] cover title, vi+32 p. il. 4° + @ Item 507 
FS 2.22: N 21/7/969 


8699 Short-term training courses under professional nurse traineeship program 
of Public Health Service. Revised Feb. 1969. [1969.] [2]+6+[1] p. 
({ National Institutes of Health, Bureau of Health Professions Educa- 
tion and Manpower Training, Division of Nursing.]) [Supplement B to 
Public Health Service publication 1154-1.] + @ Item 485 
FS 2.2: N 93/38/supp./969 


NATIONAL LABOR RELATIONS BOARD 
Washington, DC 20570 


8700 Jurisdictional guide. [1969.] iii+8 p. narrow 8° * Paper, 10c. @ Item 
827-A LR 1.6/2: J 97/967 


8701 National Labor Relations Board, field manual, revision 4; Mar. 12, 1969. 
(1969.] [65] p. [Issued in looseleaf form.] * Paper, $2.00 (including 
basic manual and supplementary material for an indefinite period) ; 50c. 
additional for foreign mailing. @ Item 827-A LR 1.6/3 : 967/rev.4 


8702 Representation law: Responsive approach to exercise of employee rights 
[address] by John H. Fanning, Member, National Labor Relations Board 
at Pacific Coast Labor Law Conference, sponsored by University of 
Washington School of Law and Labor Law Section of Seattle-King 
County Bar Association, Seattle, Wash., Apr. 18, 1969. 1969. [1]+28+ 
vp.4° (R-1139.) f LR 1.7: F 21/21 
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8704 


8705 


8706 


S707 


8708 


S709 


8714 


JuNE 1969 


“To protect rights of the public,” the National Labor Relations Board 
provides for working men & women, employers & unions (large & small). 
[1969.] [8] p. il. narrow 8° + @ Item 827 LR 1.2: P 96/969 


NATIONAL LIBRARY OF MEDICINE, Health, Education, and 
Welfare Dept., Bethesda, MD 20014 


Guide to MEDLARS services. [Revised Mar. 1969.] [1969.] [3]+15+[8] 
p. 4° ({Public Health Service publication 1694.]) + @ Item 508-K 
L.C. card 79-601562 FS 2.217 : M 46/969 


NATIONAL MUSEUM, Smithsonian Institution 
Washington, DC 20560 


Bulletins. @ Item 919 SI 3.3: (nos.) 
247. Fossil marine mammals from Miocene Calvert Formation of Maryland and 
Virginia; by Remington Kellogg [title page and contents]. 1969. iii p. 

4° f 


258. Gammaridean Amphipoda of rocky intertidal of California: Monterey Bay 

to La Jolla [with list of literature cited ; by] J. Laurens Barnard. 1969. 

x+230 p. il. ({Museum of Natural History. ]) * Paper, $1.50. 

L.C. card 72—601598 

269. United States army headgear to 1854, catalog of er ac States army uni- 
forms in collections of Smithsonian Institution, v. {with bibliography ; 
by] Edgar M. Howell, Donald E. Kloster, 1969. xii+ 35 p. il. 4° (Museum 
of History and Tec hnology. ) * Cloth, $2.75. 
L.C. ecard 73-601 

271. Families and genera of marine gammaridean Amphipoda [with list of litera- 
ture cited]; by J. Laurens Barnard. 1969. vi+535 p. il. 1 pl. ({Museum 
of Natural History. ]) * Paper, $3.25. 
L.C. card 78-601594 

292. Bredin-Archbold-Smithsonian biological survey of Dominica: Freshwater 
and terrestrial decapod crustaceans of West Indies with special reference 
to Dominica [with list of literature cited; by] Fenner A. Chace, jr., and 
Horton H. Hobbs, jr. 1969. v+258 p. il. 5 p. of pl. ({Museum of Natural 
History.]) * Paper, $1.75. 
L.C. card 70-601805 

294. Cetothere skeletons from Miocene Choptank formation of Maryland and 

Virginia [with list of literature cited; by] Remington Kellogg. 1969. 

vii+40 p. il. 25 p. of plates, 4° (Museum of Natural History.) * Paper, 


$1.50. 
L.C. card 70-601557 


NATIONAL PARK SERVICE, Interior Dept. 
Washington, DC 20242 


Abraham Lincoln Birthplace National Historic Site, Ky. [Revised Dec. 
1968.] [1969.] [2] p. il. large 8°, folded into narrow 24° + @ Item 650 
I 29.21: Ab 8/4/969 


Adams National Park Historic Site. [1969.] [10] p. il. narrow 8° 
* Paper, 10c. @ Item 650 I 29.21: Ad 1/969 


Administrative history, Fort Donelson National Military Park, Dover, 
Tenn. [with bibliography]: by Gloria Peterson. June 30, 1968. [2]+ii+ 
116 leaves, 14 pl. 4° (Division of History, Office of Archeology and 
Historic Preservation.) tf 
L.C. ecard 71-601796 

Administrative history of Abraham Lincoln Birthplace National His- 
toric Site, Hodgenville, Ky. [with bibliography]; by Gloria Peterson. 
Sept. 20, 1968. [3]+-107 leaves, 21 pl. 4° (Division of History, Office of 
Archeology and Historic Preservation.) ¢{ 

L.C. card 73-601791 129.2: Ab8 

Battle of Sullivan’s Island and capture of Fort Moultrie, documented nar- 
rative and troop movement maps, Fort Sumter National Monument, 
South Carolina [with bibliography]; by Edwin C. Bearss. June 30, 1968. 
[21+ii+149 leaves, 8 pl. 4 maps. 4° (Division of History, Office of 
Archeology and Historic Preservation.) ¢f 
L.C. card 76-601836 I 29.2: Su5 


I 29.2: F 77d 
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8732 


8733 
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Big Hole National Battlefield, Mont. [Revised Apr. 1968.] wae [8] p. il. 
narrow 8° * Paper, 10c. @ Item 650 I 29.21: B 48/968 


Castillo de San Marcos and Fort Matanzas, National Monuments, Fa., 
historical research management plan; [prepared by Luis R. Arana [and 
others}]]. Dec. 10, 1967. cover title, [3]+87 leaves. il. 4° (Office of 
Archeology and Historic Preservation.) { 

L.C. card 77-601804 129.2: C27 

City of Refuge [National Historical Park]. [Revised 1969.] [1969.] [8] p. 
il. narrow 8° * Paper, 10c. @ Item 650 1 29.21: C 49/969 


Colorado National Monument. [1969.] [8] p. il. narrow 8° * Paper, 10c. 
@ Item 650 I 29.21: C 72/2/969 

Everglades National Park, Fla. [1969.] [2] p. il. oblong large 8° folded 
into narrow 24° size. + @ Item 651 1 29.6: Ev 27/3/969 

First two Fort Moultries, structural history, Fort Sumter National Monu- 
ment [with bibliography]; by Edwin C. Bearss. June 30, 1968. [1]+vi 
+86 leaves, 8 pl. 4° (Division of History, Office of Archeology and His- 
toric Preservation. ) 
L.C. card 75-601825 1 29.2: F 77 mo 


Fort Laramie National Historic Site. [Revised Jan. 1969.] [1969.] [2] p. iL, 
large oblong 8°, folded into narrow 24° size. = @ Item 650 
I 29.21: F 77 1/2/969 


Gran Quivira National Monument, N. Mex. [1969.] [8] p. il. narrow 8. + 
@ Item 650 I 29.21: G 76/969 


Historie structures, Ft. Bowie National Historic Site; [by James W. 
Sheire]. Aug. 1968. cover title, [3]+90+ [35] leaves, 4° ([Division of 
History, Office of Archeology and Historic Preservation. ] ) 

L.C. card 75-601789 129.2: F77b 

Historical handbook series. 

40. Golden Spike; by Robert M. Utley and Francis A. Ketterson, jr. [1969.] [6] 
+58+ [4 ] p. il. * Paper, 60c. @ Item 649 
L.C. card 74-601699 I 29.58 : 40 

Judiciary Square, Washington, D.C., park history [with bibliography] ; by 
John H. Stanley, July 1968. [3]+i+108+ [25] p. il. 4° (Division of 
History, Office of Archeology and Historic Preservation.) [Some pages 
issued as leaves. ] 

L.C. card 71-601788 129.2: 389 


Master plan Andersonville National Historic Site, Ga. 1968. 66 p. il. 4° 
[Title on cover is: Master plan for proposed National Historic Site 


Andersonville.] tf 1 29.9/2: An 2 
Master plan for proposed Amistad National Recreation Area, Tex. [with 
bibliography]. June 1968. [4]+64+[3] p. il. 4° f I 29.9/2: Am 5 
Master plan for proposed Florissant Fossil Beds National Monument. May 
1967. [2]+39 p. il. 3 pl. 4° ¢ I 29.9/2: F 66 
Mount Rushmore National Memorial, S. Dak. [1969.] [2] p. il. oblong large 
8° folded into 24° size. + @ Item 650 I 29.21: M 86/4/969 


Old Salem Church, Chancellorsville Campaign [with bibliography; by 
Ralph Happel]. Aug. 10, 1968. cover title, [1]+viii+134 leaves, 31 pl. 
({Division of History, Office of Archeology and Historic Preserva- 
tion.]) ft 
L.C. card 73-601803 I 29.2: 0l1sa 


Old Stone House in Georgetown, D.C.; [by Joan H. Stanley]. May 1968. 
cover title, [1]+vi+74 leaves. 4° ([Division of History, Office of Arche- 
ology and Historic Preservation. ] ) 

L.C. ecard 77-601812 I 29.2: 011/3 


Olympic National Park, Wash. [Revised Mar. 1969.] [1969.] [2] p. il. 
oblong f° folded into narrow 24° size. ¢{ @ Item 651 129.6: 019/8/969 
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8734 Petersburg National Battlefield, Va. [Revised 1969.] [1969.] [2] p. il. large 
8° folded into narrow 24° size. = @ Item 650 1 29.21: P 44/5/969 


8735 Theodore Roosevelt Island, Washington, D.C. [1969.] [10] p. il. narrow 8° 
* Paper, 10c. @Item 650 I 29.21: T 34/3/969 
8736 Wright Brothers National Memorial, N.C. [1969.] [2] p. il. 4° folded into 
narrow 24° ¢ @ Item 650 I 29.21: W 938/2/969 
8737 Yosemite National Park, Calif. [Revised Jan. 1969.] [1969.] [2] p. il. large 
oblong 8°, folded into narrow 24° + @ Item 651 I 29.6 :Y 8/14/969 


NATIONAL SCIENCE FOUNDATION 
Washington, DC 20550 


National Science Board NSB (series). 
8738 69-2. Graduate education, parameters for public policy. soe xii+168 p. il. 
(National Science Board.) * Paper, $1.25. @ Item 834-Z 
L.C. card 78-601385 NS 1.28 : 69-2 


NATIONAL TRANSPORTATION SAFETY BOARD, Transportation Dept. 
Washington, DC 20590 


8739 Preliminary analysis of aircraft accident data, U.S. civil aviation, 1968. 
Jan. 31, 1969. [2] leaves+19+[11] p. ¢ TD 1.113/6 : 968/prelim. 


NAVAL FACILITIES ENGINEERING COMMAND, Defense Dept. 
Washington, DC 20360 


Design manual DM (series). [Issued in looseleaf form.] 
8740 5. Civil engineering. Jan. oy A836) p. il. 4° [NAVFAC DM-—5.] [Cancels and 
supersedes NAVDOCKS DM-—5, Nov. 1961 and Feb. 1962, Changes 1-3 of 
Nov. 1962—Mar. 1965, “an DM-5 Appendix A attachment s. Mar. 1968.] 


* Paper, $3.50 @ Item 418—-A 209.14/2: 5/2 
8741 Seabees in action, Vietnam, pictorial report. [1968.] [31] p. il. narrow 
8 + @ Item 418 D 209.2: Sel 


NAVAL OBSERVATORY, Defense Dept. 
Washington, DC 20350 


8742 Air almanac, 1969, Sept.—Dec. 487-732+ F4+ A82 p. il. 4° [Text on p. 2-4 
of cover. The F4 pages of collation consist of Navigational star chart 
mounted on cloth, with Stars, Sept.-Dec. 1969, Interpolation of G.H.A. 
Interpolation of moonrise, moonset, with Star index on verso. Produced 
jointly by H.M. Nautical Almanac Office, U.S. Naval Observatory. 
Printed separately in England and United States.] * Stiffboard, $3.75. 
@ Item 393 
L.C. card 52-61239 D 213.7 : 969/3 

8743 Publications of United States Naval Observatory, 2d series, v. 21. [Photo- 
electric catalogue, magnitudes and colors of stars in U, B, V and Uc, B, 
V systems, with list of references; by V. M. Blanco and others]. 1968 
[published 1969]. 772 p.4° { @ Item 398 
L.C. card 72-601878 D 213.10: 21 


NAVAL OCEANOGRAPHIC OFFICE, Defense Dept. 
Washington, DC 20390 


National Oceanographic Data Center publications: Catalog series. 
8744 c-4. Films on oceanography; by R. P. Cuzon du Rest. 1969. pa P: fl. 4° 
* Paper, $1.00. @ Item 377—D : C-4/3 
Publications. @ Item 378 (Rev. 1957) D 208.22: (nos. ) 


8745 40. Change 9, Mar. 29, 1969, looseleaf change pages for correcting Sailing 
directions for northern and eastern shores of Skagerrak, ist edition, 
1955. [1969.] [149] p. il. 4° [Includes list of effective pages. ] 
t+ Paper, 35c. 
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Publications—Continued 

53. Sailing directions for Mediterranean : 2, France, west coast of Italy, 
Corsica, Sardinia, and Sicily, Sanding adjacent islands. 5th edition, 
1958. 1958 [reprint 1969]. [1]+xv+1-670, 685-587 p. il. map, 4° 
{Formerly 152. Includes list of effective pages, and Change 7, Sept. 7, 
1968. Issued in looseleaf form. Some illustrations are colored. } 
+ Paper, $3.00, with ring binder $4.50. 

55. Change 4, Mar. 29, 1969, looseleaf change pages for correcting Sailing 
directions for Mediterranean, v. 4, 3d edition, 1963. [1969.] [101] Dp. 
il. 4° [Formerly no. 154A. Includes list of effective pages.] t Paper, 


35. 
75. Change 9, Apr. 26 [1969], looseleaf change pages for Sgt  Seeiat 
directions for east coast of Australia, 4th edition, 1954. [196 
p. il. 4¢ [Formerly no. 169. Includes list of effective a Paper, 


35e. 

Change 12, Apr. 5 [1969], looseleaf change pages for correcting Sailing 
directions for south coast of Australia, 3d edition, 1950. (1908) {113] 
p. ll. 4e [Formerly no. 167. Includes list of effective pages. ] Paper, 
35 


wc. 

111A. Change 21, Feb. 22, 1969, List of lights and fog signals, Greenland, east 
coasts of North and South America (excluding continental U.S.A. ex- 
cept east coast of Florida) and West Indies. 1969. [145] p. il. 4° 
{Includes list of effective pages and Notice to mariners 8, 1969. Issued 
in looseleafform.] + Paper, 50c. 

113. Change 21, Mar. 15, 1969, List of lights and fog signals, west coasts of 
Europe and Africa, Mediterranean Sea, Black Sea, and Azovskoye More 
(Sea of Azov). 1969. [173] p. 4° [Includes list of effective pages and 
Notice to mariners 11, 1969.] + Paper, 50c. 

115. Change 16, Mar. 8, 1969, List of lights and fog signals, Norway, Iceland, 
and Arctic Ocean. [1969.] [111] p. il. 4¢ [Includes list of effective 
pages and Notice to mariners 10, 1969. Issued in looseleaf form.) 
+ Paper, 50c. 

116. Change 20, List of lights and fog signals, Baltic Sea with Kattegat, Belts 
and Sound and Gulf of Bothnia; Apr. 5, 1969. 1969. [164] p. il. 4° 
{Includes list of effective pages and Notice to mariners 14, 1969. Issued 
in looseleafform.] ¢ Paper, 50c. 

217. Maneuvering board manual. 3d edition. 1969, xvili+-95 p. fl. oblong 12° 
+ Paper, $1.50. 

L.C. card 72-601914 


Special publication SP (series). 


60 (69). Eastern Arctic ice, seasonal outlook. 1969. 12 p. ll. 4° + Paper, 10c. 
D 203.22/3 : 60(69) 


NAVAL OPERATIONS OFFICE, Defense Dept. 
Washington, DC 20390 


Historic ship exhibits in United States. 1969. cover title, [2]-+68+[2] p. 
il. 4° (Naval History Division.) * Paper, 70c. @ Item 399-A 
L.C. card 68-61711 D 207.10/2: Sh 6/3 


NAVAL PERSONNEL BUREAU, Defense Dept. 
Washington, DC 20390 


LSD, trip or trap? by Lindsay R. Curtis; illustrated by Doublas Dillard. 
Ist edition 1968, 2d printing, 1968. 29 p. il. ({NAVPERS 15237.]) 
[Copyright 1968, copyright license contract NOd-9965.] t @ Item 403 
L.C. card 68—-22133 D 208.2: L 99 


Project transition, programed instruction: Photography. [1969.] cover 
title, [595] p.il.4° (NAVPERS 93944; DOT code 143.062, .282 and .382.) 
[Issued with perforations.] ¢ @ Item 404 D 208.11/2: P 56 


Supplement to NAVPERS 93826, catalog of programed instructional mate- 
rial. Jan. 1969. [129] p. 4° (NAVPERS 93826-3.) [Issued in looseleaf 
form.] { @ Item 401-A D 208.15 : P 94/2/supp.3 


NAVAL RESEARCH OFFICE, Defense Dept. 
Washington, DC 20390 


NRL reports. (Naval Research Laboratory.) D 210.8 : (nos. ) 
6742. Experiments in discrimination and classification [with list of references; 
by] J. J. Freeman. Dec. 31, 1968. cover title, ii+14 p. il. 4° ({NRL 

Beaoen, RO6—07, project RF 001-08—41-4552.]) Paper, $3.00 (AD 
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JunE 1969 


6774. Overwater line-of-sight fade Lag at 37 GHZ [with list of ref- 
erences ; by] J. A. Vignali, M. Decker, and R. C. Dodson. Dec. 31, 1968. 
cover title, 1i+-40 p. il. 4° K OWEE problem R01-42, project RR-008-05— 
41-5701.]) & Paper, $3.00 (AD 6-84071). 

6809. Surface chemical methods of displacing water and/or oils and salvaging 

ooded equipment: pt. 6, Field experience in removing seawater salt 

residues from aircraft cockpits and avionics equipment [ith list of 
references ; by] H. R. Baker, R. N. Bolster, and P. B. Leach. Dec. 12, 1968. 
cover title, 1i+18 p. il. 4¢ ({NRL problem C02-12, project RR 001- 
01-43-4752.]) # Paper, $3.00 (AD 683660). 

6853. Comparison of fracture wae test procedures for nw a alloys 
{with list of references; by] C. Freed, R. J. Goode, and R. Judy, 
jr. Feb. 17, 1969. cover title, ipie p. il. 4¢ ({NRL dem Wior 25, 
project RR '(007-01-46-5432 ].) © Paper, $3.00 (AD 68406 

6906. PDP-8 FORTRAN program 1 reduction of acoustic impedance data [with 
list of references; by] J. Lastinger and G. A. Sabin. Mar. 28, 1969. 
cover title, 114-10 p. il. 4° NRL problem S02-30 ; project RF 05-111- 
401-4471.]) ¢t 


NAVY DEPARTMENT, Defense Dept. 
Washington, DC 20350 


Guidebook, special Navy enlisted tours. [1969.] cover title, 96 p. il. oblong 
32° ((RAD 69111.]) ¢ @ Item370-A 
L.C. card 73-601925 D 201.6/12: T 64 


NEW ENGLAND REGIONAL COMMISSION 
1140 Connecticut Ave. N.W., Washington, DC 20036 


Norr.—The New England Regional Commission has been established by the Sec- 
retary of Commerce under authority of Public law 89-136, approved Aug. 26, 1965. 


First annual report, fiscal year 1967. [1968.] vi+20p.il. + 
Y 3.N 42/2: 1/967 


PATENT OFFICE, Commerce Dept. 
, Washington, DC 20231 


Classification definitions: revised by Office of Examining and Documenta- 
tion Control. [Issued with perforations. ] 
15. mene. scrubbing and general cleaning; [revised pages]. Sept. 1968. [337] 
p. t @ Item 252 C 21.3/2 : 15-352/rev.pages 
Manual of classification [replacement pages] ; Apr. 1969. [111] p. 4° [In- 
cludes list of replacement pages. Issued in loosleaf form.] * Paper, 
$11.00 (including basic manual index and revised pages for an indefi- 
nite period) ; $3.00 additional for foreign mailing. @ Item 258 
C 21.12 : 967/rev.-7 


Summary of Patent Office activities, fiscal year 1965-69, text of address 
by Edward J. Brenner, before American Patent Law Association spring 
meeting, New York, N.Y. May 2, 1969. 1969. 12 p.4° + ©C21.20: B 75/23 


POST OFFICE DEPARTMENT 
Washington, DC 20260 


Address by Postmaster General, Winton M. Blount at Ist Day ceremony 
for Apollo 8 Space Stamp dedication, Houston, Tex., May 5, 1969. 1969. 
6 leaves, 4° (Information Service, General release 72.) f P1.27: B62 


[Commemorative stamp posters. ] 

Norge.—Commemorative stamp posters, which will be issued irregularly, are avail- 
able on a subscription basis from the Superintendent of Documents, $i. 50 a yr.; 
50c. additional for foreign mailing. 

6-cent American flag — in coil form will be issued at a Tll., 0, 

1969. 1969. 10.5 x 8 in. 1.26/2: Mr 50/6 


Postal laws [new and revised pages]. [1969.] [33] p. (POD publication 
11.) [Includes transmittal letter 19, Mar. 14, 1969. Issued in looseleaf 
form.] * Paper, 25c. @ Item 838 (Rev.) P 1.11/38: 967/trans.19 
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8773 Postal Service Institute announcement, summer and fall 1969. [1969.] vi 
+42 p. il. ({POD publication ; Bulletin 3.]) [Text and map on p. 2-3 of 


cover.] + @ Item 837-D P 1.44:3 
State postal map. 
8774 Nebraska, Jan. 1, 1969. Scale 40 m.-2.5 in. Jan. 24, 1969. 18 x 32 in. * Paper, 
35c. : 
facet : Omaha and vicinity P 1.39/2 : N 27/969 


8775 Supplement to 1968 National ZIP code directory. [1969.] cover title, ii+206 
p. 4° (POD publication 65, supplements 3 and 4.) [Changes effective 
through Apr. 1, 1969.] * Paper, $2.00. @ Item 839 
L.C. card 66-60919 P 1.10/8 : 968/supp.3,4 


PRESIDENT OF UNITED STATES 
Washington, DC 20501 


8776 Consumer education, bibliography ; prepared for President’s Committee on 
Consumer Interests by Yonkers Public Library. [Apr. 1969.] x+170 p. 
* Paper, 65c. @ Item 851-J (all depositories) 
L.C. card 77-601488 Pr 36.8: C 76/B 47 


8777 Mentally retarded in model cities, report of workshop sponsored by Presi- 
dent’s Committee on Mental Retardation, Sept. 24-26, 1968. [1969.] vii+ 
56 p. il. + President’s Committee on Mental Retardation, Washington, 
D.C. 20201 @ Item 851-J 
L.C. card 75-601703 Pr 36.8 : M 52/M 72 


National Commission on Urban problems: Research report. 


8778 17. New approaches to housing code administration; by Joseph S. Slavet and 
Melvin R. Levin. [1969.] vi+217 p. 4° [Illustration on front cover; text 
on p. 2and 3 of cover.] * Price, $1.75. @ Item 851—J 


Pr 36.8: Ur 1/2/R 31/no.17 
8779 President’s Committee on Employment of the Handicapped, Advisory 
Council meeting, June 4, 1968 [1969.] [3]+iv+49 p. il. 4° 7 President's 
Committee on Employment of the Handicapped, 7131 Department of 

Labor Bldg., Washington, DC 20210. 
L.C. card 70-601924 PrEx 1.10: Ad 9/968 


8780 Report of President’s Committee on Urban Housing: Technical studies 
[with bibliographies]. * Paper, $6.25 per set of 2 volumes. @ Item 

851-J 
L.C. card 75-601841 Pr 36.8: Ur 1/T22/v.1,2 
v. 1. = yy needs, Federal housing programs, [1967.] cover title, vi+171 p. 
v. 2, Housing costs, production efficiency, finance, manpower, land. [1968.] cover 

title, vi+420 p. il. 4° 

8781 Safeguard, what are the true answers? [1969.] [17] p. t @ Item 850 
Pr 37.2: Sal 


8782 To continue action for human rights, final report. [1969.] cover title, vi+ 
62 p. il. (President’s Commission for the Observance of Human Rights 
Year 1968.) * Paper,35c. © Item 851-J 
L.C. card 70-601766 Pr 36.8: H 88/Ac 8 


8783 Tribute to courage, delivered by Mrs. Scott Carpenter, before presentation 
of President’s Trophy to William Passmore, Handicapped American of 
the year, at annual meeting, President’s Committee on Employment 
of the Handicapped, Washington, Hilton Hotel, May 1, 1969. 1969. 6 
leaves, 4° + President’s Committee on Employment of the Handicapped, 
7131, Department of Labor Building, Washington, DC 20210. 

PrEx 1.10/2: C 22 


8784 U.S. food and fiber policy for future, summary report of National Ad- 
visory Commission on Food and Fiber. [1969.] [14] p. il. narrow 8° 
* Paper, 15c. @ Item 851-J Pr 36.8: F 73/F73/2 
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1969.] vi 
“gt PRISONS BUREAU, Justice Dept. 
P 1.44:3 Washington, DC 20537 

8785 Federal Prison Industries, Inc., fiscal year 1968, Board of Directors’ 

Paper, annual report. [Marion, Ill., Federal Penitentiary, 1969.] cover title, 

N 27/969 [2]+22 p.il.4° [Textonp.3ofcover.] t 

i L.C. card 8387-26228 J 16.51: 968 
, 11+206 
effective PUBLIC DOCUMENTS DIVISION, Government Printing Office 


Washington, DC 20402 


8786 Agriculture yearbooks, 1948-1968, for sale by Superintendent of Docu- 
ments, Government Printing Office, Washington, D.C. 20402. [1969.] [2] 
p. 4°, folded into oblong 48° size. + @ Item 552 GP 3.22: Ag 8/968 


ittee on Price list PL (series). ¢ @ Item 554 GP 3.9: (nos.) 
8787 36. Government Pon and subscription services; May 1969. 134th edition. 


‘supp.3,4 


+170 p. L 11969. 9.) [2 wiser. il 

8788 38. Autaal industry, 1 poultry, and dairying; May 1969. 6ist 
76/B 47 editi ition, [1008 (3) F0 p. 08 
y Presi- 8789 41, mf worms and insects harmful to man, animals, and plants; Apr. 1969. 
.] vii+ 58th edition. om [2008] (2]+6 p. 


hington, L.C. ca ‘. 
8790 48. Weather, iain. and meteorology; Apr. 1969. 55th edition. [1969.] [2] 


52/M 72 L.C. card 25-26950 
8791 82. Radio and electricity, Seen, radar and communications; Apr. 1969. 
ata onto. ee! (2]+21 p. 


L.C. card 
d - 
“7 = on 83. Laeeey  Cpoerem , Feee 1969. 15th edition. [1969.] [2]+8 p. 
paomnaey PUBLIC HEALTH SERVICE, Health, Education, and Welfare Dept. 
ae Washington, DC 20201 
sident’s 


nent of 8793 Annotated bibliography on inservice training for allied professionals and 
nonprofessionals in community mental health. [May 1969.] v+49 p. 4° 
({Publication 1901] ; Health Services and Mental Health Administration, 


d 9/968 
National Communicable Disease Center, Atlanta, Ga., National Institute 
studies of Mental Health, Chevy Chase, Md.) * Paper, 55c. @ Item 481-A 
@ Item L.C. card 78-601673 FS 2.24: M52 
22 /v.1,2 8794 Annotated bibliography on inservice training for key professionals in com- 
£171 > munity mental health. [May 1969.] v+52 p. 4° ([Publication 1900]; 
; Health Services and Mental Health Administration, National Com- 


municable Disease Center, Atlanta, Ga., National Institute of Mental 
Health, Chevy Chase, Md.) * Paper,60c. @ Item 481-A 

pm 850 L.C. card 70-601774 FS 2.24: M 52/3 
2:Sal 8795 Annotated bibliography on inservice training in mental health for staff 
in residential institutions. [May 1969.] v+24 p. 4° ([Publication 1902] ; 


.]) cover 


le, vi 
Rights Health Services and Mental Health Administration, National Communi- 
cable Disease Center, Atlanta, Ga., National Institute of Mental Health, 

8/Ac 8 Chevy Chase,Md.) * Paper, 35c. @ Item 481-A 

j L.C. card 73-601775 FS 2.24: M 52/2 
re 8796 Annual report of U.S. National Committee on Vital and Health Statistics, 
yyment fiscal year 1968. [1969.] ii+20 p. ( [Publication 1725; National Center for 
1969. 6 Health Statistics.]) + @ Item 492-A (Rev. 1968) 

’ L.C. card 51-60162 FS 2.120 : 968 


apped, 
” 8797 Anti-depressant drug studies 1955-1966, bibliography and selected ab- 
lance Staff, Health Program Systems Center, Indian Health Service. 


awe 1905] ; National Institute of Mental Health [National Clearinghouse for 
al Ad- Mental Health Information].) [Prepared with financial assistance pro- 
row 8° vided by National Institute of Mental Health service contract (pur- 
‘F73/2 chase order D-133-893-7).] * Paper, $5.50. @ Item 506-A 

L.C. card 70-601845 FS 2.22/13 : An 8/955-66 
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Arizona Indian vital statistics, 1967; prepared by Health Status Surveil- 
lance Staff, Health Program Systems Center, Indian Health Service. 
Jan. 1969. [106] p. 4° (Health Services and Mental Health Adminis- 
tration.) + Indian Health Service, P.O. Box 11340, Tucson, AZ 85706 
L.C. card 75-601876 FS 2.86/5: Ar 51/967 


As you travel, ask yourself, how safe are motel pools? [1969.] [6] p. il. 
narrow 8° (Consumer Protection and Environmental Health Service.) 
* Paper, $5.00 per 100; single copy, 10c. FS 2.2: P78 


Biological factors in domestic rodent control [with list of selected refer- 
ences; by] Robert Z. Brown. Revised 1969. [1969.] [2]+32 p. il. 4° 
(Training guide, rodent control series; Consumer Protection and En- 
vironmental Health Service, Environmental Control Administration.) 
+ @ Item 496-A FS 2.6/2: R61 


Collection, handling, and shipment of microbiological specimens; John E. 
Forney, editor. [First printed Dec. 1962, revised Nov. 1968.] [1968.] vi 
+44 p. il. 4° ([Publication 976]; Health Services and Mental Heaith 
Administration, National Communicable Disease Center, Atlanta, Ga.) 
[Revision of similar publication, Collection, handling, and shipment of 
diagnostic specimens previously issued under same publication num- 
ber.] * Paper,50c. @ Item 505-A 
L.C. card 75-601833 FS 2.60/7 : Sp 3/968 


Current project summaries, published monograph abstracts. Tucson, Ariz., 
Sept. 1968. [2]+22 p. 4° (Health Program Systems Center, Indian 
Health Service.) tf 
L.C. card 78-601910 FS 2.2: P 94/4/968 


Environmental health series : Radiological health. 


RH-35. Regulations, standards, and guides for microwaves, ultraviolet radiation, 
and radiation from lasers and television receivers, annotated biblio- 
graphy; by Lloyd R. Setter [and others]. [Apr. 1969.] xii+77 p. 
(Publication 999—RH-35; Consumer Protection and Environmental 
Health Service, Environmental Control Administration, Bureau of 
Radiological Health, Rockville, Md.) [Abstract cards attached.] +¢ 
@ Item 483-F 


L.C. card 78-601117 FS 2.300 : RH-35 

Guidelines for development of comprehensive health services projects to 
be supported through grants under sec. 314 (e) of Public health service 
act and related federal programs. Feb. 1969. [1]+18 p. 4° (Health 
Services and Mental Health Administration, Community Health Service, 
Division of Health Cart Services.) [Title on cover is: Comprehensive 
health services projects, partnership for health.] + @ Item 496-A 
FS 2.6/2: H 34/5 


Health information series. FS 2.50: (nos.) 
116. Cerebral vascular disease and strokes; [prepared jointly by Heart Informa- 
tional Center, National Heart Institute and Information Office, National 
Institute of Neurological Diseases and Stroke, National Institutes of 
Health. [Revised 1969.] [1969.] 20 p. il. narrow 8° ([Publication 513.]) 
* Paper, $15.00 per 100 ; single copy 20c. @ Item 486 
125. Shingles (Herpes zoster), hope through research; [prepared by Information 
Office, National Institute of Neurological Diseases and Blindness.] Re- 
vised 1968. [1968.] 8 p. il. narrow 8° (National Institutes of Health 
[publication 76; formerly Public Health Service publication 1308.]) 
* Paper, $3.25 per 100 ; single copy, 5c. 


How you may have time proving your age and other birth facts. [1969.] 
[2] p. narrow 8° (Health Services and Mental Health Administration, 
National Center for Health Statistics.) * Paper, $1.25 per 100; single 
copy, 5c. @ Item 508 FS 2.102: B 53/6/969 


Indian health program of Public Health Service, 1955-69. [Revised 1969.] 
[1969.] [4] p. narrow 8° ([{Publication 1394; Health Services and 
Mental Health Administration.]) + @ Item 485 

FS 2.2: In 25/7/955-69 
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JunE 1969 


8809 Mental health of urban America, urban programs of National Institute of 
Mental Health [with list of references ; by Herbert Yahraes and others]. 
Apr. 1969. vii+140 p. ({Publication 1906; National Clearing House for 
Mental Health Information], National Institute of Mental Health, 
Health Services and Mental Health Administration.) [Prepared by 
Program Analysis and Evaluation Branch, Office of Program Planning 
and Evaluation.] * Paper, $1.00. @ Item 507 
L.C. card 78-601815 FS 2.22: M 52/76 
8810 Milk laboratories approved by Federal and State agencies in accordance 
with Public Health Service grade A Pasteurized milk ordinance and 
evaluation of milk laboratories. 1969 edition. 1969. vii+44 p. il. ([Publi- 
eation 1925]; Consumer Protection and Environmental Health Service, 
Environmental Control Administration, Bureau of Community Environ- 
mental Management, Division of Food, Milk, and Interstate Travel 
Sanitation, Cincinnati, Ohio.) + @ Item 485 
L.C. card 76-601923 FS 2.2: M 59/13/969 
8811 North Carolina Indian vital statistics, 1967; prepared by Health Status 
Surveillance Staff, Health Program Sfstems Center, Division of Indian 
Health. Nov. 1968. [26] p. 4° ([{Health Services and Mental Health 
Administration.]) + Indian Health Service, P.O. Box 11340, Tucson, 
AZ 85706 
L.C. card 74-601849 FS 2.86/5 : N 81¢/967 
8812 Protection of individual as research subject, grants, awards, contracts. 
[May 1, 1969.] iv+15 p. narrow 8° {+ @ Item 485 FS 2.2: P 94/3 


8813 Report for consultation on Hartford-Springfield Interstate Air Quality 
Control Region (Connecticut-Massachusetts) [with list of references]. 
Apr. 1969. [6]+55 p. il. 4° (Consumer Protection and Environmental 
Health Service, National Air Pollution Control Administration.) + 
@ Item 483-E 
L.C. card 77-600866 FS 2.93/5 : H 25 


8814 Role of packaging in solid waste management 1966 to 1976: pt. 1, Outlook 
for packaging, 1966 to 1976: pt. 2, Disposability of packaging materials, 
pt. 3, Mechanisms for mitigating problems caused by packaging materials 
in waste disposal [with bibliography]; written by Arsen Darnay and 
William E. Franklin. 1969. xix+205 p. il. 4° ([Publication 1855]; Bu- 
reau of Solid Waste Management, Environmental Control Administra- 
tion, Consumer Protection and Environmental Health Service.) [Con- 
tract PH-86-67-114; Midwest Research Institute, Kansas City, Mo.] 
* Paper, $2.25. @ Item 485 
L.C. card 76-601197 FS 2.2: So 4/8/966-76 


8815 Sanitary control of shellfish in Korea, report of study made for Agency for 
International Development, U.S. Department of State, at request of 
Government of Republic of Korea [with list of references; by] C. B. 
Kelly [and others]. 1968 [published 1969]. vii+104 p. il. 4° (Water 
Supply and Sea Resources Program, Environmental Control Adminis- 
tration, Consumer Protection and Environmental Health Service.) [Pre- 
pared in cooperation with Fish and Wildlife Service, Department of 
Interior and U.S. Operations Mission to Korea.] ¢ @ Item 485 
L.C. card 70-601785 FS 2.2: Sh 4/5 


8816 Smoker’s self-testing kit: pt. 1, Tests; [developed by Daniel Horn]. [1969.] 
[6] p. ({Publication 1904, pt. 1; Division of Chronic Disease Programs, 
Regional Medical Programs Service, Health Services and Mental Health 
Administration.]) * Paper, 10c. FS 2.6/2: Sm 7/3/pt.1 


8817 ——pt. 2, Interpretation of test scores; [developed by Daniel Horn.] 
[1969.] [7] p. ( [Publication 1904, pt. 2; Division of Chronic Disease Pro- 
grams, Regional Medical Programs Service, Health Services and Mental 
Health Administration.]) * Paper, 10c. FS 2.6/2: Sm 7/3/pt.2 
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Training methodology: pt. 1, Background theory and research, annotated 
bibliography. [May 1969. } vii+90 p. 4° ({Publication 1862, pt. 1]; 
Health Services and Mental Health Administration, National Com- 
municable Disease Center, Atlanta, Ga., National Institute of Mental 
Health, Chevy Chase, Md.) * Paper, $1.00. @ Item 481-A 
L.C. card 70-601777 FS 2.24: T 68°pt.1 

—— pt. 2, Planning and administration, annotated bibliography. [May 
1969.] vii+119 p. 4° ([Publication 1862, pt. 2]; Health Services and 
Mental Health Administration, National Communicable Disease Center, 
Atlanta, Ga., National Institute of Mental Health, Chevy Chase, Md.) 
* Paper, $1.00. @ Item 481-A 
L.C. card 70-601777 FS 2.24: T 68°pt.2 


—— pt. 3, Instructional methods and techniques, annotated bibliography. 
Revised [edition]. [May 1969.] vii+100 p. 4° ([Publication 1862, pt. 
3]; Health Services and Mental Health Administration, National Com- 
municable Disease Center, Atlanta, Ga., National Institute of Mental 
Health, Chevy Chase, Md.) * Paper, $1.00. @ Item 481-A 
L.C. card 70-601777 FS 2.24: T 68/pt.3 


—— pt. 4, Audiovisual theory, aids and equipment, annotated bibliography. 
[May 1969.] vii+80 p. 4° ([Publication 1862, pt. 4]; Health Services 
and Mental Health Administration, National Communicable Disease 
Center, Atlanta, Ga., National Institute of Mental Health, Chevy Chase, 
Md.) * Paper, 75c. @ Item 481-A 
L.C. card 70-601777 FS 2.24: T 68/pt.4 


Vital and health statistics: Series 12, Data from National Health Survey. 


( National Center for Health Statistics.) 

12. Marital status and living arrangements before admission to nursing and 
personal care homes, United States, May—June 1964 [with list of refer- 
ences; by Roy Morgan]. May 1969. iv+46 p. il. 4° ([{Publication 1000, 
@ Item 12, ae me 28 Division of Health Resources Statistics.)) * Paper, 50c. 

em 5) 
L.C. card “78600266 FS 2.85/2 : 12/no.12 
Vital statistics rates in United States, 1940-1960; by Robert D. Grove and 

Alice M. Hetzel. 1968. x +881 p. ([{Publication 1677]; National Center 

for Health Statistics.) * Cloth, $5.25. @ Item 508 

L.C. card 75-601797 FS 2.102: V 83/940-60 


Washington Indian vital statistics, 1967; prepared by Health Status Sur- 
veillance Staff, Health Program Systems Center, Indian Health Serv- 
ice. Dec. 1967. [47] p. 4° (Health Services and Mental Health Admin- 
istration.) + Indian Health Service, P.O. Box 11340, Tucson, AZ 85706 
L.C. card 71-601875 FS 2.86/5 : W 27/967 


PUBLIC ROADS BUREAU, Transportation Dept. 
Washington, DC 20591 


Highway research and development news, plant ecology and esthetics, prog- 
ress and implementation, no. 1; Feb. 1969. [1969.] [6] p. narrow large 
-_ TD 2.113/2:1 


Hydraulic engineering circular. 
12. Drainage of highway pavements ; [prepared by James K. Searcy]. Mar. 1969. 


cover title, vi+90 p. il (Hydraulics Branch, Bridge Division, Office of 
Engineering and Operations.) [Issued in looseleaf form. ] °* ei ge 00. 
@ Item 265-F TD 2.104: 12 


1968 national highway functional classification study manual as required 
by section 17 of 1968 Federal-aid highway act [with list of selected 
references]. Apr. 1969. cover title, [123] p. il. 4° (BOB approval no. 
04-869009.) + @ Item 265-A TD 2.108: H53 
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RECLAMATION BUREAU, Interior Dept. 
Washington, DC 20240 


Condition of concrete dams, Commonwealth of Puerto Rico [with list of 
reference material furnished the Authority ; by Harold BD. Sheda, James 
Legas. [Oct. 1968.] cover title, [244] p. il. 69 pl. 4° (Office of Chief 
Engineer, Denver, Colo.] Prepared for Puerto Rico Water Resources 
Authority [and] Puerto Rico Aqueduct and Sewer Authority.) ft 
L.C. card 76-601915 127.2:D18/9 

Joint conference, Bureau of Reclamation and South Dakota State Univer- 
sity, irrigation research needs in South Dakota, Dec. 11-12, 1967, Bureau 
of Reclamation Engineering and Research Center, Denver, Colo. [1969.] 
cover title, 86 p.il.4° ¢ 
L.C. ecard 79-601921 1 27.2: Ir7/13 

Livestock industry in Alaska, possibilities for integrated livestock industry 
on Kenai Peninsula, Kodiak and adjoining islands. Jan. 1967. cover 
title, [1]+iv+123 leaves, il.,2 maps,4° (Alaska District Office, Juneau, 
Alaska.) ¢ 127.2: L75 

Pa Mong project; [Laos-Thailand], lower Mekong River basin, 1969, stage 
one interim report. [1969.] cover title, [146] p. il. 4° [Prepared for 
Committee for Co-ordination of investigations of lower Mekong basin 
(Cambodia, Laos, Thailand, Republic of Vietnam) under agreement 
with Agency for International Development, United States Department 

tate. Some illustrations are colored.] tf 
L.u. card 73-601917 127.2: P19 

Project skywater, proceedings, skywater conference 3, production and de- 
livery of cloud nucleating materials, atmospheric water resources pro- 
gram, Feb. 14-16, 1968 [with bibliographies]. [1968.] [1]-+-vii+227 p. il. 
4° ([Office at Atmospheric Water Resources.]) ft 
L.C. card 71-601832 I 27.2: Sk 9/968 

Reconnaissance study, land and water resources Lake Chad basin. Office of 
Chief Engineer, Denver, Co!o., June 1968. [2]+xviii+393 p. il. 48 maps 
and pl. 4° [Prepared for Government of Nigeria, Federal Ministry of 
Economic Development and United States Department of State, Agency 
for International Development. One map is colored.] ft 
L.C. card 75-601912 I 27.2: Li4e 


Summary report of Commissioner of Bureau of Reclamation to Secretary 
of Interior, fiscal year 1968, and statistical appendix: [pt. 1-3]. [1969.] 
(1]+xii+205 p.2maps,4° + @ Item 663-A 
L.C. ecard 78-601807 I 27.1/2 : 968/pt.1-3 

Transport depletion evaluated with natural brackish water; by D. L. 
Matchett, C. B. Masin, D. H. Furukawa. [1968.] cover title, [44] leaves, 
il. 4° [Paper to be presented before Electrochemical Society National 
Meeting, Boston, Mass., May 5-9, 1968.] + I 27.2: T 68/2 


REHABILITATION SERVICES ADMINISTRATION, Health, Education, 
and Welfare Dept., Washington, DC 20201 


Atlas of mental retardation syndromes, visual diagnosis of facies and 
physical findings [with lists of references]; by Sydney S. Gellis, Murray 
Feingold, with editorial assistance of Joel Y. Rutman. [1968.] x+188 p. 
il. 4° (Division of Mental Retardation.) [Some illustrations are 
colored.] * Cloth, $5.50. @ Item 529 
L.C, card 72-601677 FS 17.102: M 52/4 


RENEGOTIATION BOARD 
Washington, DC 20446 


Renegotiation Board regulations amdt. 24. [1969.] [124] p. 4° [Issued in 
looseleaf form. Errata, 1 p. 4°, issued also.] * Paper, $6.50 (including 
basic regulations and supplementary service for indefinite period) ; 
$1.75 additional for foreign mailing. @ Item 308 

Rn B 1.6/2: 964/amdt.24 
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8841 


8843 


8844 


8845 


8846 


8847 


8848 


8849 


8850 


GovERNMENT PUBLICATIONS 


Renegotiation bulletins. [Issued with perforations.] @ Item 308 
Rn B 1-6/3: _— , 


5. Stock item exemption. Revised [Nov. 22, 1968]. [1969.] [2] p.4° * Pape 
19. Computation of cost allowance for pig iron. Revised (Jan. 3, #008), Prose. s 
(2) p.4° * Paper, 5c. 


RENEWAL ASSISTANCE ADMINISTRATION, Housing and Urban 
Development Dept., Washington, DC 20410 


Urban renewal directory, Dec. 31, 1968. [1969.] cover title, [1]-+v+135 p. 
4° + @ Item 584M HH 7.8/2: 968/2 


RURAL ELECTRIFICATION ADMINISTRATION, Agriculture Dept. 
Washington, DC 20250 


Career opportunities for seniors majoring in business administration, ac- 
counting, and economics. [Jan. 1969.] [2]+4 p. il. oblong 24° + 
A 68.2: C 18/969 


List of materials acceptable for use on telephone systems of REA borrowers. 
Apr. 1969. cover title, [180] p. il. oblong 8° (REA bulletin 344-2; Tech- 
nical Standards Committee (Telephone).) [Issued in looseleaf form. 
Supersedes all preceding issues including revisions.] * Paper, $3.00 
(including basic manual and 5 supplements) ; 50c. additional for foreign 


mailing. @ Item 116-A A 68.6/5 : 969 
REA financed generating plants, as of Jan. 1, 1969. [1969.] [6]+25 p. 4° 
[Issued with perforations.] + A 68.2: G 28 


SECRET SERVICE, Treasury Dept. 
Washington, DC 20220 


Report to the Public: Secret Service, 1968. [8] p. il. narrow 8° + 
T 34.1/2: 968 


SECURITIES AND EXCHANGE COMMISSION 
Washington, DC 20549 


Investment advisers act of 1940 and general rules and regulations there- 
under, as in effect Jan. 1, 1969. [1969.] Bis i p. 4° [Published in Code 
of Federal regulations as title 17, pt. 275.] * Paper, 35c. @ Item 906 
L.C. card 70-601864 SE 1.5: In 8/2/969 


[This entry number not used. ] 


SMALL BUSINESS . oe ae 
Washington, DC 


After college what? [Mar. 1969.] 16 p. il. narrow 8° ([OPI-40; Office of 
Public Information.]) + @ Item 901-B SBA 1.2: C68 


Buying and selling a small business; by Verne A. Bunn. 1969. vi+122 p. 
* Paper, 75c. @ Item 901-B 
L.C. card 70-601856 SBA 1.2: B 86/3 
[Remarks of Hilary Sandoval, jr., Administrator, Small Business Ad- 
ministration, to National Advisory Council, May 12, 1969.] 1969. [1]+6 
leaves, 4° ([{SBA 2048.]) [Includes highlights.] + SBA1.17:Sa5 


1968 technology utilization: Selected advances in instrumentation tech- 
nology. [1968.] iv+28 p. il. oblong 8° + @Item901-B SBA1.2:In7 


*For Sale by Superintendent of gsumente 
+Distribution Made by Issuing O 
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JuNE 1969 


SMITHSONIAN INSTITUTION 
Washington, DC 20560 


Atoll research bulletin. 
8851 120-126. Record of benthic marine algae from Johnston Atoll; Algae of Kapinga- 
marangi Atoll, Caroline Islands, pt. 1, Checklist of Cyanophyta, 
Chlorophyta and Phaeophyta; Marine toxins from Pacific II, con- 
tamination of Wake Island Lagoon ; Wake Island vegetation and flora, 
1961-63 ; Ecology of terrestrial arthropods on Tokelau Atolls; Re- 
connaissance geomorphology of Ragiroa Atoll, Tuamotu Archipelago, 
Island news and comment [with bibliographies]; by Richard G. 
Buggeln [and others]. Mar. 30, 1969. [181] p. il. 4° + @ Item 
910—C $1 1.25 : 120-126 
Publications in salvage archeology; series editor Warren W. Caldwell. 


&852 12. Bighorn Canyon archeology [with list of literature cited; by] Wilfred M. 
Husted ; editor Jerome E. Petsche. Lincoln, Nebr., 1968. [1]+v+138 p. 
il. 4° (River Basin Surveys, Museum of Natural History.) 
L.C. card 75-601738 SI 1.22:12 


SOCIAL AND REHABILITATION SERVICE, Health, Education, and 
Welfare Dept., Washington, DC 20201 


8853 International rehabilitation research and demonstration projects, anno- 
tated listing, research and demonstration projects approved under Agri- 
cultural trade, development and assistance act as amended, P.L. 480, 
1961-68. [1969.] [9] +43+[1] p.4° ft 
L.C. eard 72-601819 FS 17.2: In 8/961-68 


SOCIAL SECURITY ADMINISTRATION, Health, Education, and 
Welfare Dept., Washington, DC 20201 


Actuarial note. 

8854 50. Comparison of actual experience under HI with estimates of various orga- 

nizations ; by Robert J. Myers. [1969.] [3] p. 4° ft FS 3.19/2 :50 
Health insurance statistics, HI-—(series). (Office of Research and Sta- 
tistics. ) 

8855 13. Study of use of general hospitals by aged psychiatric patients, Jan. 1965-— 
June 1966 and July 1966—Dec. 1967; by Barbara S. Cooper. May 9, 1969. 
6+[11] p. 4° f¢ FS 3.28/5:13 

Research and statistics note, 1969 (series). (Office of Research and 
Statistics.) f FS 3.28/2 : 969/ (nos. ) 
8856 2. Social security account numbers issued in 1967. Mar. 13, 1969. 8 p. il. 4° [Pre- 
ared in Division of Statistics. ] 
8857 3. Se ——_ ed doctors of medicine under OASDHI; [by Truman Wilson and 
Charles R.-Helbing]. Mar. 17, 1969. 9 p. 4° 

8858 4. Employee benefit plans, 1967; [by Walter W. Kolodrubetz and Barbara P. 
Sandoval]. Apr. 1, 1969. 5 p. 4° 

8859 5. Student beneficiaries under social security, 1965-68; by Marilyn Thomas. 
May 5, 1969. 7 p. 4° 


SSI-(series). @ Item 523-B FS 3.52: (nos. ) 
8860 44. ba 3 social security, earnings record. [Apr. 1969.] 32 p. oblong 48° * Paper, 
c. 


8861 76. The future is now. [Feb. 1969.] 24 p. 4° [Issued in colored comic book 
form.] * Paper, 25c. 


SOIL CONSERVATION SERVICE, Agriculture Dept. 
Washington, DC 20250 


8862 Conservation highlights, 1968, digest of Progress Report of Soil Conserva- 
tion Service. Apr. 1969. 6 p. narrow, 8° + @ Item 119-B 
A 57.1/2: 968 


[Conservation information] SCS-CI (series). 


8863 17. Soil Conservation Service, helping to renew America’s resources. May, 1969. 
] p. [Supersedes SCS-CL-3.] ¢ @ Item 119-A A 57.44:17 
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8865 


8866 


8867 


8868 


GOVERNMENT PUBLICATIONS 


Soil survey: Barren County, Ky. [with list of literature cited; by Earl E. 
Latham]. Apr. 1969, cover title, i+85 p. il. 71 p. of pl. and maps, 1 tab. 
4° [Prepared in cooperation with Kentucky Agricultural Experiment 
Station. Text on p. 2 of cover. One map is colored.] * Paper, $4.50. 
@ Item 102 (Rev. 1957) 

L.C. card 73-601759 A 57.38: B 27 

—— Bulloch County, Ga. [with list of literature cited; by Herschel L. 
Paulk]. May 1968. cover title, i+75 p. il. 59 p. of pl. and maps 1 tab. 4° 
[Prepared in cooperation with University of Georgia, College of Agri- 
culture, Agricultural Experiment Stations. Text on p. 2 of cover. 1 map 
is colored.] * Paper, $4.00. @ Item 102 (Rev. 1957) 

L.C. card 78-601760 A 57.38: B 87 

—— Case County, Iowa [with list of literature cited; by W. W. Jury, R. I. 
Dideriksen, and ©. S. Fisher.] Apr. 1969. cover title, i+80 p. il. 101 p. 
of pl. and maps, 1 tab. 4° [Prepared in cooperation with Iowa Agri- 
cultural Experiment Station. Text on p. 2 of cover. One map is colored. ] 
* Paper, $5.75. @ Item 102 (Rev. 1957) 

L.C. card 73-601653 A 57.38: C 27 


Clarke and Oconee Counties, Ga. [with list of literature cited; by 
Stanley M. Robertson]. Nov. 1968. cover title, i+-55+ [1] p. il. 44 p. of pl. 
and maps, 2 maps in pocket, 4° [Prepared in cooperation with Univer- 
sity of Georgia, College of Agriculture, Agricultural Experiment Sta- 
tions. Text on p. 2 of cover. Two maps are colored.] * Paper, $2.75 
@ Item 102 (Rev. 1967) 

L.C. card Agr 68-333 A 57.38: C 55 

Water supply outlook, Federal-State-private cooperative snow surveys, 
special snow report for Colorado; report prepared by Jack N. Washichek 
and Ronald B. Moreland. May 15, 1969. 1 p. 4° (Snow Survey Section, 
Colorado State University, Fort Collins, Colo.) ¢ A57.2: Sn 6/16/969 


SPORT FISHERIES AND WILDLIFE - +1 a Interior Dept. 
Washington, DC 2024 


Arctic National Wildlife Range, Alaska. [1969.] 2 p. il. oblong f°, folded 
into narrow 8° size. f 149.2: Ar2 


Refuge leaflets. + I 49.44: (nos. ) 
149. Birds of Tennessee National Wildlife Refuge. [Dec. 1968.] 4 p. narrow 12° 
411, 1968 list of national wildlife refuges. [Dec. 1968.] 16 p. il. 4° 


STATE DEPARTMENT 
Washington, DC 20520 





Background notes. ( [Office of Media Services, Bureau of Public Affairs.]) 
{Issued with perforations.] * Paper, $3.50 per yr., $3.00 additional for 
foreign mailing; single copies, vary in price. @ Item 862-B 


Gambia [with reading list]. [Revised Apr. 1969.] Apr. 1969. 4 p. il. 4¢ ([Publi- 
cation 8014.]) * Paper, 10c. 

L.C. card 66—-61561 1.123 : G 14/969 
Kingdom of Laos [with reading list]. [Revised Mar. 1969.] [1969] 8 p. il, 4° 

({ Publication ai ]) * Paper, 10c. 

L.C. card 66—61561 § 1.123: lee 
Kingdom of Saudi Arabia [with reading list]. [Revised] Mar. 1969. [1969.] 4 

il. 4° ([{Publication 7835.]) * Paper, 10c. 

L.C, card 66—61561 S$ 1.123 : Sa 8/969 
Republic of Ai uatorial Guinea {with reading list]. [Revised Apr. 1969.] Apr. 1969. 
6 p. il, 4° wT: 8025.]) * Paper, 10c. 

L.C. card Ve o1set S§ 1.123 : Eq 2/969 
Republic of Nicaragua [with reading list]. [Revised] Mar. 1969. [1969.] 4 

il. 4° Cine 7772.1) * Paper, 10¢. 

L.C. card 66—61561 $ 1.123 : N 51/969 
South West Africa eye peg oY [with reading list]. [Revised Mar. 1969.] [1969.] 

6 p. il. 4¢ yas ——— 8168.]) * Paper, 10c 

L.C. card 66-61 .123 : So 8w/969 
United Arab Republi {with reading list]. [Revised Mar. 1969.]° [1969.] 5 p. il. 

4° [Publication apes. ] * Paper, 10¢e. 

L.C. card 66-61561 $ 1,123: Un 34a/969 
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8879 


8880 


8881 


8882 


8883 


8884 


8885 


8886 


8887 


8888 


8890 


JUNE 1969 


Department and foreign service series. 
128. Foreign consular offices in United States, 1969. [Revised Apr. 1969.] [1969.] 
cover title, ii+94 p. ([{Publication 7846. ]) * Paper, 35c. @ Item 863 


& 871 
iL. C. card 82—26478 8S 1.69: 128/5 


Foreign Affairs Research Documentation Center, special [papers avail- 
able], Africa. Feb. 1969. cover title, [2]-+-61 p. 4° (Office of External 


Research.) t 
L.C. card 73-601862 $ 1.126/2: Af 8 


General foreign policy series. @ Item 875 § 1.71:(nos.) 
232. United States foreign policy: Some major issues; statement by Secretary 
Rogers before Senate Committee on Foreign Relations. Mar. 27, 1969. 
{Apr. 1969.] [2]+8+ [1] p. 4° ([Publication 8456]; Office of Media 
{Services, Bureau of Public Affairs. ]) [Reprinted from Department of 

State bulletin, Apr. 14,1969.] * Paper, 25c 


L.C. card 77-601855 
233. International atom, new appraisal [Rosenfield lecture delivered by Glenn T. 


Seaborg at Grinnell College, Grinnell, Iowa, Jan. 29, 1969.) [Apr. 1969.] 
cover title, 24 p.4° ([{Pu lication 8457 ; Office of Media Services, Bureau 
of tre? Affairs.] [Reprinted from Department of State bulletin of Mar. 3 
and 10,1969.] * Paper, 35c. 

L.C. ecard 74601786 


International organization and conference series. 

86. NATO, 20 years of cooperation for peace, [remarks by] Secretary of State, 
William P. Rogers, Foreign Minister LAs Brandt, Federal Republic of 
Germany, NATO Secretary General Manlio Brosio, [and address by] Presi- 
dent Richard Nixon, final communique. peer 1969.] [2]+8+ [1] p. 4° 
({Publication 8465 ; Office of Media Services, Bureau of Public Affairs.]) 
a eng | from Department of State bulletin, Apr. 28, 1969.] * Paper, 15c. 
@ Item 882-B 

L.C. card 78-601831 $1.70: 86 


Treaties and other international acts series. * Paper, $10.00 a yr. (ap- 
proximately 150 issues), $6.00 additional for foreign mailing; single 


copies vary in price. @ Item 899 $ 9.10: (nos. ) 
6425/v. 1. General agreement on tariffs and trade, Geneva (1967) protocol and 
schedules, Geneva, June - a {entered into force with respect 
to United States Jan. 1, 1968]. [English and French.] 
v. 1. cover title, [2] +1-786 p. * Paper, $3.25 
L.C. card 77-601122 
6425/v. 3—5. General agreement on tariffs and trade, Geneva (1967) protocol and 
schedules, Geneva June 30, 1967 ; [entered into force with respect 
to United States Jan. 1, 1968]. [English and French.] 
v. 8. cover title, y+ 1813-2619 p. * Paper, $3.25. 
v. 4. cover title, y+2620-3524 p. * Paper, $3.75. 
v. 5. cover title, > aceite p. * Paper, $2.50. 
L.C. ecard 77-601 
6574. Termination of aol agreement of Jan. 9, 1936, and related agree- 
ments, agreement between United States and Switzerland, effected 
by exchange of notes, signed Washington Oct. 28, 1968; [entered 
into a Oct. 28, 1968.] [1968.] [2] +4 p. [English and French.] 


* Paper, 10c. 
L.c. = 77-601559 

6633. Customs, international trapepert of goods under cover of T IR 
carnets, convention, wi annexes and protocol of signature, be- 


tween United States and other governments, done Geneva, Jan. 15, 
1959, and modifications of certain annexes, [proclaimed by Pres- 
ident of United States Jan. 18, 1969; entered into force with 
respect to the United States Mar. 3, 1969]. [1969.}] [2]+118 p. 
il. * Paper, 70c. 
L.C. card 75-601770 

6644. Air transport services, agreement with exchange of letters, between 
United States and Czechoslovakia. signed at Prague Feb. 28, 1969 ; 
{entered into force Feb. 28, 1969]. [1969.] [2]+30 p. [Engiish 
and Czech.] * Paner, 20c. 
L.C, card 78-601657 

6647. Telecommunication facility on Norfolk Island to study fonospheric 
propagation in relation to long range radio paths, agreement be- 
tween United States and Australia, effected by exchange of notes 
dated at Canberra Jan. 13, 1969; [entered into force Jan. 13, 
1969]. [1969.] (2) +5 p. * Paper, 10c. 
L.C. card 71-6016 

6649. Atomic energy, pt - of safeguards by United States to natural 
uranium transferred from Canada, agreement between United 
States and Canada, effected by exchange of notes, signed Wash- 
ington Jan. 28 and 30, 1969; [entered into force Jan. 30, 1969.] 
11969.) [2]}+4 p. [English and French.] * Paper, 10c. 
L.C. card 74—601577 
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GovERNMENT PUBLICATIONS 


Treaties and other international acts series—Continued 
8891 6650. Agricultural commodities, agreement between United States and 
Viet-Nam, si Saigon Jan. 14, 1969; [entered into force 
Jan. 14, "1969! {1 i (2] +383 p. * Paper, 0c. 
L.C. card 78-6016 
8892 6652. Agricultural ann agreement between United States and 
Bolivia, signed La Paz Mar. 7, 1969; [entered into force Mar. 7, 
1969.] [1969. aten? Pp. [English and Spanish.] * Paper, 10¢. 
L.C, card 71— 
8893 6653. Agricultural commodities, eunat between United States and 
Bolivia, sign a Paz Mar. 1969; [entered into force Mar. 7, 
1969.) (1969, T2)44 p. (iangliah and Spanish.] * Paper, 10c. 
8894 6654. Alien amateur radio o ——— agreement between United States and 
Indonesia, effected by exchange of notte, dated Djakarta Dec. 10, 
1968; [entered into force Dec. 10, a [1969.] [2]+4 p. 
English and Bahasa Indonesia.] * Paper, 10c. 
.C. card 70-601576 
8895 6655. Agricultural commodities, ee of payments under agree- 
ment of Apr. 18, 1966, as amend memoranda of agreement 
between es gl States and Indonesia, signed pakaste Dec. 30, 
1967 and Dec. 1968; [entered into force Dec. 30, 1967 and 
Dec. 20, 1968]. “[ige®) (2]+7 p. * Paper, 10c. e Item 899 
L.C. card 74-6016 
8896 6657. Education, eee wag of exchange programs, agreement between 
United States and Philippines, amending agreement of Mar. 29, 
1963, effected by exchan 2. of notes signed Manila Dec. 11, 1968, 
Jan. 31, and Mar. 19, 1 {entered into force Mar. 19, "1969 ). 
1969.] [2]+4° deux ibe. 
C. card 70-601655 
8897 6659. Atomic energy, cooperation for mutual defense purposes, agreement 
between United States and United Kingdom of Great Britain and 
Northern Ireland, amending agreement of July 3, 1958, as 
amended, signed Washington Sept. 27, 1968; [entered into force 
Mar. 28, 1969). om {2]+2p. * Paper, 10. 
L.C. card 79-601818 
8898 6660. Agricultural commodities, agreement between United States and 
Afghanistan amending agreement of July 2, 1968, effected by 
exchange of notes signed Kabul Feb. 1 and Mar. 15, 1969; [en- 
tered into force Mar. 15, 1969]. [1969.] [2]+2 p. * Paper, 10c. 
L.C. card 71-601761 
8899 6661. Agricultural Ss. Lao! between United States and 
Republic of Korea, Seoul Feb. 26, 1969; [entered into 
force Feb. 26, 1969]. 1009.1 [2] +8 p. *’Paper, 10c. 
L.C. card 75-601659 
8900 6664. Defense, acquisition and production of F-4EJ aircraft, agreement 
between LU — States and Japan, effected by exchange of notes 
signed Toye # pr. 4, 1969; [entered into force Apr. 4, 1969]. 
(1969.] [21+7 Sam {English and Japanese.] * Paper, 10c. 
L.C. card 77-60 
8901 6666. Weather stations, agreement between United States and Mexico, 
am agreement of Feb. 4, 1966, effected by exchange of notes, 
geet Mexico Apr. 2, 1960 [entered into force Apr. 2, 1969, 
e Sective ia Jan. 1, 1969.] [1969.] [2]+3 p. [English and Spanish. ] 
‘aper, 


L.C, card 75601837 


8902 World strength of Communist Party organizations, 21st annual report. 
1969 edition. [1969.] cover title, [3]+viii+206 p. 4° ([Publication 
8455]; Bureau of Intelligence and Research.) * Paper, $1.75. @ Item 
900-B (Rev.) 
L.C. card 56-60986 $ 1.111: 969 


STATISTICAL REPORTING SERVICE, Agriculture Dept. 
Washington, DC 20250 


8903 Consumption of commercial fertilizers in United States, fiscal year 1968, 
with comparisons. [May 12, 1969.] [28] p. 4° (SpCr 7; Crop Reporting 
Board.) + @ Item 122-A-2 
L.C. card 73-601846 A 92.37 : 968 


8904 Field and seed crops, production, farm use, sales, value, by States, 1967-68. 
May 1969. 40 p. 4° (CrPr1 (69); Crop Reporting Board.) + @ Item 
24-I 
L.C. card 64-61669 A 92.19 : 967-68 
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8910 
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8913 


8914 


8915 


8916 


JUNE 1969 


Livestock slaughter, 1968, commercial slaughter, number and live weight, 
1968, by months, by States, commercial meat and lard production, by 
months, United States, farm and total slaughter, 1967 and 1968, by 
quarters, United States. Apr. 1969. 35 p. 4° (MtAn 1-2-1 (69); Crop 
Reporting Board.) [Prepared in cooperation with Consumer and Mar- 
keting Service.] + @ Item 24-J 
L.C. ecard 57-49837 A 92.18 : 968 

Meat animals, farm production, disposition, and income, by States 1967-68. 
Apr. 1969. 15 p. 4° (MtAn 1-1 (69); Crop Reporting Board.) 7 
L.C. card 64-61668 A 92.17 : 967-68 

Milk production, disposition, and income, 1967-68. Apr. 1969. 16 p. 4° (Da 


1-2 (69) ; Crop Reporting Board.) + @ Item 24-F 
L.C. card 46—26597 A 92.10/2 : 967-68 


Seed crops, annual summary 1968, acreage, yield, production, season aver- 
age price, value of production, by States, 1967 and 1968, supply and 
disappearance, carryover, imports, exports, total supply, total disappear- 
ance, United States, 1966, 1967, and 1968. Dec. 19, 1968. 23 p. 4° (SeHy 
1-3 (68) ; Crop Reporting Board.) 7 
L.C. card 58-60568 A 92.19/4: 968 

Vegetables, processing, 1968, annual summary, acreage, production and 
value of principal commercial crops by States. Dec. 18, 1968. 25 p. 4° 
(Vg 3-2 (68) ; Crop Reporting Board.) 7 


L.C. ecard 57-62199 A 92.11/10: 968 
Wool and mohair production, price and value, 1968. Apr. 14, 1969. 4 p. 4° 
(MtAn 5-3 (4-69); Crop Reporting Board.) { A 92.29/5 : 969 


SUBVERSIVE ACTIVITIES CONTROL BOARD 
Washington, DC 20445 


18th annual report of Subversive Activities Control Board, fiscal year 1968. 
1968. v+13p. *Paper,20c. @ Item 1079-A 
L.C. card 52-60170 Y 3.Sul : 1/968 


TARIFF COMMISSION 
Washington, DC 20436 


Summaries of trade and tariff information prepared in terms of tariff 
schedules of United States (TSUS): Schedule 1, Animal and vegetable 
products; v. 5, Live plants and seeds. 1969. vii+224+[19] p. 4° (TC 
publication 282.) f 
L.C. card 66-65793 TC 1.26/2: 1/5 


Synthetic organic chemicals, United States production and sales of cyclic 


intermediates, 1967, preliminary. Apr. 1969. cover title, [1] +43 p. 4° + 
L.C. card 18-26799 TC 1.33/2: C 99/967 


Synthetic organic chemicals, United States production and sales of medic- 
inal chemicals, 1967, preliminary. May 1969. cover title, [1]+24p. 4° f¢ 
TC 1.33/2: M 46/967 


TENNESSEE VALLEY AUTHORITY 
Washington, DC 20444 


Publications available for general distribution. Apr. 1969. 10 p. 4° (Divi- 
sion of Forestry Development.) f Y 3.T 25: 27 P 96/4/969 


TRANSPORTATION DEPARTMENT 
Washington, DC 20590 


1st annual report: pt. 1, fiscal year 1967. [1968.] vii+122 p. il. [Also issued 
as H. doc. 53, 91st Cong., 1st sess.] * Paper, 65c. @ Item 982-C 
L.C. card 72-600917 TD 1.1: 967/pt.1 
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1st annual report: pt. 2, fiscal year 1967. [1968.] x+96 p. [Also issued 
as H. doc. 53, 91st Cong., Ist sess.] * Paper, 55c. @ Item 982-C 
L.C. card 72-600917 TD 1.1: 967/pt.2 


TREASURY DEPARTMENT 
Washington, DC 20220 


Department circular. 
1075. Regulations governing withdrawals of cash from Treasury for advances 
under Federal programs. 2d revision 1969. [1969.] 5 p. (Fiscal Service, 
Bureau of Accounts.) f T 1.4/2: 1075/3 
Remarks of Charls E. Walker, Under Secretary of Treasury before Texas 
Bankers Association, 85th annual convention, Houston, Tex., May 5, 
1969. 1969. 6 p. 4° (K-78.) f T1381: W151 


Remarks by David M. Kennedy, Secretary of Treasury, at Department of 
Defense kick-off rally, Washington, D.C., May 7, 1969. [1969.] 4 p. 4° 
(K-84.) f¢ T1.31:K 38/6 


Statement of David M. Kennedy, Secretary of Treasury of United States 
and United States Governor of Asian Development Bank at 2d annual 
meeting of Board of Governors of Asian Development Bank, Sydney, 
Australia, Apr. 11, 1969. 1969. 5 p. 4° ¢ T 1.31: K 38/4 


Statement of Secretary of Treasury, David M. Kennedy, on arrival at 
Sydney, Australia, Apr. 8, 1969, as head of U.S. delegation to 2d annual 
meeting of Asian Development Bank, Apr. 10-22, 1969. [1969.] [1] p. 4° 
(K-53.) f¢ T 1.31: K 38/5 


UNITED STATES INFORMATION AGENCY 
Washington, DC 20547 


United States Information Agency, 31st semiannual report to Congress, 
July—Dec. 1968. [1969.] [2]+28p.il. ¢ @ Item 672-B 


L.C. card 54-61257 IA1.1:31 
Voice of America. [1969.] cover title, [8] p. il. narrow 8° + @ Item 
672-B IA 1.2: V 87/6/969 


UNITED STATES TRAVEL SERVICE, Commerce Dept. 
Washington, DC 20230 


How to see North Central USA, travel a new world, see USA. [1969.] [2] 
p. il. f° folded into narrow 8° size. ({USTS 258-BE.]) [Illustrations are 
colored.] + @ Item 271-A-1 © 47.2: N 81/3 


1969 tour manual USA. [1969.] xv+162 p. 4° [Listing of over 200 Visit 
USA package tours produced by American travel industry organiza- 
tions.}] + @ Item 271—A-2 
L.C. card 70-601916 C 47.12: T 64/969 


URBAN MANAGEMENT ASSISTANCE ADMINISTRATION, Housing 
and Urban Development Dept. 
Washington, DC 20401 


Abstracts of “701” planning reports, July-Sept. 1968. [1968.] cover title, 
{[3]+56 p. 4° [Data incorrectly given on cover as Jan.—June 1968. 
Issued with perforations.] ¢ @ Item 584—N HH 8.9: 968-2 


VETERANS ADMINISTRATION 
Washington, DC 20420 


Annual report [fiscal year] 1968 Administrator of Veterans Affairs. [1969.] 
v+375 p. il. [Also issued as H. doc. 8, 91st Congress, 1st session.] 
* Paper, $2.00. @ Item 983 
L.C. card 31-28720 VA 1.1: 968 
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June 1969 


Bibliography (series). 

10-6. Executive leadership in public service; annotated list of selected mono 
graphs. Jan. 1969. ii+23 p. 4° + Central Office Reference Library 
> ar ana Veterans Administration, Washington, D.C. 20420. @ Item 
983-A 

L.C. card 70-601900 VA 1.20/3: 10-6 
Bulletin of prosthetics research, BPR 10-10, Fall 1968 [with lists of refer- 
ences; editor, William M. Bernstock]. [1969.] iv-+328 p. il. (Prosthetic 
and Sensory Aids Service, Department of Medicine and Surgery.) 
* Paper, $1.50. @ Item 983-B VA 1.23/38: 10-10 


Manual M (series). 
29-2. Insurance operations: pt. 22, National service life insurance, 1969 regular 
dividend schedules. Jan. 1, 1969. 111+28 p. 4° (Department of Veterans 
Benefits manual.) [Issued in looseleaf form.] * Paper, 50c. 


VA 1.18: 29-—2/pt.22 

VA benefits in brief, 1968, serving those who served. [1969.] cover title, 24 
p. il. oblong 24° [Text on p. 3 of cover.] + @ Item 989-D 

L.C. card 59-64178 VA 1.44: 968 


VA pamphlet. 
20-69-—5. ee, dental and hospital benefits for veterans with service since 


Jan. 31, 1955. Jan. 1969. 4 p. il. 4° ¢ @ Item 988 
VA 1.19 : 20-69-—5 


WEATHER BUREAU, Commerce Dept. 
Washington, DC 20235 


Circular. 

N. Manual of surface weather observations (WBAN), 7th edition; change 17. 
May, 1969. [4] p. 4° [Prepared in cooperation with Air Force, Air Weather 
Service, and Navy, Naval Weather Service. Issued in looseleaf form.] 
* Paper, 10c. @ Item 273 C 30.4 : N/966/ch.17 


WESTERN HEMISPHERE IMMIGRATION, SELECT COMMISSION ON, 
Suite 401, 1730 K Street N.W. 
Washington, DC 20006 


Note.—The Select Commission on Western Hemisphere Immigration was estab- 
lished by Public law 89-236, approved October 3, 1965. 
Impact of commuter aliens along Mexican and Canadian borders, hearings. 
L.C. card 78-601038 Y 3.W 52: 2 C 73/pt.3,4 
pt. 3. Brownsville, Tex., Mar. 1 and 2, 1968; and pt. 4, Detroit, Mich., Mar. 8, 
1968. [1969.] vii+191 p. * Paper, $1.00. @ Item 1089 


WHITE HOUSE, COMMITTEE FOR PRESERVATION OF 
1100 Ohio Drive SW., Washington, DC 20242 


Nots.—The Committee for pyeeretien of the White House was established by 
Bxecutive Order 11145 of March 7, 1964 
Report of Committee for Veeserention of White House, 1964-69. 1969. cov er 


title, 16p.i.4° ¢ 
L.C. card 75-601762 Y 3.W 58/10: 1/964-69 


WOMEN’S BUREAU, Labor Dept. 
Washington, DC 20210 


Day care faet sheet [with biblography]. Apr. 1969. 7 p. 4° ([WB 69- 
aaa) 7 L 13.2: D 33/3 


Household employment, quiet revolution, address by Elizabeth Duncan 
Koontz, Director, Women’s Bureau, Wage and Labor Standards Admin- 
istration, Department of Labor, before Northern Virginia Conference on 
Household Employment, Alexandria, Va, Apr. 14, 1969. [1969.] 8p. 4° + 

L13.12: K & 
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Leaflet. 
8939 50. Careers for women in conservation. Jan. 1969. [2]+8 p. il. narrow 8 
* Paper. 10c. @ Item 783 L 13.11: 50 
8940 What you want in State equal pay bill. Mar. 1969. 3 p. 4° ({WB 69- 
95.]) fF L 13.2: Eq 2/19/969 
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A 


Aamot, Halder W. C., winding long, slender 
coils by orthocyclic method, 7646 
Aberdeen, Idaho, recoris of - 1.7 wells 
and water-level fluctuations, 8357 
Ability, human resources in rural southeast 
Coastal Plain, characteristics with em- 
hasis on poor, 8151 
ABM, sce Missiles. 
Abraham Lincoln Birthplace National His- 
toric Site: 
administrative history, 8714 
general information, 8711 
Abstracts, see names of departments, bureaus, 
ete., issuing abstracts—also subjects. 
Accelerators, design, principles, etc., use in 
nuclear research, 7720 
Accidents, shipyard injuries, analysis, 8544 
see also Aircraft accidents—Spacecraft 
accidents. 
Accountants, Rural Electrification Adminis- 
tration career opportunities, 8841 
Accounting, see Accounts and accounting. 
Accounting machines, shipments, 1958-67, 
patterns of industrial growth, 7734 
Accounts and accounting: 
accounting periods and 
information, 8445 
carriers by inland and coastal waterways, 
uniform system, 8493 
Engineers Corps, financial administration, 
accounting and reporting, civil works 
activities, 8180 
Acid mine drainage, See Mine drainage. 
Acoustics, See Noise—Sound. 
Acts of Congress, see Law. 
Actuarial notes, 8854 
Adams National Park Historic Site, general 
information, 8712 
Addresses, lectures, etc. : 
Astin, Allen V., 8670 
Blount, Winton M., 8770 
Brandt, Willy, 8883 
Brenner, Edward J., 8769 
Brimmer, Andrew F., 8240, 8243-44 
Brosio, Manlio, 8883 
Brown, Lester R., 8458 
Carpenter, Mrs. Scott, 8783 
Chartener, William H., 7795-96, 7798 
Fanning, Jehn H., 8702 
Freeman, Orville L., 7582-83 
Gibson, A. E., 8569-70 
Hardin, Le ag | M., 7614 
Harllee, John, 8209 
Hearn, George H., 8210 
Hickel, Walter J., 8414 
Hyde, Floyd H., 8391 
Jackson, Samuel C., 8390 
Kenned paved M., 8920-22 
Klein, arl L., 8413 
Koontz, Eltzabeth D., 8938 
Maisel, Sherman J., 8239, 8241, 8252 
Martin, Preston, 8208 
Mitchell, George W., 8245 
President Nixon, 8883 


methods, tax 
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Addresses, lectures, etc.—Continued 
by—continued 
Robertson, J. L., 8236, 8250 
Rogers, William P., 881, 8883 
Sandoval, Hilary, jr., 8849 
Seaborg, Glenn T., 7716-17, 8882 
Shultz, George P., s- 
Siciliano, Rocco C., 7806 
Stans, poo =, _— 7805 
Tape, Gerald F., 
Tribus, Myron, 7807 
Walker, Charles E., 8919 
FMC SP series, 8299-10 
MA SP series, 8569-70 
Administrative management: 
administration and effectiveness of work 
experience and training project under 
title 5 of Economic opportunity act 
of 1964— 
Lake County, Ind., GAO report, 8327 
Maricopa County, Ariz., AO report, 


328 
executive leadership in public service, 8929 
Federal programs, ~ he administra- 
tion by consolidation a grant-in-aid 
programs, proposal, 7859 
maneging emergency preparedness files, 
Federal vital records program, records 
management handbook, 8664 
NASA management issuances, index, 8588 
organization and functions of field staff, 
New Florencia, case study for 1970 cen- 
suses of population and housing, 7750 
personnel management, tontaieg ae on 
for line managers and supervisors, 778 
administration, i 


planning and 
annotated bibliography, 


methodology, 
8819 


resources and work force management, 
civil engineering, Air Force manual, 
7624 
Small Business Administration economic 
opportunity loan program shows need 
for improved administration and in- 
creased effectiveness, GAO report, 8337 
urban renewal rehabilitation program, im- 
provements needed in management by 
Housing and en Development Dept., 
GAO report, 8330 
Administrators, estates, Federal tax guide for 
survivors, executors and administrators, 
8429 
Adult Education Week, designate, 
8037 
Adult, Vocational, and Library Programs 
Bureau, facts, 8168 
Advisory Commission on Intergovernmental 
Relations, unshackling local government, 
survey of proposals, report, print addi- 
tional copies, report, 7918 
AEC, see Atomic Energy Department. 
Aerodynamic nenting, leading-edge effects on 
laminar flat-plate boundary layer and aero- 
dynamic heating at Mach 10.4, 8636 


report, 
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Aerodynamics: 

investigation of class of bodies that gen- 
erate far-field sonic-boom shock strength 
and impulse independent of body length 
and volume, 8631 

streamlines on blade-to-blade stream sur- 
face of a tandem blade turbomachine, 
FORTRAN program for calculating, 


twin-keel parawing characteristics, wind- 
tunnel investigation, 8647 

velocities in magnified region of blade-to- 
blade stream surface of turbomachine, 
FORTRAN program for calculating, 
8616 


see also Boundary layer. 
Aeronautical equipment, removing seawater 
salt residues by surface chemical methods, 
field experience, 8762 
Aeronautics : 
civil aviation, accidents, preliminary anal- 
ysis, 8739 

code of Federal regulations, 8220 

Federal aviation act of 1958, amend, 
hearings, 7964 

United States activities, report 1968— 
departmental edition, 8661 
document edition, 7844 

see also Aircraft. 

Aerospace, see Outer space. 

Aerospace medicine, see Medicine. 

Aerospace Research Office: 

OAR research directory, 7632 
OAR series, 7632-34 

Afghanistan : 
agricultural commodities, agreement, 8898 
surface water resources investigations 

plan, 8358 

Africa : 

social science research, 
available, 8880 

west coast, light and fog signals, list, 
change, 8751 

After college what? 8847 

Age, population, estimates of States, 7744 

Age (law): 
how you may save time proving your age 

and other birth facts, 8807 


special papers 


Aged : 
group volunteer service, project report, 
7566 


health services to older Americans, costs 
and delivery, hearings, 8050 
housing, rental & co-op, loans for senior 
citizens in rural areas, 7607 
older Americans, tax benefits, 8440 
psychiatric patients, use of general hos- 
pitals, study, 8855 
tax treatment of the elderly, tax reform, 
hearings, written statements of wit- 
nesses, 7984 
usefulness of model cities program to the 
elderly, hearings, 8051 
see also Aging. 
Agency for International Development, see 
International Development Agency. 
Aging, developments, 1968, report, print ad- 
ditional copies, report, 8025 
Aging, Special Committee on, Senate, hear- 
ings, 8050-51 
Agnew, Donald B., improvements in grades 
of hogs slaughtered, 759 
Agricultural commodities, see Agricultural 
products. 
Agricultural conservation program, 1968 ac- 
complishments, 7580 
Agricultural credit, see Production credit 
associations. 
Agricultural products : 
agricultural commodities, 


with— 
Afghanistan, 8898 
Bolivia, 8892-93 
Indonesia, 8895 
Korea, Republic, 8899 
Vietnam, 8891 


agreement 
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Agricultural products—Continued 

agricultural market development activities 
of principal competing countries, 8270 

fresh winter produce, capabilities of U.S. 
and Mexican production areas, for sup- 
plying U.S. markets, errata, 8150 

marketing research reports, 7595-98 

Netherlands, supply and demand, imports 
and exports, forecast for 1970 and 1975, 
summary, 8158 

production research reports, 7613 

trade and tariff information, summaries, 


transportation, economics of marketing re- 
search report, 7596 
Agricultural Research Service : 
appropriations, 1970, hearings, 7945 
ARS series, 7567-70 
Agricultural Stabilization and Conservation 
Service, appropriations, 1970, hearings, 


Agricultural statistics, see Agriculture. 
Agricultural trade and development and as- 
sistance act of 1954, international rehabil- 
itation research and demonstration proj- 
ects, annotated listing, 8853 
Agriculture : 
agricultural economic reports, 8150—54 
agriculture information bulletins, 7584 
census, 1964, final reports, 7752 
code of Federal regulations, 8215-18 
conpoentions having agricultural opera- 
tions preliminary report, 8152 
domestic situation and foreign aid outlook 
(address), 7582 
Far East and Oceania, 1968 review and 
1969 outlook, 8160 
Foreign Agricultural Service, miscella- 
neous FAS—M series, 8271-72 
getting Congolese agriculture moving, 
evaluation, 8489 
oy enacted, 90th Congress, review, 
4 


molecular biology, potential for future re- 
search, report of Western Experiment 
Station Collaborators Conference, 7570 

National Agricultural Outlook Conference 
(remarks), 7614 

a era in world agriculture (paper), 


story of U.S. agricultural estimates, 7600 

Western Hemisphere, 1968 review and 
1969 outlook, 8159 

yearbooks, 1948-68, Government publica- 
tions, list, 8786 

Agriculture Committee, House: 

committee print, 7944 

hearings, 7941-43 

report, 7938 

Agriculture Department : 

appropriations, 1970, hearings, 7945 

leaflets, 7594 

marketing research reports, 7595-98 

meat inspections procedures manual, 
amendment, 8097 

miscellaneous publications, 7599-7605 

PA (program aid) series, 7606—12 

production research, reports, 7613 

registered agricultural pesticide chemi- 
ee summary, replacement pages, 

‘ 


statistical bulletins, 7615-17 
telephone directory, 7618 
Youth Conservation Corps, establish, hear- 
ings, 8077 
AIB series, 7584 
AID, see International Development Agency. 
Air, see Air pollution. 
Air almanacs, see Almanacs. 
Air carriers: 
acquisition of control, unlawful without 
spgrevel of CAB, amend act, hearings, 


air taxi operators, scheduled as of Nov. 
1968, statistics, 8204 
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Air carriers—Continued 
air transport services, agreement with 
Czechoslovakia, 8888 
airline statistics handbook, errata, 7758 
certificated, route airport activity statis- 
ties, 8193 
certification and operations, Federal avia- 
tion regulations, 8198 
international, convention on offenses com- 
mitted on board, report, 7997 
Air crews, see Flight crews. 
Air cushion vehicles, plenum air cushion, 
including passive and active control con- 
cepts, heave response, 8649 


Air Force: 
lunar wall mosaic, LEC-1, lunar earthside 
chart, 7631 
manpower determinants, 7620 
register— 


departmental editions, 7628-29 
document editions, 7841-42 

Tachikawa Air Base, Japan, employees, 
relief, 7867 

women officers, 7636 

Air Force Department : 

Air Force manuals, 7620-26 

Air Force pamphlets, 7627 

OAR series, 7632-34 

operation and maintenance contracts, po- 
tential savings by oe evaluation 
a ae arg proposals, GAO report, 


8335 
Science and Engineering Symposium, pro- 
ceedings, 7633-34 
Air jets, forces and moments due to, ex- 
hausting parallel to large flat plates in 
near vacuum, 86 
see also Jets. 
Air piracy, convention on offenses com- 
mitted on board aircraft, report, 7997 
Air pollution : 
air-pollution-monitoring instrumentations, 
survey, 8608 
air quality control region, report for con- 
sultation, Hartford-Springfield Inter- 
state, 8813 
air quality criteria, hearings, 8089 
compacts, 1968, hearings, 8089 
search for low-emission vehicle, staff 
report, 8059 
Air samplers, stratospheric, investigation 
of recirculation, 7679 
Air taxi operators, see Air carriers. 
Air traffic: 
air traffic and airport congestion, bibliog- 
raphy, 8194 
control, en route, change, 7637 
special rules and airport traffic patterns, 
Federal aviation regulations, change, 
8196-97 
trainee aptitude-test measures involving 
Navy, arine Corps, and FAA con- 
trollers, comparative study, 7723 
Air traffic controllers, air traffic trainee ap- 
titude-test measures involving Navy, 
Marine Corps, and FAA _ controllers, 
comparative study, 7723 
Aircraft: 
avoidance of missiles, USSR study, 8511 
Coast Guard, authorization for procure- 
ment, reports, 7889 
cockpit noise intensity, fifteen 
engine light aircraft, 7727 
dynamics of spatial motion, 8658 
F-4BJ aircraft, acquisition and produc- 
tion, agreement with Japan, 0 
handling qualities, use of pilot rating in 
evaluation, 8633 
international transportation, convention 
+ qa committed on board, report, 


single- 


large, commercial operators, certification 
and operations, Federal aviation regula- 
tions, 8198 
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Aircraft—Continued 
recirculation effects 
heated jets impin 
8590 


roduced by pair of 
ng on ground plane, 


search and rescue operations for U.S. 
citizens and craft in foreign areas, 
hearings, 7959 

VTOL eflected jet, direct side-force 
maneuvering system investigation, 8638 

Aireraft accidents: 

data, U.S. civil aviation, 1968, preliminary 
analysis, 8739 

a and toxic hazards in general avia- 
tion, 77 


Aircraft controllers, see Air traffic 
controllers, 

Aircraft mechanics, see Mechanics (per- 
sons). 


Aircrews, see Flight crews. 
Airlines, see Air carriers. 
Airplane accidents, see Aircraft accidents. 
Airplanes, airworthiness standards, trans- 
port category, Federal aviation regula- 
tions, change, 8195 
Airports : 
activity statistics of certificated route air 
carriers, 8193 

Federal aid program, Federal aviation 
regulations, change, 8199 

notice of construction, alteration, activa- 
tion, and deactivation, 8200 

utility, air access to national transporta- 
tion, 8205 

Wake Island Code, Federal aviation regu- 
lations, fone. 8201 

see also Air traffic. 
Airstream, photographic study of bromine 
jet flowing in coaxial airstream and im- 
pinging on stagnation surface, 8650 
Airworthiness, see Airplanes. 
Alabama : 
loblolly pines in plantations on abandoned 
fields, volume tables and point-sampling 
factors, 8313 

shortleaf pines in plantations on aban- 
doned fields, volume tables and point- 
sampling factors, 8317 

Alaska : 

cedar, bibliography with abstracts, 8308 

southeast, old-growth western hemlock and 
sitka spruce, volume tables and equa- 
tions, 8293 

waterborne, commerce— 

1966 calendar year, 8183 
1967 calendar year, 8184 
Albacore, see Tuna fish. 
Alcohol, drug and toxic hazards in general 
aviation, 7724 
Alcoholic beverages, see Liquors. 
Algae: 
enthic marine algae from Johnston Atoll, 
record, 8851 

Kapingamarangi Atoil, checklist of 
cyanophyta, chlorophyta and phaeo- 
phyta, 88 

Aliens: 

commuter, impact along Mexican and 
Canadian borders, hearings, 8935 

resident, foreign tax credit, 8431 

United States tax guide, 8455 

— of tax on nonresident aliens 
and foreign corporations, 56 

Allen, James E., jr., nomination, hearing, 

Alliance for progress, see Latin America. 

Alloys: 
aluminum, comparison of fracture tough- 

ness test procedures, 876; 
metal, crater ¢haracteristics, under hyper- 
velocity impact including effects of 
projectile density and target tempera- 
ture, 
see also names of metals, etc. 
Almanacs, air, 8742 
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Aluminum : 
alloy tubing, Be38 Al, _ thin-wall, 
mechanical properties and column 


behavior, 8629 
alloys, comparison of fracture toughness 
test procedures, 8763 
chemistry of aluminum in natural water 
(se ries), 8383 
solubility, in presence of 
fluoride, and sulfate, 8383 
see also names of articles manufactured 
from aluminum. 
AM series, 7723-27 
Ambassadors, nomination of Keating, Ken- 


hydroxide 


neth B., to India, Peterson, Val, to Fin- 
land, Handley, William J., to Turkey, 
and Puhan, Alfred, to Hungary, hearing, 
8065 


AMC, see Army Materiel Command. 

American Fisheries Society, 100th anniver- 
sary of founding, commenmorative med- 
als, report, 7928 

American Indians, see Indians. 

American Motion Picture Diamond Jubilee 
Year, see Diamond Jubilee Year of 
American Motion Picture. 

American Revolution Bicentennial Commis- 
sion, appropriations, 1970, hearings, 7946 

American Samoa: 
annual report, 8409 
nautical chart catalog, 7789 

AMG, see Acreage marketing guides. 


Amides, synthesis of novel polyimide pre- 
cursor, 864 

Amistal National Recreation Area, master 
plan, 8728 


Amortization, see Mortgages. 
Amphibians, endangered species, prevent 
importation and interstate shipment of, 
hearings, 7967 
Amphipods: 
gammaridean Amphipoda of rocky inter- 
tidal of California, Monterey Bay to 
La Jolla, 8706 

marine gammaridean Amphipoda, families 
and genera, 8708 

Analysis, see Error analysis—also names of 
substances, or subjects analyzed. 

Anderson, Wallace L., making land produce 
useful wildlife, 7585 

Andersonville National Historic Site, mas- 

ter plan, 8727 

Andolesk, Ludwig J., nomination, hearing, 
S088 

Anemometers, 
gage, T647 

Angeles National Forest, 
tion, 8273 

Angina pectoris, see Heart diseases. 

Animal industry, see Livestock. 

Animal products, 
tion, summaries, 8912 

Annealing, of 22-,40—-, and 158—-MeV proton 
damage in n- and p-type silicon, 8622 

Antarctic regions, Antarctic bibliography, 
8565 


high-response triaxial strain- 


general informa- 


Antennas, Apollo astronaut 
tenna, performance characteristics, 

Antiballistic missiles, see Missiles. 

Antidepressive agents, antidepressant drug 
studies, 1955-1966. bibliography and 
selected abstracts, 8797 

Apollo project, see Project Apollo (man-in- 
space program). 

Appalachian region, funding Appalachian 
projects, development districts and re- 
search, guidelines, 7642 

Appalachian Regional Commission : 
annual report, 7640 
Education Advisory Committee, 

report, 7641 
Federal Cochairman, nomination of John 
B. Waters, jr., hearing, 8091 

Appeals, tax refunds, appeal 

claims, 8424 


backpack an- 
8615 


interim 


rights and 
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Appel, Charles A., hydrogeologic data re- 
lated to establishment +7 ee station 
in Everglades National Park, Fia., 8349 
Apprentices, Government Printing "Office, 
increase number authorized, report, 8033 
Approaches to drug insurance design, 8389 
Appropriations : 
requests, 1970, recomemnded reductions, 
78 5 - 

en, 1969— 
earings, 7947 
report, 7940 

see also subjects, or names of depart- 
ments, etc., for which appropriations 
are made. 

Appropriations Committee, House: 
hearings, 7945-47 
report, 7940 

Aogecgetations Committee, Senate, report, 


Aptitude tests, air traffic trainee, measures 
involving Navy, Marine Corps, and FAA 
controllers, comparative study, 

Aquatic life, resources, effects of pollution 
~ South Platte River basin of Colo., 
& 

Aqueous solutions, light scatterin and 
ultrasonic investigations of relaxation in, 


8416 

Aquifers, hydrology of aquifer 
(series), 8352 

Arans, Luis R., Castillo de San Marcos and 
Fort Matanzas, National Monuments, 

7 historical research management plan, 


systems 


Arbitration, see Labor arbitration. 

Are heating, arc-heated drivers up to 10 
feet long, exploding wire initiation and 
Sosgeeens operation of 40-kV system, 


Archeology : 
Bighorn Canyon, 8852 
publications in salvage archeology, 8852 
Arcidiacono, Peter J., steady flight differ- 
ential equations of motion for flexible 
helicopter blade with chordwise mass un- 
balance, 7668 
Arctic National Wildlife Range, 
information, 8869 
Arctic Ocean, lights and fog signals, list, 
change 8752 
Arctic regions, eastern Arctic ice, seasonal 
outlook, 8755 
Area handbook, Mozambique, 7662 
Area wage surveys, see ages. 
Argentina, labor law and practice, 8546 
Argon, argon-tungsten and argon-uranium 
induction heated plasmas, experimental 
investigation of spectral emission char- 
acteristics, 8593 
Arizona, Indian vital statistics, 8798 
Arkansas River and Valley, navigation con- 
ditions, lock and dam no. 7, hydraulic 
model investigation, 8186 
Armed Forces: 
— facts for Armed Forces (series), 
courts-martial, manual, 8132 
dependents, educational scholarship. 
oans, and financial aids, general infor- 
mation, 7661 
dependents eligible for medical care, to 
nelude foster child, amend U.S. Code, 
hearings, 7949 
mailing privileges, 5 we ~ better oversea 
service, amend U.S. Code, report, 7892 
Armed Forces Information ‘Service, DoD 
pamphlets, 7643 
Armed Forces Institute, bulletin 8143 
Armed Services Ar amanaaas House : 
hearings, 7948—4 
reports, 7887, 7929-30, 7932-33 
Armed Services Committee, Senate, reports, 
8028, 4 
Armed services papers, 7948-49 
Arms control, see Disarmament 


general 
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Army: 
infantry brigades, field manual, 7653 
information and data systems, pamphlet, 

change, 7659 
intelligence, exciting and unusual career, 
procurement legal service, pamphlet, 7663 
procurement procedure, change, 7645 
see also Uniforms. 

Army Aviation Materiel Laboratories, tech- 
nical reports, 7668-71 

Army Department: 

Army regulations, 7646 
cooperative education program, 7660 
fleld manual, 7653 
Natick laboratories 
7655-5 
pamphlets, 7658—64 
technical manuals, 7665-67 
Army Materiel Command: 
AMC pamphlets, 7644 
publications and blank forms, index, 7644 

Army Medical Research and Nutrition 
Laboratory, reports and reprints, bibli- 
ography, 7673 

ARS, see Agricultural Research Service. 

Arson, riots, looting, and burning, subversive 
influences, hearings, 7977 

Art, Eskimo and northwest coast Indian, 
bibliography, 8411 

Arthropoda : 
arthropods of medical importance in Latin 

America, 7656-57 
ecology of terrestrial arthropods on Teke- 
lau Atolls, 8851 

Artillery, see Gunnery. 

Arts and Humanities, National Foundation 
on, see National Foundation on the Arts 
and the Humanities. 

Ashley National Forest, Flamin 
reational map and general 
8277 

Asia : 
southeast— 

background information, 8061 

transportation and traffic management 
activities by Defense Department, 
overall observations, GAO report, 8334 

Asian Development Bank, purpose and ac- 
complishments (statement), 8921—22 

Asparagus, frozen, U.S. standards for grades, 


technical reports, 


Gorge, rec- 
nformation, 


109 
Assets and liabilities, see Property. 
Astill, Clifford J., prediction of rotor in- 
stability at high forward speeds, 7669 
Astin, Allen V., talk, Apr. 8, 1969, 8670 
Astronautics, space flight investigations, op- 
portunities for participation, 8659-60 
Astronauts, Apollo backpack antenna, per- 
formance characteristics, 8615 
Astronomy, publications, price list, 8790 
Atlanta, Ga., model cities program, history 
and analysis, 8401 
Atlantic Coast, waterborne, commerce, 1966 
calendar year, 8182 
Atlantic Ocean, North, convention on conduct 
of fishing, operations, 7996 
Atlantic States: 
Mid-Atlantic air pollution control, consent 
to compact, hearings, 8089 
southeast Coastal Plain, rural, character- 
istics of human resources with emphasis 


on poor, 8151 
Atlas-Centaur launch vehicle, see Spacecraft. 
Atlases : 


community action agency, 8145 
mental retardation syndromes, 8836 . 
Atomic auxiliary power generators, SNAP-21 
program, phase 2, thermoelectric genera- 
tor, rformance evaluation and design 
description, 7688 
Atomic blasting: 
national policy on peaceful uses of nuclear 
explosives (remarks), 
nuclear construction engineering technol- 
ogy, 
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Atomic blasting—Continued 
Plowshare program, civil, etc., used for 
nuclear explosives, 7696 
Atomic energy : 
—— of safeguards, agreement with 
anada, 9 
code of Federal regulations, 8219 
cooperation for mutual defense purposes, 
agreement with Great Britain, 8897 
ee Services Seminar, proceedings, 
6 


understanding the atom series, 7720-22 
Atomic Energy Commission : 
AEC research and development reports, 
7674-7715 
atieree reports, corporate author head- 
ngs, 
Health and Safety Laboratory fallout pro- 
gram, quarterly summary report, 7683 
appendix, 768 
science information available, 7703 
subject headings used in indexing nuclear 
science abstracts, 7705 
Atoms: 
international atom, new appraisal, 8882 
understanding the atom series, 7720-22 
Audio-visual ———, audiovisual theory, 
aids, and equipment, training methodology, 
annotated bibliography, 8821 
Auditing, audit function at Health, Educa- 
tion, and Welfare Dept., development and 
status, GAO observations, 8332 
Auditory system, see Hearing. 
Audits, see Auditing. 
Australia : 
east coast, sailing directions, change, 8748 
south coast, sailing directions, change, 8749 
telecommunication facility on Norfolk Is- 
land to study ionospheric propagation in 
relation to long range radio paths, agree- 
ment, 9 
Austria, selling in Austria, 7799 
Aubomemee, automatic systems, USSR study, 
8 
Automotive mechanics, see Mechanics 
(persons). 
Aviation, see Aircraft. 
Aviation accidents, see Aircraft accidents. 
Aviation medicine, see Medicine. 
Aviators : 
pilot rating in evaluation of aircraft han- 
dling qualities, use, 8633 
search and rescue operations for U.S. citi- 
zens and craft in foreign areas, hear- 
ings, 7959 
Axial flow, see Flow. 
Azov, Sea of, lights and fog signals, list, 
change, 8751 
Azovskoye More, see Azov, Sea of. 


Babaliaros, Konstantinos N., relief, 8010 
Back to Brandeis (remarks), 8236 
Background notes, 8872—78 
Bacteria and bacteriology : 
bacteriological analytical manual, 8267 
effect of repeated treatment with gamma 
rays on radio-resistance, virulence, and 
culture characteristics, final report, 7686 
scientific and industrial work with 
bacteria, USSR studies, 8522 
Baehr, Melany E., psychological assessment 
of patrolman qualications in relation to 
field performance, 8530 
Baker, H. R., surface chemical methods of 
displacing water or oils, and salvaging 
flooded equipment, etc., 8762 
Balance of payments: 
program, revised guidelines for banks and 
nonbank financial institutions, 8237 
recent trends, 8247 
use of U.S.-owned 
rencies, 7846 
Ballistic missiles, see Missiles. 
Saltie Sea, lights and fog signals, list change, 


excess foreign cur- 
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Bangeawayan, Cristina, relief, 8014 
Banking and Currency Committee, House: 
investigations and studies, expenses, re- 
ports, 7879-80 
reports, 7924-28 
Banking and Currency Committee, Senate, 
hearings, 8052-56 
Banks and banking: 
back to Brandeis (remarks), 8236 
balance of payments program, guidelines 
for banks and nonbank financial in- 
stitutions, 8237 
bank lending peoattess, quarterly survey 
of changes, 8246 
role in Truth in lending (remarks), 8250 
time and savings deposits, changes, 8238 
see also Federal Home Loan Bank Sys- 
tem—Federal reserve system—also 
names of banks or places where located. 
Barbados, economic trends and their im- 
plications for United States, 8482 
Barger, Raymond L., investigation of class 
of bodies that generate far-field sonic- 
boom shock strength and impulse in- 
dependent of body length and volume, 8631 
Barnard, J. Laurens : 
families and genera of marine gam- 
maridean Amphipoda, 8708 
gammaridean Amphipoda of rocky inter- 
tidal of California, Monterey Bay to La 
Jolla, 8706 
Barnes, Ivan, chemical properties of ground 
water and their corrosion and encrustation 
effects on wells, 8352 
Barns, free-stall barn, cattle, farm building 
plan, 7604 
Barren County, Ky., soil survey report, 8864 
Bartelsmeyer, Ralph R., nomination, hear- 
ing, 8092 ; 
Bathymetry of region (PORL-—421-2), north 
of Hawalian Ridge, 8187 
Batteries, see Blectric batteries. 
Battlement Mesa, Colo., quaternary geology, 


Battles, see names of battles, or places where 
fought. 
Bearss, Edwin C.: 
battle of Sullivans’ Island and capture of 
Fort Moultrie, 8715 
first two Fort Moultries, structural his- 
tory, 8721 
Beatty, Marvin HB. III, annealing of 22-, 
40-, and 158—MeV proton damage in n- 
and p-type silicon, 8622 
Beef cattle, eee Cattle. 
Beetles, carpet, protecting woolens against, 
7589 


Behavior, behavorial science elementary 
teacher education program, final report, 
8163 

Bellows Falls, Vt., water resources appraisal 
for hydroelectric licensing, 8211 

Berkeley, Calif., riots, looting, and burning, 
subversive influences, hearings, 7977 

Bernstock, William M., bulletin of prosthe- 
tics research, 8930 

Berry, Brewton, education of American 
Indians, survey of literature, 8082 

Beryllium, alloy tubing, Be-38 Al, thin-wall, 
mechanical properties and column be- 
havior, 8629 

Bettner, James L., experimental investiga- 
tion in annular cascade sector of highly 
loaded turbine stator blading, performance 
of tandem blade, 8598 

a special factfinding mission, report, 


a! $ 
air traffic and airport congestion, 8194 
Alaska cedar, 8308 
Antarctic, 8565 
anti-depressant drug studies, 8797 
art of Eskimo and northwest coast Indian, 
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bibliographic list, Federal 
Agency, 8194 

consumer education, 8776 

dairy ee economics, research pub- 
lications, 815 

economic development of American Indians 
and Eskimos, 1930-1967, 8406 

enseaSre leadership in public service, 


Aviation 


29 
fibrinolysis, thrombolysis, and blood clot- 
ting, 1968 annual compilation, 8685 
Indian and Eskimo folktales, 8412 
Indian Arts and Crafts Board, 8411-12 
inservice training— 
allied professionals and 
sionals in community mental 


nonprofes- 
ealth, 


793 
in mental health for staff in residential 
institutions, 8795 
= professionals in community mental 
ealth, 8794 
labor mobility, 8536 
manpower and employment statistics pub- 
lications of Bureau of Labor Statistics, 


8558 

mental retardation, 8387 

Mexican heritage in United States, guide 
to materials relating to persons of, 8408 

microwaves, ultraviolet radiation, and 
radiation from lasers and _ television 
receivers, regulations, standards, and 
guides, 8803 

nuclear explosives, civil, industrial, and 
scientific uses, 7702 

southern range management, 8316 

training methodology— 
audiovisual theory, aids, and equip 

ment, 8821 

background we | and research, 8818 
—— methods and techniques, 


planning and administration, 8819 
Veterans Administration series, 8929 
see also names of departments, etc., issu- 
ing lists of publications. 
Big Hole National Battlefield, Mont., gen- 
eral information, 8716 
Bighorn Canyon, archeology, 8852 
Bingham County, Idaho, records of observa- 
tion wells and water-level ‘uctuations in 
Aberdeen-Springfield area, 8357 
Biodynamics, see Physiology. 


Biology : 
biological factors in domestic rodent con- 
trol, 100 


molecular, and agricultural, potential for 
future research, report of Western DPx- 
riment Station Collaborators Con- 
erence, 7570 
Bird houses, homes for birds, building, loca- 
tion, etc., 8410 
Birds: 
homes, building, location, etc., 8410 
—— National Wildlife Refuge, list, 


Birth, how you may save time proving your 
age and other facts, 8807 

Biscayne Bay, south, Dade County, Fla., tidal 
relations, 8362 


Black Sea, lights and fog signals, list, 
change, 8751 
Blackbody, simple high-precision copper- 


point blackbody and 
and operation, 8672 
Blade: 

blade-to-blade stream surface of turbo- 
machine, FORTRAN program for cal- 
culating velocities, ete., 8611, 8616 

flexible helicopter blade with chordwise 
mass uabalance, steady flight dif- 
ferential equations of motion, 7668 

highly load turbine stator blading in 
annular cascade sector, experimental 
investigation, 8598 


furnace, construction 
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Blade—Continued 
plain rotor, with plough type vortex gen- 
erators, performance evaluation, 8599 
rotors, helicopters, classical flutter, 7669 
turbine blade loading, advanced concepts 
to increase, experimental investigation, 


8599 
Blanco, V. M., photoelectric catalogue, mag- 
nitudes and colors of stars in U, B, V, and 
Ue, B, V systems, 8743 
Blatchford, Joseph H., nomination, hearing, 


8065 

Blood, fibrinolysis, thrombolysis and blood 
clotting, 1968 annual compilation, 8685 

Blood vessels, cerebral vascular disease and 
strokes, 8805 

Boa’ Winton M., address, May 5, 1969, 


BLS report series, 8546 

Blue-collar workers, helpers, examination an- 
nouncement, amendment, 7765 

Board of Regents of Smithsonian Institution, 
see Smithsonian Institution. 

Bodies (aerodynamics), see Aerodynamics. 

Boegly, J., Jr., feasibility of deep-well 
injection of waste brine from inland de- 
salting fam. 8421 

Boggess, Durward H., test of flushing pro- 
cedures to control salt-water intrusion at 

P. Franklin Dam near Ft. Myers, Fia., 


8359 

Boilers, counterflow double-containment tan- 
talum-stainless steel mercury boiler, design 
and fabrication, 8617 

Sear gears commodities agreements, 


Bonds, see Municiple bonds—State bonds. 

Bones, James T., volume tables and equa- 
tions for old-growth western hemlock and 
sitka spruce in southeast Alaska, 8293 

Bonneville Power Administration, general 
sales statistics, 7728 

Booth, John W., III, relief, 7865 

Boots and shoes, copying shoe lathes, suspen- 
sion of duty, continue, report, 7898 

Boschitz, Edmund T., optical model analysis 
of proton scattering in range 16 to 22 
MeV, 8614 

Bossert, Warren H., operation of reverse 
osmosis desalination unit at Webster, 
8S. Dak., 8420 

Bothnia, Gulf of, lights and fog signals, list, 
change, 8753 

Botulism : 
Clostridium botulinum— 


Tnoculation of haddock and clams, 
mma ray effect, 7685, 7712 
significance in application of radia- 
tion-pasteurization process to Pa- 
a crab meat and flounder, 7708, 


types DB, nonproteolytic B, and F, growth 
and toxin production in nonirradia- 
tion and irradiated fisheries products, 
7709-10 

Boundary layer: 

annular cascade sector of highly loaded 
turbine stator blading, experimental in- 
vestigation, 8598 

laminar flat-plate boundary layer and 
aerodynamic heating at Mach 10.4, ef- 
fects of leading-edge thickness, 8636 

Bove, Peter A., nomination, hearings, 8076 

Bovine tuberculosis, see Tuberculosis in 
animals. 

Bowman, Robert L., performance of N/P 
silicon and cadmium sulfide solar cells 
as affected by hypervelocity particle im- 
pact, 8625 

Boyer, William D., foliage weight and stem 
growth of longleaf pine, 8304 

Brackish water, see Water. 

Bradley, Omar N., tribute, report, 7933 
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Brain: 
cerebellum and cerbral cortex of rats at 
different stages of conditioning, quanti- 
tative changes in nuclear RNA, USSR 
study, 8507 
infarction by sex, age and level of charac- 
teristic, etc., Framingham study, 8690 
Brandt, Willy, remarks, April 10, 1969, 8883 
Breakfasts, school breakfast program, how 
it works, etc., 8107 
The breakout of Alaska’s Lake George, 8338 
Bredin-Archbold—Smithsonian biological 
survey of Dominica, 8709 
nee. Edward J., address, May 2, 1969, 
3769 


Brewer, Durward, socioeconomic factors af- 
fecting participation in water-oriented out- 
door recreation, 8156 

Brewer, W. Donald, nomination, hearing, 

9 


Brimmer, Andrew F.: 
addresses, lectures, ete.— 


, 8240 
Mar. 26, 1969, 8244 
Apr. 17, 1969, 8243 
Brines, waste brine from inland desalting 
plants, deep-well injection, feasibility, 


Broadcasting, see Television. 

Broilers, see Chickens. 

Bromine, photographic study of bromine jet 
flowing in coaxial airstream and impinging 
on stagnation surface, 8650 

Brosio, Manlio, remarks, April 10, 1969, 8883 

Brotherhood of Locomotive Engineers, emer- 
gency board report, 8177 

Brotherhood of ilroad Signalmen, emer- 
gency board report, 817 

Brown, Byron W., use of U.S.-owned excess 
foreign currencies, 7846 

Brown, Ear! §.. relief. 7871 

Brown, John N., reappointment as citizen 
cogent of Smithsonian Institution, report, 


03 
Brown, Lester R., paper, Dec. 3, 1968, 8458 
Brown, Robert Z., a factors in do- 
mestic rodent control, 8800 
Brown, William H., III, nomination, hearing, 


8084 
Brush, nonsprouting greenleaf manzanita 
brushfields in Cascade Range, reclamation, 


Brush plating, see Plating. 

Budget of United States: 

1970 amendments, proposal, 7860 
planning-programing-budgeting system 
ak policy analysis of PPBS, 8073 

Buffalo, N.Y., area wage survey, 8553 

Building: 
notice of construction, alteration, activa- 

tion, and deactivation of airports, 8200 
Overmyer construction permits acquisition 
and transfer, hearings, 7961-62 
trafficking in broadcast station licenses 
and construction permits, hearings, 
7961-62 

Buildings, see names of buildings. 

Bulletins, see Farmers bulletins—also names 
of departments, etc., issuing bulletins.— 
also subjects. 

Bulloch County, Ga., soil survey reports, 


Bunn, Verne A., buying and selling a small 
business, 8848 
Burnham, C. Wayne, thermodynamic prop- 
a of water to 1,000°C and 10,000 bars, 
Burning, see Arson. 
Burns and scalds, burn proof, save a life 
today, 8269 
Burundi, economic trends and their implica- 
tions for United States, 8463 
Business: 
business administration, Rural Electrifica- 
tion Administration career opportuni- 
ties, 8841 
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Business—Continued | 
buying and selling a small business, 8848 
census, 1967, retail trade area statistics, | 

7736 
expenses, tax information, 8446 
international business publications, check- 
list, supplement, 8486 
loans for nonfarm enterprises, 7612 
overseas business reports, 7709-7804 
small business— 
crime against, report, print as Senate 
document, report, 8026 
drug industry, competitive 
hearings, 8095 
uniform relocation assistance and land 
acquisition, hearings, 8074 
symposium on manpower and private re- 
sources, 8542 . 
tax information on sale of business, 8450 

Business administration, see Business. 

Buying, see Purchasing. 

Byushgens, G. S., dynamics of spatial mo- 
tion of aircraft, 8658 


© 


C&MS, see Consumer and Marketing Service. 

C.F.S. series, 7808-10 

CAB, see Civil Aeronautics Board. 

Cables, cable logging terms, glossary, 8280 

Cadets, see Coast Guard. 

Cadmium, nickel-cadmium batteries by farad 
capacitance measurements, determining 
state of charge, 7680 

Cadmium sulfide, and N/P silicon solar cells 
as affected by hypervelocity particle im- 
pact, performance, 8625 

Cagle, Caroline H., changes in time and 
savings deposits, 8238 

Calculating machines, computing machines, 
shipments, 1958—67, patterns of industrial 
growth, 7734 

Calculators : 
revised calculator for Barr and Stroud 

dendrometer, 8302 
veterans benefits, print additional copies, 
report, 7912 

Calendars, tax calendar and checklist, 8441 

Calibration : 
calibration and test services of National 

Bureau of Standards, supplement, 8666 
principles and procedures for field strength 
meters, 30 Hz to 1 GHz, 8671 

California : 
coast pilot, supplement, 7787 
disaster relief act of 1969, hearings, 7971 
floods from small drainage areas, 8345 
grammaridean Amphipoda of rocky inter- 

tidal, Monterey Bay to La Jolla, 8706 

Calorimeters ; improved total hemispherical 
emittance transient calorimeter, design 
and uncertainty analysis, 8619 

Calvert Formation, fossil marine mammals 
from Miocene Calvert formation of Mary- 
land and Virginia, title pages, etc., 8705 

Campus security officials workshop, 8587 

Cc 


problems 


anada : ' 

additional temporary diversions form Niag- 
ara River for power production pur- 
poses, agreement, 7998, 7995 

commuter aliens, impact along Canadian 
border, hearings, 8935 


uranium transfer, WoC oe of safe 
guards by United States, agreement, 
8890 


Canada de la Gaviota basin, Santa Barbara 
County, Calif., reconnaissance of ground- 
water resources, 8356 

Canal Zone Government, annual report, 77235 

Cancer Institute, see National Cancer Insti- 
tute. 

Canine Corps, see Dogs. 

Canned foods, see names or classes of foods 
canned. 

Canning and preserving, 
canning in France, 8272 


deciduous fruit 
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Cans, milk dispensing, sanitary standards for 
handling, military standard, 8133 

CAP (Community Action Program), see Eco- 
nomic ae ge oe Office. 

Capacitance. nickel-cadmium batteries by 
farad capacitance measurements, deter- 
mining state of charge, 7680 

Capital assets, see Property. 

Capital of United States, invitation to 
secretaries to live and work in city of 
opportunity, 8535 

Capitol, history, pictorial story, print as 

ouse document and provide additional 
copies, report, 7917 

Capture cross sections, see Neutron capture 
cross sections. 

Carbon dioxide, progressive elevations of 
COz, response of normal man to graded 
exercise, 7635 

Carbon monoxide, dru 
general aviation, 7 

Cardiac activity, see Heart. 

Cardiovascular-renal diseases, interviewing 
guides for specific disabilities, 8179 

Cardiovascular system : 
death from cardiovascular disease other 

than coronary heart disease by sex, etc., 
Framingham study, 8695 


and toxic hazards in 


disease, epidemiological investigation, 
4s ge study, 8686-88, 8691-96, 


Careers, see Occupations. 

Cargo handling, see Materials handling. 

Carnets, see Forms, blanks, etc. 

Carolin, V. M., bud characteristics of 
Ponderosa pine related to potential dam. 
age by European pine shoot moth, 8292 

Cospeneet, Mrs. Scott, address, May 1, 1969, 


Carpenters, job grading standard, 7777 
Carpet beetles, see Beetles. 
Carriers, see Air carriers—Water carriers. 
Carson Valley, Nev., water budget, 8351 
Cascade, annular, sector of highly loaded 
turbine stator blading, experiementa! in- 
vestigation, 8598 
Cascade Range: 
reclamation of nonsprouting greenleaf 
manzanita brushfields, 8307 
Washington and northern Oregon, juvenile 
height growth of four upper-slope coni- 
fers, 8306 
Case County, Iowa, soil survey report, 8866 
Cast iron, pig iron, computation of cost al- 
lowance, 8839 
Castillo de San Marcos National Monument 
historical research management plan, 8717 
Cataloging : 
Atomic Energy Commission reports, cor- 
porate author headings, 77 
cataloging manual M series, 8112 
supply cataloging, Federal manual, oper- 
ating procedures, change, 8112 
Catalogs: 
color reproductions, books and catalogues, 
educational materials, National Gallery 
of Art, 8679 
Federal supply catalog, consolidated 
master cross reference lists, 8130-31 
films on oceanography, 8744 
GSA stock cotales, Federal supply catalog, 
identification list, price changes, 8258 
Library of Congress, National Exhibition 
of Prints, 8566 
medical and veterinary zoology, 7572-73 
programed instructional material, Navy, 
supplement, 8759 
trade list catalog, 8486 
United States Army uniforms in collec- 
tions of Smithsonian Institution, United 
States Army headgear to 1854, 8707 
United States nautical chart catalog, 
Pacific Coast, Hawaii, Guam and Samoa 
Islands, 7789 
Catalysts, metallic, hydrogenation of ethy- 
lene, errata, 8667 
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Cattle: 
farm building plans— 
corral with curved chute for beef cattle, 


7605 
free-stall barn for cattle, 7604 
see also Tuberculosis in animals. 
<= Clearinghouse publications, 7762-63 
ar: 
Alaska, bibliography with abstracts, 8308 
redcedar, eastern, managing, 8315 
Cellulose, ester reverse osmosis membranes, 
development, 8422 
Cemeteries, see names of cemeteries or places 
where located. 
Census: 
agriculture, 1964, final reports, 7752 
—_— 1967, retail trade area statistics, 
census and the economy (address), 7795 
ome. 1967, final reports, 7 
ew Florencia, case study for 1970 cen- 
suses of gene and housing— 
data-collection operations, — = 
and functions of field staff, 7750 
data processing, key punching, 7751 
— special censuses, summary, 


see also subjects. 

Central States, north central USA, how to 
see, English edition, 8925 

Ceramics, mechanical and thermal proper- 
ties, proceedings of symposium, 8668 

Cerebellum, see Brain. 

Cerebral vascular disease, see Blood vessels. 

Cerebrovascular system, cerebrovascular ac- 
cident by sex, age, and level of character- 
istic, ete., Framingham study, 8689 

Cerebrum, see Brain. 

Certification of air carriers, see Air carriers. 

Cetacea, cetothere skeletons from Miocene 
art formation of Maryland and Vir- 

na, 

Chace, Fenner A., jr., freshwater and ter- 
restrial decapod crustaceans of West In- 
a, with special reference to Dominica, 


Chad, Lake, basin, land and water resoures, 
reconnaissance, study, 883 

Chaffee, John, jr., first manpower assess- 
ment, 6 

Chairs : 
and davenport, wood, executive office, Fed- 

eral standard, 8257 
sheep chair, farm building plan, 7601 

Champion, F. J., products of American for- 
ests, 7599 

Channel Islands, plant quarantine import re- 
quiremnets of Jersey, 7577 

CHAP (Children’s have a potential), see 
Children. 

Chaplains, Senate, prayers by Frederick B. 
Harris, 89th and 90th Congresses, print as 
Senate document, report, 8022 

Chappelle, Daniel E., computer program for 
scheduling allowable cut using either area 
or volume regulation during sequential 
planning periods, 8295 

Character guidance, see Guidance. 

Characteristics of human resources in rural 
southeast coastal plain, 8151 

Charitable institutions, tax treatment, tax 

reform hearings, written statements of 
witnesses, 7984 

see also Foundations (charitable and edu- 
cational). 

Chartener, William H.: 
addresses— 

Apr. 24, 1969, 7798 
Apr. 30, 1969, 7795 
ay 13, 1969, 7796 

Checklists, see subjects. 

Cheese, EUDA cheese, store test in 4 super- 
meee in Washington, D.C., suburbs, 
‘ 
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Chemicals : 
chemicals, petroleum & rubber & plastics 
products manufacturing, industry trend. 


ground water, chemical properties and 
their corrosion and encrustation effects 
on wells, 8352 

registered agricultural pesticide chemical 
uses, summary, replacement pages, 7579 

surface chemiacl methods of displacing 
yar or oils, and salvaging equipment, 


7 
see also Organic cormpounds. 


Chemistry, aluminum in natural water 
(series), 
Chi Jen Feng, see Feng, Chi Jen. 


Chickens : 
poultry record and test summary, 7568 
| broiler house, farm building plan, 


6 
Chicory, crude roots, elimination of duty re- 
ort, 
Child labor, Elementary and secondary edu- 
cation act title, PSEA migrant coordina- 
tors meeting, report, 8174 
Children : 
CHAP, children have a potential, Project 
CHAP, directory, 7630 
Child nutrition act of 1966, extend, report, 


7922 
disadvantaged, conferences on improving 
education, report, 3 
food for children, in pre-school centers, 
in summer progams, 8101 
foster, military medical care, include with- 
in category of dependents, amend U.S. 
Code, hearings, 7949 
——e Mexican-American, improv- 
ing educational opportunities, 8171 
living in federally assisted public housing, 
eduactional assistance to federally im- 
pacted areas, hearing, 7951 
protect from flow of sex-orlented mail, 
legislative proposals, 7861 
services under Social security act, 7756 
special milk program, extend, report, 7922 
see also Day care of children. 
Children’s Bureau : 
publication, 7756 
statistical series, 7757 
China, Communist, Maoism, threat to social- 
ism in China, USSR study, 8515 
Chinn, Yau Ming, relief, 8004 
—_ Grover A., forests in South Dakota, 
Choptank formation, cetothere skeletons 
from Miocene of Maryland and Virginia, 


8710 
Christopher, W. G., crater studies, surface 
motion, 7697 
Chugach National Forest, general informa- 
tion, 8274 
Chutes, corral with curved chute for beef 
cattle, farm building plan, 7605 
CI series, 8863 
Cicadas, see Wasps. 
Circuits : 
communication, spare, Government-owned, 
use in Europe, by Defense Dept., GAO 
report, 8329 
monolithic microcircuits, failure analysis, 


8601 
silicon monolithic microcircuits, reliabil- 
ity handbook, 8601 
failure mechanisms, 8600 
symbol-oriented failure analysis in multi- 
component systems, 8620 
Circulars, see names of departments, etc., 
issuing circulars. 
Cities and towns: 
better communities, HUD programs to im- 
prove community life, 8398 
mental health of urban America, urban 
programs of National Institute of Men- 
tal Health, 8809 
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Cities and towns—Continued 
mentally retarded in model cities, work- 
shop report, 8777 
model cities program— 
address, 8391 
history and analysis of planning proc- 
ess in 3 cities, Atlanta, Ga., Seattle, 
Wash., Dayton, Ohio, 8401 
questions and answers, 8399 
usefulness to the elderly, hearings, 8051 
population of United States by metro- 
politan-non-metropolitan residence, 1968 
and 1960, 7741 
wages and related benefits, occupational 
earnings, supplementary practices, 8547 
Citizens of United States: 
foreign tax credit for U.S. citizens and 
resident aliens, 8431 
search and rescue operations for U.S 
citizens and craft in foreign areas, hear- 
ing, 7959 
Citizenship, gateway to citizenship, manual 
ef principals and procedures, 840: 
City of Refuge National Historical Park, 
general information, 8718 
Civil Aeronautics Board, air carriers, ac- 
quisition of control, unlawful without ap- 
proval, amend act, hearings, 7964 
Civil aviation, see Aeronautics. 
Civil defense, see Civilian defense. 
Civil Defense Office: 
annual statistical report, 7759 
leaflet, 7760 
Civil disturbances, see Riots. 
Civil engineering: 
basic criteria, Naval Facilities Engineer- 
ing Command, design manual, 8740 
general, resources and work force manage- 
ment, Air Force manual, 7624 
Civil rights : 
jobs and civil rights— 
equal employment opportunity programs 
and activities of Federal Government, 
study, 7763 
role of Federal Government in improv- 
ing equal opportunity in employment 
and training, 7762 
Civil Rights Commission : 
Clearinghouse publications, 7762-63 
Civil service : 
examination announcements— 
blue collar helper, amendment, 7765 
current, 7768-6 
engineering equipment operators, 7771 
immigration patrol inspector, 7766 
junior Federal assistant, 7781 
motor vehicle operators, 7771 
transmitter and receiver operator and 
maintenance technician, amendment, 
7764 
examinations— 
directions and sample questions for 
test no. 26, 7770 
sample questions, 7785 
Federal personnel manual, supplements, 
7772-7: 
job grading standards— 
aircraft mechanic, 7775 
automotive mechanic, 7776 
carpenter, 7777 
engineering equipment operator, 7778 
laundry machine operator, 7779 
presser, 7780 
job grading system for trade and labor oc- 
cupations, Federal personnel manual 
supplement, 7772-73 
job opportunities, local and regional an- 
nouncements, 7782 
recruiter (periodical), 7767 
see also Government officials and em- 
ployees. 
Civil Service Commission : 
Commissioner, nomination of Ludwig J. 
Andolesk, hearing, 8088 
pamphlet, 7783 
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Civil Service Commission—Continued 

revolving fund, expand use, amend U.S. 
Code report, 7931 

Civil service pensions, retirement system, fi- 
nancing and benefits, amend U.S. Code, 

reports, 7902, 7923 

Civil works, see Public works. 
Civilian defense : 

a day in September, documentary motion 
picture on civil defense in Federal fa- 
cilities, announcement, 7760 

student manual SM series, 7761 

Civilian employees, see Government officials 
and employees. 
Claims: 

claims and judgments against U.S. pro- 
posed supplemental appropriation to 
pay, 7853 

foreign claims certified to Congress, par- 
Co payments, amend U.S. Code, report, 
(Ve 

military personnel and civilian employees 
personal property, settlement, discon- 
tinue annual report to Congress, 7936 

a tax refunds, appeal rights and claims, 8424 
iams: 

inoculated with Clastridium botulinum, 

type B, effect of gamma rays, 7712 
progress report, 7685 
Clarke County, Ga. soil survey report, 8867 
Classification, discrimination and classifica- 
tion, experiment, 8760 

see also names of substances, objects, etc., 
classified. 

Classification definition series, 8767 

Classroom demonstrations of wood proper- 
ties, 7611 

Slay : 

dentifrice containing clay, short term clin- 
ical evaluation, 8581 

manufacturing, 7732 

Clean water restoration act, see Water 
pollution, 
Cleaning: 

and renovating cotton felted mattresses, 
Federal standard, 8256 

general, brushing, scrubbing, classifica- 
tion, revised pages, 8767 

Clear-cutting, and planting best for regen- 
erating pine in northern Mississippi, study, 

8299 

Clergy, social security for clergymen and re- 
ligious workers, tax information, 8439 
Cleveland, J. M., fluoride volatility, 1968, 

proceedings of Rocky Flats Fluoride Vol- 

atility Conference, 7677 

Climate, Louisiana climate affects perform- 

ance of longleaf pine, 8296 

Climbers, climber sets, tree and pole, mili- 
tary standard, 8139 

Cline, Garner J., Immigration and nation- 
ality act, with amendments and notes on 

related laws, 7966 

Clostridium : 
botulinum, type B— 
gamma ray effect on haddock and clams 
inoculated, 7712 
progress report, 7685 
nonproteolytic B, and F, growth and 
toxin production in nonirradiated and 
irradiated fisheries products in tem- 
perature range, 77 10 
significance in application of radiation- 
pateurization process to Pacific crab 
meat and flounder, 7708, 7711 
Clothes moths, protecting woolens against, 
7589 
Cionds, cloud nucleating materials, produc- 
tion and delivery, Project Skywater con- 

ference proceedings, 8832 

Clough, Nestor, crater characteristics of 11 
metal alloys under hyper-velocity impact 
including effects of projectile density and 

target temperature, 862 

Coal mines and mining, see Mine drainage. 


Do not order from index; see indicated entry 





Co; 


Coi 


Ci 


Cc 
Cc 


d U.S. 


em, fi- 
Code, 


notion 
ral fa- 


fficials 
. pro- 
nn to 


, par- 
eport, 
loyees 
iscon- 
936 

, 8424 


inum, 
12 


8867 
sifica- 


, ete., 


‘oper- 


clin- 


Vater 


SSES, 
ifica- 


pgen- 
‘udy, 


d re- 
9 

968, 
Vol- 
orm- 
mili- 


tion- 
3 on 


and 





JUNE 


Coal Research Office, appropriations, 1970, 
hearings, 7946 
Coast and Geodetic Survey, nautical chart 
catalog, Pacific Coast, Hawaii, Guam and 
Samoa Islands, 7789 
Coast Guard: 
appropriations for vessels, etc., authori- 
zation reports, 7889, 7895 
construction of shore and offshore estab- 
lishments, appropriation authorization, 
reports, 7889, 7895 
officers and Ke register, 7790 
Coast Guard Academy, New London, infor- 
mation bulletin for candidates, 7792 
[= Reserve, register of officers, 


Coast Guard stations: 

appropriations for vessels, etc., authoriza- 
tion, reports, 7889 

construction of shore and offshore estab- 
lishments, —— authorization, 
report, 7895, 

Coast pilots, United States coast pilot, sup- 
plement, 7787 

Coastal Plains Regional Commission, Federal 
Cochairman, nomination of G. Fred Steele, 
hearing, 8091 

Coating materials, paints and protective 
coatings, Army technical manual, 7665 

Coaxial airstream, see Airstream. 

Cobb, Bart B., comparative study of air 
traffic trainee aptitude-test measures in- 
volving Navy, Marine Corps, and FAA 
controllers, 7723 

Cockpits (aircraft) : 
removing seawater salt residues by surface 

chemical methods, field experience, 8762 

Cocks (plumbing) : 

drain cocks and valves, general purpose, 
Federal item identification guide, change 


12¢ 
Code name, Spider, filght of Apollo 9, 8605 
Code of Federal regulations, 8215-34 
see also for titles, chapters, etc., of the 
Code printed separately, subject 
involved, 
Cotes. item management coding manual, 
8 


Codes of law: 
new approaches to housing code adminis- 
tration, 8778 
bar States, 1964 edition, supplement, 


7 
see also subjects. 

Coefficients, TEn mode reflection coefficient 
of ground-plane mounted parallet-plate 
waveguide illuminating reflecting sheet, 
8597 

Coffman, George W., 
agricultural operations, 
port, 8152 

Coils, winding long, slender coils by ortho- 
eyclic method, 7649 

Cold regions, science and engineering series, 
engineering, 7651 

Cold Regions Research and Engineering 

Laboratory : 
research reports, 7647-48 
special report, 7649 
technical report, 7650 

Colin, Lawrence, computation of topside 
ionograms from N(h) profiles, 8613 

Coestion of Federal unemployment tax, 


corporations having 
preliminary re 


Colleges and universities: 

cooperative education 
Army debit, 7660 

federalism and the academic community, 
brief survey, 7565 

financial aid for higher education, 8169 

graduate education, parameters for pub- 
lic policy, 8738 

workshop for college deans & campus se- 
curity officials, 8587 


program with 
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Colorado, water supply outlook, special 
snow report, 8868 
Colorado National Monument, general infor- 
mation, 8719 
Combustors, characterization of pressure 
perturbations induced in rocket combus- 
tor by machine gun, 8652 
Commemorative medals, see Medals. 
Commerce: j 
foreign-made goods sold in U.S. in com- 
petition with domestically produced 
goods, investigation and study, report, 
89 


7 
foreign trade policy (remarks), 7805 
foreign trade regulations— 
Jordan, 78 
Nigeria, 7803 
Thailand, 7802 
four economic freedoms (address), 7793 
trade list catalog, 8 
waterborne— 
America’s need for regulation today 
(remarks), 8210 
1966 calendar year , 8182-83 
1967 calendar year, 8184 
Commerce Committee, Senate: 
committee print, 
hearings, 8057-58 
reports, 8046-47, 8049 
Commerce Department, procuring and stock- 
piling jewel bearings, GAO report, 8331 
Commercial Fisheries Bureau 
appropriations, 1970, hearings, 7946 
circulars, 7811-13 
Radiobiological Laboratory, 
N.C., progress report, 781¢ 
special scientific reports, fisheries series, 
7815-17 


Beaufort, 


Commercial policy, free world commercial 
and security interests, United States 
maritime policies and their relationships 
(remarks), 8209 
Commercial peace, code of Federal regu- 
lations, 822 
Commercial - ee : 
fabricated metal products manufactur- 
ing, industry trend, 7730 

shipments of commodities by manufac- 
turers, map, 7754 

see also names of products. 

Commercial treaties, trade agreement with 

Switzerland, termination, 8886 

see also General agreement on tariffs and 
trade. 

Commission on Governmert Procurement, 
see Government Procurement Commission. 

Commission to Study Mortgage Interest 
Rates, extend, law, 7832 

Commissions, see names of commissions. 

Committee for Preservation of White House, 
see White House, Committee for Preserva- 

tion of. 
Comeerr Credit Corporation : 
capital impairment, restore— 
law, 7830 
report, 8020 
operations, June 30, 1968, graphic sum- 
mary, charts, 7818 
Commodity Exchange Authority, appropria- 
tions, 1970, hearings, 7945 
Communications : 
act of 1934, amend— 
hearings, 8058 
report, 

circuits, spare, Government-owned, use in 
a by Defense Dept., GAO report, 

microwave and laser systems for com- 
munication and tracking, parametric 
analysis, summary, 8657 

ublications, price list, 8791 

VHF, between synchronous satellite relay 
and earth ground stations, solar effects 
on, 8618 
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Communism : 

subsersive influences in riots, looting, and 
burning, hearings, 7977 

world strength of Communist party 
organizations, 8902 

Communities, see Cities and towns. 

Community Action Programs, see Economic 
Opportunity Office. 

Community health, see Health. 

Community relations, manual, 8144 

Compacts (interstate), see Interstate 
agreements. 

Competition : 

drug industry competitive problems, hear- 
ings, 8095 

principal competing countries, oosetural 
market development activities, 827 

Complexons, metals eliminated from. an 

nism by complexation, USSR study, 8497 

Composite materials, concrete-polymer ma- 
terials, topical report, 7674 

Compressors, theoretical studies of com- 
pressor noise, 8589 

Computations, see Numerical calculations. 

Computers, see Electronic computers— 
Electronic data processing systems. 

Computing machines, see ~ Calculating 
machines, 

Concrete, concrete-polymer materials, topi- 

cal report, 7674 

Concrete beams, reinforced, ductility, effect 

of confining reinforcement, 8185 

Conductors’ Division of United Transporta- 
tion Union, emergency board report, 8177 

Conduits, see Electric conduits. 

Conferences, congresses, etc. : 

international organization and conference 
series, 

see also names of conferences, etc.—also 
subject of conference. 

Congo (Kinshasa) : 

(getting Congolese agriculture moving, 
evaluation = agriculture and related 
self-help, 

Congress of tinted States 

directory, official edition, 9ist Congress, 
ist session, erratum, 7819 

officers, salary increase, report, 8029 

technical information for Congress, 7975 

oe districts, 91st Congress, maps, 


Congr re serial set, 7821-26 

Conifers, juvenile height growth, in upper 
slope of Wasington and Northern Oregon 
Cascade Range, 8306 

Connecticut, ed reconnaissance for 
uranium, 01 

Conservation, see Natural resources. 

Conservation highlights, 8862 

Consolidated master cross reference list, 
8130-31 

Constitution of United States : 
amendment, school prayer, hearings, print 

additional copies, report, 7915 

text, 7838 

Construction, see Building.—Earthwork and 
structures. 

Construction materials, concrete-polymer 
materials, topical report, 7674 

Consuls, foreign consular offices in United 
States, 8879 

Consumer and Marketing Service: 
C&MS series, 8098-8101 
publications available, list, 8099 

Consumer education, bibliography, 8776 

Containment, ion, analysis of electron analog 
simulation of, in magnetic fields, 865: 

Contempt of Congress: 
oe against Alan McSurely, report, 
proceedings against Margaret McSurely, 

report, 8035 

Contested elections, Wyman C. Lowe vs. 

Fletcher Thompson, report, 7901 
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Copgegeter report NASA CR (series), 8589- 


Contracts, see Government contracts. 
Control systems : 
manual guidance and control techniques 
for large launch vehicles, 8632 
plenum air cushion, including passive and 
active control concepts, heave response, 


8649 

Controllers, see Air traffic controllers. 

Cooley, M. E., regional hydrogeology of 
Navajo and Hopi Indian reservations, 
Ariz., N. Mex., and Utah, 8353 

Cooper, Barbara S., use of general hospitals 

y aged psychiatric patients, study, 8855 

Cooper, George E., use of pilot rating in 
= of aircraft handling qualities, 

Cooperative oa program, Depart- 
ment of Army, 7660 

Cooperative State Research Dexvien, appro- 
priations, 1970, hearings, 794 

Copper, —— point blackbody ;* furnace, 
construction and operation, 8672 

me pe copying shoe lathes, suspen- 
sion of duty, continue, report, 7898 

Copyright, code of Federal regulations, 8234 

Coral reefs and islands, atoll research bul- 
letins, 8851 

Corliss, William R., spacecraft tracking, 8604 

Corn, high-moisture, guidelines for mold 
control, 7587 

Coronary diseases, see Heart diseases. 

Corporation for Public Broadcasting, see 
Public Broadcasting Corporation. 

Corporations: 
agricultural operations, preliminary re- 

port, 8152 
foreign corporations, withholding tax, 
8456 


tax reform hearings, foreign tax credit and 
deferred executive compensation, tax 
treatment, written statements of wit- 
nesses, 7986 
Corrals, corral with curved chute for beef 
cattle, farm building plan, 7605 
Correctional institutions, see Reformatories. 
Corrosion and anticorrosives, wells, chemical 
properties of ground water and their cor- 
rosion and encrustation effects, 8352 
Corsica, sailing directions, 8746 
Cosines, see Trigonometry. 
Cosmic rays, search for gamma-rays from 
Crab nebula using digitized spark chamber, 


Cost and standard of living, area wages and 
living costs, 8561 

Costa Rica, economic trends and their im- 
plications for United States, 8466 

Cotton: 
Soee gad processing, test results, summary, 


upland, vote scheduled on transfer of 1970 
allotments, 7608 

Cottonseed, surface area, method of de- 
termining, 7613 

Counterfeits, see Money. 

County agricultural agents, in Vietnam, 7610 

Coupling, mutual coupling between wave- 
guides which propagate 2 orthogonal 
modes, first-order solutions, 8640 

Courts, see names of courts. 

Courts- —, and courts of inquiry, 1968 
manual, 

Crab meat, Peciie, and flounder, significance 
of Clostridium botulinum, type in ap- 
plication of a pasteurization 
process, 7708, 7711 

Crab nebula, search for gamma-rays using 
digitized spark chamber, 8656 

Craft (nautical) : 
search and rescue operations for U.S. 

citizens and craft in foreign areas, hear- 
ing, 7959 
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Craters: 
characteristics of 11 metal alloys under 
hyper-velocity impact including effects 
of projectile density and target density, 
8627 


62 
long-range ariblast from Palanquin test, 
6 


76 

NCG technical report, 7689 

surface motion, studies, Project Pre- 
Gondola, 7687 

Credit : 

Federal reserve discount facility, proposed 

changes, public reaction (remarks), 
5 


824 
policy questions, Federal Home Loan Bank 
System (address), 8208 
see also Production credit associations. 
Credit selling, see Sales. 
Creep of metals, creep-rupture data for 
welded N-155 tubes, 8645 
Crime and criminals: 
appropriation request for Justice Depart- 
ment to combat lawlessness, 7850 
crime in United States, all aspects, create 
select committee to conduct investiga- 
tion and study, report, 7894 
offenses committed on board scuatt, con- 
vention, report, 7996 
organized crime, fight pean, message 
from the President, 7856 
riots, looting, and burning, subversive in- 
fluences, hearings, 7977, 8073 
small business, crime against, repost, print 
as Senate document, report, 802 
Croaking gouramis, sounds and poses in 
aggresisve-defensive behavior of Trichop- 
sis vittatus (Cuvier and Valenciennes), 
USSR study, 8523 
Croplands, see Land. 
Crops : 
field and seed, production, farm use, etc., 
by states, 8904 
seed crops, acreage, yield, production, etc., 
annual summary, 8908 
see also names of crops. 
Cross sections, see Neutron capture cross 
sections. 
CRREL, see Cold Regions Research and 
Engineering Laboratory. 
Crustaceans, freshwater and_ terrestrial 
decapod crustaceans of West Indies, 
8709 


see also Amphipods. 
CSSR, see Czechoslovakia. 
Culture media, see Bacteria and baetertetegs. 
Current fishery statistics, C.F.S. series, 780 


10 

Current industrial reports, 7738-39 

Curriculum, water and wastewater tech- 
nology, 2-year post high school curriculum, 
8176 

Customs, see Tariff. 

Customs Court, cases adjudged, Customs 
Court reports, 8111 

Cutting oils, employing radiation, microbial 
inhibitions in cost, analysis, 7691 

“- de Rest, R. P., films on oceanography, 

44 


Cybernetics : 
and regulation theory, USSR study, 8514 
intelligence through the eyes of a cyber- 
netician, USSR study, 8521 
new techniques in scientific information 
systems, USSR study, 8516 
USSR research, 8495 
Cyclic intermediates, see Organic compounds. 
Cyprus, economic trends and their implica- 
tions for United States, 8475 
Czechoslovakia : 
air transport services, agreement, 8888 
a ferment and dissent, aspects, 


situation, and U.S. Forces in Europe, post- 
script, 8066 
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Dairy industry, see Dairying. 

Dairying: 
dairy market statistics, 1968, annual sum- 

mary, 7616 
dairy marketin ne nm age research pub- 
lications, bibliography, 8157 

publications, price list, 8788 

Damping, viscous and friction, stabilizin 
effect on vibration of shaft face seals, 863 

Dams, concrete, Puerto Rico, condition, 8828 

Dannenberg, Robert E., exploding wire ini- 
tiation and eleetrical operation of 40- 
kV system for arc-heated drivers up to 10 
feet long, 8623 

Darney, Arsen, role of packaging in solid 
waste management, 1966 to 1976, 8814 

Data, see subjects. 

Data processing, see Electronic data process- 
ing systems. 

Data storage and retrieval systems, see In- 
formation storage and retrieval systems. 

Davenports, and chairs, wood, executive of- 
fice, Federal standard, 8257 

Davidson, Helen J., water-quality records for 
Hubbard creek watershed, Tex., 8364 

Davies, Don, education prepemees ¢ develop- 
ment, investment in the future, 8166 

Davis, William M., wage calendar, 8549 

a 2 care of children, day care fact sheet, 

Days, see names of special days. 

Dayton, Ohio, model cities program, history 
and analysis, 8401 

DDT, used in farm production, 8154 

Deaf, education, review of selected progarm 
activities, 8388 

Dealers, poultry, national improvement plan, 
participants, supplement, 7567 

Deans (in schools) : 
workshop, college deans, 8587 

Death: 

by sex, age and level of characteristic at 
exam for 22 characteristics, ete., Fram- 
ingham study, 8693 

death from cause other than cardio- 
vascular disease by sex, age and level of 
characteristic, etc., Framingham study, 


8696 
Debt, see Public debt. 
Decedent’s estates, see Estates. 
Deciduous fruits, see Fruit. 
Decisions, see names of courts, ete., render- 
ing decisions. 
Decoding, sequential, use of log-a-posteriori 
probability metric, 8609 
DeCoste, John, Gaston fire, 8311 
Deductions, see Income tax. 
Defense Department : 
cataloging manual M series, 8112 
DoD ponerse, 7643 
handbook, DSAH series, 8113 
high dollar spare parts breakout program, 


manual DSAM series, 8114-17 

military standards, 8133-39 

overseas schools, extend program for 
allocation of funds elementary and sec- 
ondary education act, amendments of 
1969, report, 7891 

procuring and seoenpling jewel hearings, 
GAO report, 8331 

regulations DSAR series, 8118 

transportation activities in Far East and 
Southeast Asia, overall observations, 
GAO report, 8334 

use of spare Government-owned com- 
munications circuits in Europe, GAO re- 
port, 8329 

Defense Supply Agency : 

handbook DSAH series, 8113 

implementing procedures for purchase of 
supplies under DoD coordinated procure- 
ment program, 8118 
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Defense Supply Agency—Continued 
item management coding manual, 8116 
manual DSAM series, 8114-17 
regulations DSAR series, 8118 
Delap, Owen B., manpower and employment 
statistics publications of Bureau of Labor 
Statistics, selected bibliography, 8558 
Delvigs, Peter, synthesis of novel polyimide 
precursor, 8643 p 
Demineralization, transport depletion evalu- 
ated with natural brackish water, 8835 
Democratic Republic of the Congo (Kin- 
shasa), see Congo (Kinshasa). 
Denaro, John (Giovanni) : 
relief, 7999 
Dendrometers, Barr and Stroud, revised cal- 
eculator, 8302 
Denmark, plant quarantine import require- 
ments, 7576 
Density, effects of projectile density and 
target temperature when determining 
erater characteristics of 11 metal alloys 
under hyper-velocity impact, 8627 
Dental care, see Dentistry. 
Dental schools, Army Institute of Dental 
Research graduate course, 7672 
Dentistry : 
advanced theory and science of dental 
practice, graduate course, 7672 
tax deduction for medical and dental ex- 
penses, 8427 
veterans benefits, for service since Jan. 31, 
1955, 8933 
Dentrifices, containin 
clinical evaluation, P 
Denver, Colo., area wage survey, 8556 
Dependents, tax exemptions for dependents, 
8457 
see alao Armed Forces. 
Depreciation, seppomatien, depletion, tax in- 
ormation, 8428 
Desalination : 
inland desalting plants, deep-well injec- 
tion of waste brine from, feasibility, 


clay, short term 


reverse osmosis desalination unit at Web- 
ster, S. Dak., operation, 8420 

Deschler, Lewis, Constitution, Jefferson's 
manual, and rules of House of Representa- 
tives, 7838 

Deschutes National Forest, Mt. Jefferson 
Primitive area, general information, 8285 

Design manual DM series, 8740 

Detectors, methane ionization detector, ex- 
tended testing, 7690 

Deutsch, Lawrence J., threshold of stapedius 
reflex to selected acoustic stimuli in nor- 
mal human ears, 8575 

Development assistance, see Foreign ald. 

Diagnosis, mental retardation syndromes, 
visual diagnosis of facies and physical 
findings, atlas, 8836 

Dialysis, transport depletion evaluated with 
natural brackish water, 8835 

Diamond Jubilee Year of American Motion 
Picture, designate report, 8 

Dietitians, Air Force career opportunities, 


7619 
Diffraction, diffractometry with 55Fe and 
Beta excited X-ray sources, 767 
Diffractometers, diffractometry with 55Fe 
and Beta excited X-ray sources, final re- 
port, 7678 
Diggs, Charles, C., jr., report of special fact- 
finding mission to Nigeria, 795 
Dille, J. Robert, drug and toxic hazards in 
general aviation, 7724 
Diodes, experimental silicon carbide back- 
ward diode operable to 1000°K, develop- 
ment, 8642 
Direction cosine computational error, 8654 
Directories : 
Bureau of Elementary and Secondary Edu- 
cation programs, 8164 
Congress of United States, 91st Congress, 
1st session, erratum, 7819 
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Directories—Continued 
“nee 1968-69, public school systems, 


—- consular offices in United States, 
8879 


military assistance program address di- 
rectory, 8141-42 
OAR research directory, 7632 
post offices, 1968, national ZIP code di- 
rectory, supplements, 8775 
telephone— 
Agriculture Department, 7618 
House of Representatives, 7836 
Senate, 7992 
urban renewal, 8840 
Disabled, interviewing guides, 8179 
Disadvantaged children, see Children. 
Disarmament, arms control, ABM systems, 
strategic and foreign policy implications, 
hearings, 8068 
Disasters : 
California disaster relief act of 1969, hear- 
ings, 7971 
educational assistance in major disaster 
areas, elementary and secondary edu- 
cation act amendments of 1969, report. 


1 
oll spillage and flood damage, California, 
wy 7970 
Discounts, Federal Reserve Discount Facility, 
public reaction to proposed changes in 
operation (remarks), 8245 
Discrimination in employment: 
equal employment opportunity, challen 
to business and government (remarks), 


equal opportunity employmert practices in 
Dept. of Interior (remarks), 8414 
Federal aid highway act of 1968, equal 
employment opportunity provision, im- 
plementation, print as Senate document, 
report, 8024 
jobs and civil rights— 
equal employment opportunity programs 
and activities of Federal Government, 
study, 7763 
role of Federal Government in promotin 
equal opportunity in employment an 
training, 7762 
Discrimination learning, discrimination and 
classification, experiments, 8760 
Dispensers, see Cans. 
Displaced Perecas, uniform relocation assist- 
ance and land acquisition, hearings, 8074 
Distillation, vacuum method, use in determi- 
nation of oxygen in lithium, 8646 
Distribution system, see Military supplies. 
District of Columbia : 
appropriations, 1970, additional, 7851 
Government, increasing responsibility and 
qeesaey, message from the President, 


785 

institution, Forest Haven, voluntary ad- 
mission of patients to provide care, edu- 
eation and treatment of mentally re- 
tarded persons, report, 7909 

Old Stone House in Georgetown, D.C., its 
pe century occupants and furnishings, 

police canine corps, expand, report, 7908 

unemployment compensation act, exempt 
public international organizations, re- 


ort, 

District of Columbia Committee, House, re- 
ports, 7908-10 

Dives, hellum-oxygen saturation and excur- 
sion dive to simulated depth of 900 feet, 
performance effects of increased ambient 
pressure, 8576 

Dividends, see Life insurance. 

ne mammalian adaptations to diving, 


Doctors, see Physicians. 

Doctrine for riverine operations, 8567 
Documentary films, see Motion pictures. 
DoD, see Defense Department. 
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Dogs, District of Columbia canine corps, 
expand, report, 7908 

Dole, Hollis M., nomination, hearings, 8076 

Dollars, Buro-dollar flows and efficiency of 
U.S. monetary policy (paper), 8240 

Dominica, see Windward Islands. 

Donnell, John R., paleocene and lower eocene 
units in southern part of Piceance Creek 
Basin, Colo., 8339 : 

Donoian, Harry A., new approach to settin 
pay of Federal blue-collar workers, 856: 

Doordan, Martin, evaluation of selected wrap- 
ping films for fresh meat packaging, 7569 

Dosimeters, thermoluminescent, use for low 
dose measurements, 7682 

Doss, Mildred A., snden coteseaee of medical 
and veterinary zoology, 7572-73 

Deg, Gene C., test wells SMR-4 and SMR-5, 

hite Sands Missile Range, Dona Ana 
County, N. Mex., 8360 

Doumani, George A., oceanography in 90th 
Congress, 7969 

Dow, Norris F., zero thermal expansion com- 
posites of high strength and stiffness, 
8596 

Drainage: 
areas in Illinois, flood flows, preliminary 

flood-frequency relations, 8 
pet wy oe 8826 
see also Mine drainage. 

Drive (electromechanical) : 
are-heated drivers up to 10 feet long, 

exploding wire initiation and electrical 
operation of 40-kV system, 8623 

Drops, on minimizing wake of droplets, 8603 

——s drought index for forest fire con- 
trol, 8310 

Drugs : 
anti-depressant drug studies, 1955-1966, 

bibliography and selected abstracts, 8797 
code of Federal regulations, 8223 
te toxic hazards in general aviation, 

7724 


drug industry, competitive problems, hear- 
ings, 8095 

insurance design, aqgocainen to Task Force 
on Prescription Drugs, background pa- 


rs, 8389 

pharmaceutical industry, competition, pres- 
ent status, hearings, 8095 

pharmacological drugs which increase re- 
sistance to hypoxia, USSR study, 8510 

™ pagens, FRA manual for pharmacists, 
2 


6: 
see also Narcotics. 
Drying, see names of substances dried. 
DSA, see Defense Supply Agency. 
Ductility, of reinforced concrete beams, effect 
of confining reinforcement, 8185 
Dukler, A. E., development of mathematical 
model and computer program for optimiza- 
tion of VTE saline water plants, 8417 
Duties, see names or classes of articles 
imported. 
Duty, honor, country (character guidance 
discussion), 7658 
Duvall, V. L., selected bibliography, 1962-67, 
on southern range management, 8316 
Dynamics : 
of spatial motion of aircraft, 8658 
vinti dynamical problem and geopoten- 
tial, 8655 
Dysentery, USSR etiological structure, 1950— 
65 changes, peculiarities of geographical 
distribution of shigellae, 8525 


Eagle Lake Timber Co., relief, 7864 

Bar, normal human, threshold of stapedius 
reflex to selected acoustic stimuli, 8575 

Rosbert, Amelia, honor the memory, report, 


Parnings, see Wages. 

Earthquakes, United States, 7788 

Earthwork and structures, nuclear construc- 
tion engineering technology, 7689 
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East (Far East) : 
agricultural situation, 1968 review and 
1969 outlook, 8160 
transportation and traffic management 
activities by Defense Department, over- 
all observations, GAO report, 8384 
astern Carriers’ Conference Committee, 
emergency board report, 8178 
Eastern, Western and Southeastern Car- 
riers’ Conference Committees, emergency 
board report, 8177 
Beology : 
plants, highway research and develop- 
ment news, 8825 
o— arthropods on Tokelau Atolls, 


Economic assistance, see Foreign ald. 
Economic concentration, 8073 
Beonomic conditions : 
census and the economy (address), 7795 
deflating an expanding economy (ad 
dress), 7796 
foreign economic trends and their impli- 
cations for United States, ET series, 
8459-82 


impact of high interest rates, hearings, 
$052 


report of the President to Congress, hear- 
ings, 3 
socio-economic factors affecting partici- 
pation in water oriented outdoor rec- 
reation, 8156 
socio-economic profile of 1965 farm wage 
force, 8153 
see also names of countries, States, etc. 
Economic development, American Indians 
ree Eskimos, 1930-1967, bibliography, 


Economic Joint Committee : 
committee print, 7835 
hearings, 7833-34 
Eeonomie Opportunity Office : 
ee Action Agency, atlas, 
manuals, 8145 
pamphlets, 8146—48 
programs, GAO review, 8086 
Economic policy : 
deflating an expanding economy (ad- 
dress), 7796 
economic opportunity programs, GAO re- 
view, 8086 
forecasting errors of the 60’s, lessons for 
the 70’s (address), 7798 
Economic Research Service : 
agricultural economic reports, 8150-54 
appropriations, 1970, hearings, 7945 
ERS-foreign series, 8158—60 
ERS series, 8155-57 
Economics : 
dairy oe research publications, 
bibliography, 8157 
economics of military procurement, hear- 
ings, 7834 
farm products Soamepenteticn, marketing 
research report, 7596 
Economists : 
of other countries, 1969-70 labor and 
price statistics training program, Sept. 
1969—Aug. 1970, 8557 
Rural Electrification Administration ca- 
reer opportunities, 8841 
Education : 
American Indians, literature survey, 8082 
children living in federally assisted pub- 
lic housing, educational assistance to 
federally impacted areas, hearing, 7951 
cooperative program, Army, 
deaf, review of selected program activi- 
ties, 8388 
directory, public school systems, 8165 
disadvantaged children, conferences on 
improving, report, 8173 
educational attainment, population char- 
acteristics, 7742 
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Education—Continued 

educational television and radio _broad- 
casting facilities, construction, Federal 
grants, report, 

exchange programs, agreement with Phil- 
ippines, 8896 

graduate, parameters for public policy, 
8738 


international education, 8172 
inventory of Federal programs, 8386 

laws, compilation, 7950 

Mexican-American handicapped children, 
unproving educational opportunities, 
171 

professions development, investment in 
future, 8166 

tax information on educational expenses, 
8448 


training activities under manpower de- 
velopment and training act, annual 
report, 8385 
veterans, laws providing educational bene- 
fits, amendments, a 7978 
see also Adult Education Week—Elemen- 
tary education—Secondary education— 
also subjects taught. 
Education and Labor Committee, House: 
committee print, 7950 
hearings, 7951-52 
investigations and studies— 
coal mine safety and health practices 
in Great Britain, new developments, 
report, 7893 
expenses, report, 7881 
production of foreign-made goods com- 
peting with domestically produced 
goods, report, 7893 
Education by television, see Television. 
Education Office, Commissioner of Educa- 
tion, nomination of James E. Allen, jr., 
hearing, 8083 
Educational Resources Information Center, 
ean help school administrators, 
teachers, etc., 8167 
Eichers, Theodore, DDT used in farm pro- 
duction, 8154 
Eisenbud, Robert E., career se in 
field of mental retardation, 8324 
Eisenhower, Dwight D., memorial services, 
print eulogies, report, 7921 
Eklund, M. W. 
growth and toxin production of Clostri- 
dium botulinum types EB, nonproteoly- 
tic B, and F in nonirradiated and 
irradiated fisheries products in tem- 
perature range, 7709-10 
significance of Clostridium botulinum 
type E in application of radiation pas- 
teurization process to Pacific crab meat 
and flounder, 7708, 7711 
E£l-Swaify, S. A., salinity tolerances of cer- 
tain tropical soils and relationships be- 
tween sodium ion activities and soil 
physical properties, 8419 
Elderly people, see Aged. 
Electric —— and appliances: 
electrical equipment manufacturing, in- 
dustry trend, 7731 
electrical installation for 
northern squawfish, 7817 
electro-optical aids, discomfort in use, 
analysis, light flashes, a size, and 
visual performance, 857 
Blectric batteries : 
nickel-cadmium batteries, by farad capaci- 
tance measurements, determining state 
of charge, 7680 
performance of fuel cell of Bacon type, 
effects of — and electrolyte 
concentration, 8634 
Electric conduits, Federal item identifica- 
tion guide, change, 8120 
Electric equipment, see Electric apparatus 
and appliances. 
Electric generators, 
plants. 


control of 


see Electric power 


Page 114 





Electric power plants: 

financed generating plants, Rural Electri- 
fication Administration, 884: 

Wilder, Bellows Falls, Vernon, and 
Turner Falls Development, water re- 
sources appraisal or hydroelectric 
licensing, evaluation report, 8211 

Electric stoves, see Stoves. 
Electric utilities, statistics, 1967, publicly 

owned, 8214 

Electric wire and wiring, exploding wire 
initiation and electrical operation of 
40-kV system, arc-heated drivers up to 
10 feet long, 8623 

see also Wire. 

Electrical, see headings beginning Electric. 

Electricity : 

additional temporary diversions from 
Niagara River for power production 
parpeses, ae with Canada, 
995, 7997-9: 


all-electric homes, annual bills, 8212 

Bonneville power generation and sales 
statistics, 7728 

publications, price list, 8791 

Electrodeposition, brush plating, 
deposition, military standard, 813 

Electrodes, used in producing aluminum, 
suspension of duty, continue, report, 7905 

Electrodialysis, see Dialysis, 

Electrolytes, concentration and temperature, 
effects on performance of fuel cell of 
Bacon type, 8624 

Electromagnetic fields, superhigh frequency, 
influence on conditioned cardiac reflexes 
and functional and morphological state of 
cordical neurons, 8512 

Electromagnetism, electromagnetic inter- 
ference characteristics requirements for 
cynipaent, military standard, change, 


electro 
7 


Electromechanical drive, see Drive (electro- 
mechanical). 

Electronic computers : 
a simulation of cylindrical galaxy, 


programs— 
scheduling allowable cut using either 
area or volume regulation during 
sequential planning periods, 8295 
VTE saline water plants, for, development 
of mathematical model, etc., 8417 
Electronic data processing systems : 
Army information and data 
change, 765 
FORTRAN program: 
calculating velocities and streamlines on 
blade-to-blade stream surface of tan- 
dem blade turbomachine, 8611 
calculating velocities in magnified region 
on blade-to-blade stream surface of 
turbomachine, 8616 
PDP-8, for reduction of acoustic im- 
dance data, 8764 
new orencia, case study for 1970 cen- 
suses of population and housing— 
data-collection operations, 7750 
data processing, 7751 
Electronic equipment, selected electronic and 
associated products, current industrial re- 
ports, 7738 
Electronics, publications, price list, 8791 
Electrons, electron analog simulation of fon 
a in magnetic fields, analysis, 


systems, 


Elementary and Secondary Education Bureau 
programs, 8164 
Elementary education : 
behavioral science elementary teacher edu- 
cation program, final report, 8163 
elementary and secondary education act— 
amendments of 1969 ; report, 7891 
title 1, ESEA migrant coordinators 
meeting, report, 8174 
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Bllender, Allen J., review of United States 
foreign policy and operasees print as 
Senate document, report, 8021 

Ellis, Davis W., floodflows from small drain- 
age areas in Illinois, preliminary flood- 
frequency relations, 8344 

Ellwood Canyon, Santa Barbara County, 
Calif., reconnaissance of ground-water re- 
sources, 8356 

Elman, H. L., prediction of rotor instability 
at high forward speeds, 

Emergency boards, report, National Rail- 
way Labor Conference, 8177-78 

Emergency Preparedness Office, procuring 
and stockpiling jewel bearings, GAO re- 
port, 8331 

Eminent domain, equitable acquisition prac- 
tices, fair compensation uniform relocation 
assistance, hearings, 8074 

Emission, search for low emission vehicle, 
staff report, 8059 

Emission spectra, see Spectra. 

Emittance, improved total hemispherical 
emittance transient calorimeter, design 
and uncertainty analysis, 8619 

Employee benefit plans: 
code of Federal regulations, 8222 
employee benefit plans, 1967, 8858 
metropolitan areas, 1967-68, wages and 

related benefits, 8547 

Employee training, 1969-70 labor, manpower, 
and price statistics training program for 
statisticlans and economists of other 
countries, 8557 

Employer-employee relations, see Industrial 
relations. 

Employers, guide to on-the-job training un- 


der Manpower development and training | 


act, 8532 
Employment: 
chance to advance, activities under man- 
power development and training act, 
annual report, 8385 
government employment series, 7748 
helping workers locate jobs following 
plant shutdown, 8563 
how mechanization of harvesting is affect- 
ing jobs, 8560 
jobs and civil rights— 
equal employment opportunity ro- 
grams and activities of Federal Gov- 
ernment study. 7763 
role of Federal Government in promot- 
ing equal opportunity in employment 
and training, 7762 
major local governments census statistics, 


7737 
public, 7748 
security programs, Federal-State, funds 
to finance cost of administering, hear- 
ing, 7980 
self-employment, tax information, 8433 
statistics, bibliography, 8558 
summer jobs for students and how to find 
them, 8541 
see also Occupations. 
Eng Hon Chun, relief, 8013 
Engineering : 
Air Force Science and Engineering Sym- 
posium, proceedings, 7633-34 
cold regions science and engineering, 7651 
see also Civil engineering—Nuclear engi- 
neering. 
Engineering equipment operators : 
examination announcement, 7771 
job grading standard, 7778 
Engineers Corps, Army: 
financial administration, accounting and 
reporting, civil works activities, 8180 
regulations, ER series, 8180 
Engines (aircraft), see Turbines. 
Enrichment Services Seminar, proceedings, 
7694 
Enrollment, see Schools. 
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Environment : 
environment, and what to do about it (re- 
marks), 7716 
health series, radiological health, 8803 
MAREP, marine environmental prediction, 
Federal planning guide, 8676 
radiation environment, natural, 7721 
toward a liveable man-made world (ad- 
dress), 7807 
Environmental safety, see Safety of life. 
a Science Services Administra- 
tion : 
Commissioned Officer Corps, science and 
service career, 9 
BSSA technical reports, 8187 
Eocene period, paleocene and lower eocene 
units in southern part of Piceance Creek 
basin, Colo., 8339 
Epidemiology, theory, USSR studies, 8517 
Equal employment opportunity, see Discrim- 
ination in employment. 
Equal Employment Opportunity Commission, 
member, nomination of William H. Brown 
III, hearing, 8084 
Equal pay for equal work, see Wages. 
Equations, use of integral transforms in es- 
timation of time variable parameters, 8644 
Equations of motion: 
numerical difficulties in integrating equa- 
tions for non-dimensional nonequili- 
brium nozzle flow, 8639 

simplified | ooo’ A and transducer potenti- 
—_— of pinch effect in semiconductors, 


me flight differential equations of mo- 
tion for flexible helicopter blade with 
chordwise mass unbalance, 7668 
“= _— for toroids and their parts, 
1 


Equatorial Guinea, background notes. 8875 
Equipments, see Military supplies. 
Erambert’s hybrid, see Pine. 

ERIC, see Educational Resources Informa- 
tion Center. 

Erie, Lake, water pollutien control plan, re- 
port, 8262 

Erman-Howell egy Luria Steel & Trad- 
ing Corp., relief, 801 

Frosion, scaled lunar 7 jet erosion ex- 
periments, 8612 

Error analysis, symbol-oriented failure anal- 
ysis in multicomponent systems, 8620 

ERS, see Economic Research Service. 

PSEA (elementary and secondary education 
act), Second- 
ary education. 

Eskimos: 
art, bibliography, 8411 
economic dev asoment, 1930-1967, bibli- 

ography, 8406 
folktales, bibliography, 8412 

ESSA Research Laboratories, ESSA techni- 
eal report ERL—POL series, 8187 

Estate tax, see Inheritance and transfer tax. 

Estates, Federal tax guide for survivors, 
executors, and administrators, 8429 

ster, cellulose, reverse osmosis membranes, 
development, 8422 

Ethics, duty, honor, country, character guid- 
ance discussion, 7658 

Ethiopia, economic trends and their implica- 
tions for United States, 8467 

Ethyl alcohol, see Alcohol. 

Eethylene, hydrogenation on metallic cata- 
lysts, errata, 8667 

Eulogies, see Memorial services. 

Euro-dollar flows and efficiency of U.S. 
monetary policy (paper), 8240 

Europe, west coast, lights and fog signals, 
list, change, 8751 

European pine shoot moths, potential dam- 
age to bud characteristics of Ponderosa 
pine, 8292 
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Everglades National Park: 
general information, 8720 
hydrogeologic data related to establish- 

ment of pumping station, 8349 

EXAMETNET, see Pxperimental InterAmer- 
ican Meteorological Rocket Network. 

Examinations, see Civil service. 

Executive departments, see Government re- 
organization plans—aelso Government of- 
fices. 

Precutive leade rship in public service, 8929 

Executive Papers, Joint Committee on Dis- 
position of, report, 7890 

Exercise, response of normal man to graded 
ezeccise in progressive elevations of COs, 

335 

E xhibits, historic ship exhibits in United 
States, 8756 

Expansion (thermal) : 
zero thermal « xpé ansion composites of high 

strength and stiffness, 8596 
Oxpenditures, see Schools. 
Experimental InterAmerican Meteorological 
Rocket Network meteorological rocket ob- 
servational data, etc., 1967 annual report, 
8606 
Experiments and experimentation, experi- 
ments in discrimination and classification, 
8760 
Explorations: 
bottom trawl explorations, 1963-65, in 
Green Bay of Lake Michigan, 7811 

exploration assistance, questions and an- 
swers about Geological Survey program, 
8342 
Explosions, see Nuclear explosions. 
Explosives, exploding wire initiation and 
electrical operation of 40-kV system for 
are-heated drivers up to 10 feet long, 8623 
Export-Import Bank of United States: 
act of 1945, as amended through May 1, 
1969, 8190 

general information, 8191 

Vice President, nomination of Walter C. 
Sauer, hearings, 805 


Dxports, introductory guide to exporting, 
8483 
see also names or classes of articles ex- 
ported. 
Eyes: 


pupil size, light flashes, and visual per- 
formance, analysis of discomfort in use 
of electro-optical aids, 8577 

rapid eye movement (dreaming) sleep de- 
privation effect on retention of avoid- 
ance learning fn rats, 8580 


F 
F.A.A., see Federal Aviation Administra- 
tion. 
FAA, see Federal Aviation Administration. 


~~ tans see names of materials fabri- 

cated, 

Fajardo Vargas. Orlando, relief, 8012 

Fallout, see Radioactivity. 

Families, services ad social security act 
titles 4 and 5, 775¢ 

Family Health Week, National, see National 
Family Health Week. 


Fanning, John H., address, Apr. 18, 1969, 
8702 
FAO, see Food and Agriculture Organiza- 


tion. 
Far East, see East (Far East). 
Farm animals, see Livestock. 
Farm buildings : 
building plans— 
corral with curved chute for beef cattle, 
7605 
farrowing and 
hogs, 7603 
free-stall barn for cattle, 
sheep chair, 7601 
3-story broller house, 7602 


growing building for 


7604 
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Farm Credit Administration, appropriations, 
1970, hearings, 7945 

Farm implements and machinery, see names 
of implements. 

Farm labor, socio-economic profile of 1965 
farm wage force, 8153 

Farm mechanics, see Mechanization. 

Farm workers, see Farm labor. 

Farmer Cooperative Service, appropriations, 
1970, hearings, 7945 

Farmers’ bulletins, 7585-88 

Farmers Home Administration : 
appropriations, 1970, hearings, 7945 
loans for rental and co-op housing for 

senior citizens, etec., in rural area, 7607 

Farms: 

commercial slaughter, meat and lard pro- 
duction, etc., 8905 

DDT used in farm production, 8154 

displaced by Federa) and federally assisted 
ae ey uniform relocation assistance 
1earings, 8074 

real estate taxes, 
velopments, 8161 

Farrell, Richard, development of expert- 
mental silicon carbide backward diode op- 
erable to 1000°K, 8642 

FBI, see Federal Bureau of Investigation. 

Federal agencies, see Government offices. 

Federal aid, see Grants-in-aid. 

Federal Aviation Administration : 
bibliographi _ list, 8194 
FAA controllers, etc., 

aptitude-test measures, 
study, 7723 
Federal aviation soetetions, 
handbook series, 8202-3 

Federal buildings, see Public buildings. 

Federal Bureau of Investigation, career op- 
portunities, 8206 

Federal Coal Mine Safety Board of Review, 
appropriations, 1970, hearings, 7946 

Federal Crop Insurance Corporation, appro- 
priations, 1970, hearings, 7945 

see Government officials 


recent trends and de- 


air traffic trainee 
comparative 


8195-8201 


Federal employees, 
and employees. 
Federal Extension Service, 
1970, hearings, 7945 
Federal Field Committee for Development 
Planning in Alaska, appropriations, 1970, 
hearings, 7946 
Federal Government, see Government. 
Federal Home Loan Bank System 
policy questions (address), 8208 
Federai Housing Administration, FHA’s role 
in home improvement, 8400 
Federal item identification guides: 
conduit, electrical. 8120 
control light, 8119 
filter elements, 8121 
gaskets, packings, and seals, 8122 
jacks and plugs, 8123 
junction boxes, 8124 
lamps, 8125 
lens, lighting, 8126 
lubricating oils, 8127 
ranges, electric, gas, and oll burning, 8128 
vee. general purpose, and drain cocks, 


appropriations, 


credit 


Federal manual for supply cataloging, 8112 
Federal Maritime Commission, SP series, 
8209-10 
Federal meteorological handbooks, 7797 
Federal personnel manual, see Civil service. 
Federal Power Commission : 
jurisdiction, activities, organization, etc., 
hearing, 7963 
R series, 8212 
S series, 8213-14 
Federal Prison Industries, Inc., 
port, 8785 
Federal regulations, see Code of Federal reg 
ulations—also subjects. 
Federal reserve banks : 
advances and _ discounts, 
amdt., 8248 


annual re- 


regulations, 
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Federal reserve banks—Continued 
Federal reserve discount facility, proposed 
changes, public reaction (remarks), 
245 


Federal reserve member banks, income 1969, 
statistical release, 8242 
Federal reserve system : 
discount facility, poepense changes, public 
reaction (remarks), 8245 

foreign exchange operations, 8258 

State banking institutions, membership, 
regulations, amdt., 8249 

Federal Reserve System Board of Governors : 
authority, rules regarding delegation, 

amdt., 8251 
regulation series, 8248-49 

- specifications, see Government sup- 
plies. 

Federal standards, 8255-57 
index, 0 

— supply catalog, see Government sup- 
plies. 

Federal test method standards, 8259 

Federalism and the academic community, 
brief survey, 7565 

Feed grains, see Grain. 

Feistel, Terrell W., investigation of direct 
side-force maneuvering system on deflected 
jet VTOL aircraft, 8638 

Fellowships, tax information, 8451 

Feng, Chi Jen, relief, 800 

Ferguson, Carl E., getting Congolese agri- 
culture moving, 8469 

Ferguson, E. R., managing eastern redcedar, 


8315 
Fertilizers, commercial, consumption in U.S., 
8903 


FHA, see Federal Housing Administration. 
Fibers, food and fiber policy for future, 8784 
see also names of certain plants, textiles, 


etc. 

Fibrin, fibrinolysis, thromobolysis, and blood 
clotting, bibliography, 19 annual com- 
pllation, 8685 

Fibrinolysis, see Fibrin. 

Field artillery gunnery and naval gunfire 
support, 7621 

Field crops, see Crops. 

Field manuals, see names of departments, 
ete., issuing field manuals. 

FIIG, see Federal item identification guide. 

Files and filing (documents) : 
managing emergency preparedness files, 

Federal vital records program, records 
management handbook. 8664 

Filing cabinets, steel, legal and letter size, 
vertical, Federal standard, 8255 

Films (coverings) : 
wrapping films, selected, for fresh meat 

packaging, evaluation, 7569 

Films (photography), see Motion pictures. 

Filters and filtration : 
filter elements, Federal 

tion guide, change, 8121 
natural filtering of suspended soil by 
stream at low flow, 8291 

Finance : 

civil service retirement financing and 
senette, amend U.S. Code, reports, 7902, 


item identifica- 


financial statements, Tennessee Valley Au- 
thority, GAO examination, 7847 
State operating budget, national Guard, 
formulation, pamphlet, 8681 
Finance Committee, Senate: 
committee prints, 7983, 8060 
report, 8019 
Financial assistance, see Grants-in-ald. 
Financial institutions, see Banks and 
banking. 
Financial Management and PPB Training 
Center, schedule, announcement, 7774 
Financial statements, see Finance. 





Fine Arts Commission, appropriations, 1970, 
hearings, 7946 
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Finger, Harold B., nomination, hearings, 
8054 
Finland: 
ambassador, nomination of Val Peterson, 
hearing, 8065 
market factors, 7800 
Fire control, see Forest fires. 
Fires : 
motor carriers, accidents involving fire, 
so0--vene 1968, analysis of reports, 
oo 
wildfires, unusual wind shifts, 8312 
see also Arson—Forest fires. 
Fiscal accounting, see Accounts and ac- 
counting. 
Fish and Fisheries : 
code of Federal regulations, 8232 
current fishery statistics, CFS series, 
7808-10 
endangered species, 
and interstate shipment of, 
7967 
fishery leaflets, 7814 
fishery motion pictures, 7814 
fishery products, nonirradiated and ir- 
radiated, growth and toxin production 
of Clostridium types E, nonproteoloytic 
B and F, 7709-10 
Japanese Atlantic longline fishery, 1965, 
and status of yellowfin tuna and alba- 
core stocks, 7816 
a: eee landings, annual summary, 
‘ 


prevent importation 
earings, 


North Atlantic, convention on conduct of 
fishing operations, 7996 
Oregon landings, 7808 
significance of clostridium botulinum t ype 
E in application of radiation pasteu 
tion process to Pacific crab meat and 
flounder, final summary, 7711 
special scientific reports, fisheries series, 
815-17 
see also names or classes of fish. 
Fish sticks and portions, annual summary, 


7810 

Fisheries, see Fish and fisheries. 

Fishery products, see Fish and fisheries. 

Fishlake National Forest, general informa- 
tion, 8276 

Flack, Ronald D., foreign trade regulations 
of Thailand, 7802 

Flags, American flag, 6-cent postage stamp, 
coil form (poster), 8771 

Flaming Gorge, recreational map and gen- 
eral information, 8277 

Flaps (aircraft) : 
flapping and flap-lag instability, 7670 

— Force manual FMFM series, 


Fletcher, Arthur, nomination, hearing, 8085 
Flies, house fly, how to control it, 7594 
Flight : 
Apollo 9, code name, Spider, 8605 
direct side-force maneuvering — on 
deflected jet VTOL aircraft, investiga- 
tion, 8638 
international information manual, 7638 
~— crews, body armor for aircrewman. 


Floods : 
artificial, effects on seedling survival and 
foe of six northwestern tree species, 


California— 
damage prevent, hearings, 7970 
floods from small drainage areas. 8345 
1968-69, reconstruction of damaged 
areas, hearings, 7971 
Illinois— 
floodfiows from small drainage areas 
— flood-frequency relations, 
Sycamore NE quadrangle, 8346 
Sycamore SE quadrangle, 8347 
profile study, Squaw Creek, Linn County, 
Iowa, 8343 
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Flora, see Plants. 
Florissant Fossil Beds National Monument, 
master plan, 8729 
Flounders, significance of Clostridium 
botulinum, type B, in application of radia- 
. A seem, process, 7708, 7711 
‘low : 
comparison of concurrent-flow, crossflow, 
ee Santana grain drying methods, 
9! 


fluid-cooled axial flow turbine, 7671 


inviscid rotating coaxial jets, hydrody- 
namic stability, 8602 
one-dimensional nonequilibrium nozzle 


flow, some numerical difficulties in inte- 
grating equations, 8639 

Flue-cured tobacco, see Tobacco. 

Flukes, trematoda and trematode diseases, 

index catalogue, 7572-73 

Fluorides : 

fluoride volatility, 1968, Rocky Flats 
Fluoride Volatility Conference, proceed- 
ing: s, 7677 

solubilit of aluminum 
fluoride, 8383 

Flutter (aircraft) : 
helicopter rotor blades, 
7669 
FMC SP series, 8209-10 
Fog signals : 

Naval Oceanographic Office, list— 
Baltic Sea with Kattegat, ete., 8753 
Europe and Africa, west coasts, 

8751 
Greenland, North and South America, 
east coast, etc., 
Norway, Iceland, 


in presence of 


classical flutter, 


etc., 


and Arctic Ocean, 


Folk literature, Indian and Eskimo folktales, 


bibliography, 84 
Folk tales, see Folk literature. 
Foo Ying Yee, see Yee Foo Ying. 
Food : 
code of Federal regulations, 8223 
food and fiber policy for future, 8784 
human needs— 
national nutrition 
8087 


survey, hearings, 


South Carolina, hearings, 8087 


hunger and malnutrition problem, message | 


from the President, 7862 
see also School lunches—also names of 
foods. 


Food and Agriculture Organization of United | 
work and U.S. | 


Nations, organization, 
participation, 8271 

Food and Drug Administration : 
bacteriological analytical manual, 8267 
FDA publications, 8268-69 

Food and Fiber, National Advisory Commis- | 
sion on, see National Advisory Commission 
on Food and Fiber. 

Food stamps, food stamp program (address), 
7583 


Food stores, see Stores. 

Forage plants, sudangrass and sorghum- 
sudangrass hybrids for forage, description, 
varieties, etc., 7588 

Force and energy, forces and momenta due to 

air jets exhausting parallel to large 
flat plates in near vacuum, 8630 
see also Jets. 

Forecasts, see Weather forecasts. 

Foreign Affairs Committee, House : 
Committee print, 7955 
hearings, 7953-7956 

Foreign Affairs Research Documentation Cen- 
ter, special papers available, 8880 

Foreign Agricultural Service : 
appropriations, 1970, hearings, 7945 
miscellaneous, FAS—M series, 8271-72 

Foreign agricultural trade, see Agricultural 
products. 
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Foreign aid: 
development loans and technical assist- 
ance programs, 1967, number of coun- 
tries to receive assistance, presidential 
determination to increase, hearings, 


067 

economic assistance programs administered 
by Agency for International Develop- 
ment and predecessor agencies, 8491 

International Development Agency, opera- 
tions report, 8490 

international rehabilitation research and 
demonstration projects, annotated list- 
ing, 8853 

what to do about foreign aid, staff mem- 
orandum, 7955 

Foreign claims, see Claims. 
Foreign countries : 

agricultural market development activities 
of principal competing countries, 8270 

background notes, 8872-78 

consular offices in United States, 8879 

economic concentration, supplementary 
material, hearings, 8079 

foreign economic trends and their impli- 
cations for United States, ET series, 


8459-82 
1969-70 labor, manpower, and price sta- 
tistics training program for statisticians 
and economists, 8557 
passenger travel to and from U.S., 8404 
see also Foreign aid. 
Foreign currencies, see Money. 
Foreign exchange : 
gold reserves, 1968 review, 8162 
Treasury and Foreign Reserve operations, 





8253 

Foreign policy, see International relations. 
Foreign relations, see International relations. 
Foreign Relations Committee, Senate: 

committee prints, 8061, 8063, 8066, 8069 
| hearings, 8062, 8064-65, 8067-68 

reports, 8027, 8048 
| Foreign scholars and educational and cul- 
eee exchange visitors, tax information, 
| Foreign Service, department and foreign 
service series, S879 
| Foreign trade, see Commerce. 
| Forest fires : 

drought index for forest fire control, 8310 
fire behavior training, exercises, 8275 
Gaston fire, 8311 
| wildfires, unusual wind shifts, 8312 
Forest Haven, Laurel, Md., mentally re- 
| tarded patients, voluntary admission to 
| provide care, education and treatment, 
| report, 7909 
| Forest management: 
computer program for scheduling allow- 
| 
| 


able cut using either area or volume 
regulation during sequential planning 
periods, 8295 
managing eastern redcedar, 8315 
wilderness users in Pacific Northwest. 
management preferences, 8305 


Forest plantin 


direct-seeded southern pine seedlings, 
reot growth, 
mountain longleaf _ excels only in 


local plantings, 8301 


planting, and clearcutting, best for re- 
generating pine in northern Mississippi, 
study, 

southern pines, planting, 


replacement 
unsuccessful, 8303 
Forest products, American forests, 7599 
Forest Service : 
appropriations, 1970, PD - ~ amas 7946 
research notes, 8291-8304 
research papers, 8305-17 
resource bulletins, 8319-20 
Forest thinning, thinning improves growth 
in stagnated sweetgum stands, 8300 
Forestry, see Forests and forestry. 
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Forests and forestry : 
forests forever, 8279 
forests in South Dakota, 8319 
multiple use of family forests, 82586 
pests, conditions in Pacifle Northwest, 
8278 


research notes, 8291-8304 
research papers, 8305-17 
research progress 1968. 
west, 
resource bulletins, 8319-20 
Tennessee Valley Authority publications, 
5 


Pacific South- 


see also Forest fires—-Forest prodacts—— 
Forest thinning—Timber. 
Forgeries, 
the Public, 8844 
Forms, blanks, ete. : 
customs convention, international trans- 
port of goods under cover of I R 
carnets, 8887 
index of AMC blank forms, 7644 
Fort Bliss National Cemetery, general infor- 
mation, 7654 
Fort Bowie National Historic Site, 
structures report, 8724 
Military 
3 


historic 
Fort Donelson National Park, 
administrative history, 871 
Fort Laramie National Historic Site, 
eral information, 8722 
Fort Matanzas National Monument, histori- 
eal research management plan, 8717 
Fort Moultrie : 
capture, documented narrative and troop 
movement maps, 8715 
first two Fort Moultries, structural his- 
tory, 8721 
Fort Myers, Fla., W. P. Franklin Dam, 
of flushing procedures to control 
water intrusion, 835 
Fort Sumter National Monument: 
battle of Sullivan’s Island and capture of 
Fort Moultrie, narrative and troop 
movement maps, 8715 
structural history, 8721 
FORTRAN, see Electronic data processing 
systems, 
Fossils: 
eetothere skeletons from Miocene Chop- 
tank formation of Maryland and Vir- 
ginia, 8710 
marine mammals from 
Formation of Maryland 
8705 


gen- 


test 
salt- 


Miocene Calvert 
and Virginia, 


Foulger, A. N., classroom demonstrations of 
wood properties, 7611 

Foundations (charitable and educational) : 
private foundations, Treasury report, 

digest of statements, 7987 
see also Charitable institutions. 

Four Corners Regional Commission, Federal 
cochairman, nomination of W. Donald 
Brewer, hearing, 8091 

Fox, Charles [1., radioactive wastes, 7722 

FPC, see Federal Power Commission. 

Fracture of metals, comparison of fracture 
toughness test procedures for aluminum 
alloys, 8763 

Framingham, Mass., 
study, 8686-96 

France, deciduous fruit canning, 8272 

Franco, John J., navigation conditions at 
lock and dam no. 7, Arkansas River, 
hydraulic model investigation, 8186 

Frankenstein, Guenther E., ring 
strength studies of ice, 7650 

Freed, C. N., comparison of fracture tough- 
ness test procedures for aluminum alloys, 
8763 

Freedom of the seas, American ships 
freedom’s lifeline (remarks), 7806 

Freeman, J. J., experiments in discrimina 
tion and classification, 8760 

Freeman, Orville L. : 
addresses— 

Dec. 11, 1968, 7583 
Jan. 9, 1969, 7582 


cardiovascular disease, 


tensile 


are 
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Freezers, meat for your freezer, how to buy, 
759 


Freezing, sce names of commodities, ete., 
frozen. 
French Guiana, economic trends and their 


implications for United States, 8470 
Fringe benefits, see Employee benefit plans. 
Frodigh, Roland J., seasonal change revealed 

by time-lapse photography, 7655 
Frozen foods, see names or classes of foods 

frozen. 

Fruit: 
deciduous fruit canning in 
fresh, unloads, for 41 cities, 

Fruits, see Fruit. 

Fuel cells, see Electric batteries. 

Fulco, Lawrence J., how mechanization of 
harvesting is affecting jobs, 8560 

— see subjects for which funds 
used. 

Furnaces, simple high-precision copper-point 
blackbody, and furnace, construction and 
operation, 8672 

The future is now, 8861 


G 


Gabel, Ronald M., advancement of high- 
temperature turbine technology for small 
gas turbine engines, 7671 

Gahn, Randall F., determination of oxygen 
in lithium by vacuum distillation method, 
S646 

Galaxies, computer simulation of cylindri- 
cal galaxy, 8648 

Gambia, baekground notes, 8872 

Gamma rays: 
effect of repeated treatment on radio- 

resistance, virulence, and culture char- 
acteristics of certain pathogenic 
bacetria, final report, 7686 
effect on haddock and clams 
with Clostridium botulinum, 
7685, 7712 
search for gamma-rays from Crab nebula 
using digitized spark chamber, 8656 
Gammaridea, see Amphipods. 
GAO, see General Accounting Office. 


France, 8272 
s0¥S 


are 


inoculated 
type E, 








Gardens, home and _ garden bulletins, 
7589-93 
Gas: 
natural, producers sales to interstate 
pipeline companies, 8213 
qanllty investigation program, Project 


Gasbuggzy, status report, 7698 

Gas stoves, see Stoves. 

Gas turbines, see Turbines. 

Gasbuggy experiment (plowshare program) : 
gas quality investigation program, status 

report, 7698 

operational safety aspects, 7700 
postshot geologic investigations, 7699 

Gases, initial radio-frequency gas heating 
experiments to simulate thermal environ- 
ment in nuclear light bulb reactor, 8591 

Gaskets, Federal item identification guide, 
change, 8122 

Gasoline, tax reform hearings, income tax 
deductions, written statements of wit- 
nesses, 798- 

Gaston, S8.C., forest fire, 8311 

Gateway to citizenship, 8403 

GATT, see General agreement on tariffs and 
trade. 

Gellis, Sydney S., atlas of mental retarda- 
tiog syndromes, 8836 
General Accounting Office, 

tions, services, 8325 
General agreement on tariffs and trade: 
Kennedy Round—- 
materials handling equipment, 
report, 8484 
photographic equipment, 
~ 
a) 


purposes, func- 


special 


special report, 
tariff concessions, 


protocol and schedules, 
agreement with Spain, 85 


8884— 
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General Counsel, Agriculture Dept., appro- 
priations, 1976, hearings, 7945 

General practitioners ‘anedicine), see 
Physicians. 

General Services Administration, procurin 
and stockpiling jewel bearings, GA 
report, 8331 

Generators, se@ names or 
generators. 

Geological Survey: 
appropriations, 1970, hearings, 7946 
bulletins, 8340-41 
exploration assistance ag 8342 
library, description, etc., 836 
professional papers, 8351-54 
water supply papers, 8382—83 

Geology : 

Lava Beds National Monument and 
vicinity, Calif. geologic and hydrologic 
reconnaissance, 8348 

postshot geologic investigations, Project 
Gasbuggy, 7699 

quaternary, of Grand and Battlement 
Mesas area, Colo., 8354 

Uinta Mountains, geologic story, 8340 

Geomagnetism, see Terrestrial magnetism. 

Geomorphology, see Physical geography. 

Geopotential, vinti dynamical problem and 
geopotential, 8655 

George, Lake, Alaska, the breakout, 8338 

Georgia : 
loblolly pines in plantations on abandoned 

fields, volume tables and _ ~point- 
sampling factors, 8313 

shortleaf pines in plantations on aban- 
doned fields, volume tables and point- 
sampling factors, 8317 

Germany, Soviet Zone, capsule facts for 

Armed Forces, 7643 

Gertsma, Lawrence W., design and fabrica- 
tion of counterflow double-containment 
|. -~ rcceetaaamcmmacaes steel mercury boiler, 


types of 


8617 
Gibson, A. E.: 
addresses— 
Apr. 11, 1969, 8569 
May 15, 1969, 8570 
Glocaee, Leslie L., nomination, hearings, 
0 


Glass, manufacturing, 7732 

Glossaries : 
eable logging terms, 8280 
planning, programming, and budgeting 

systems analysis, 8326 

Glued joints, see Joints. 

Gold, gold sphere transmission experiments 
at 24-ke V neutron energy using spin- 
dependent S-wave statistics, analysis, 
8651 

Gold (money) : 
foreign gold and exchange reserves, 1968 

review, 8162 

Goldblith, S. A., effect of gamma rays on 
haddock and clams tinoculated with 
aa botulinum, type E., 7685, 
‘f 

Golden Spike, 8725 

Gon Ming Loo, see Chinn, Yau Ming. 

Gong Sing Hom, see Hom, Gong Sing. 

Gonzales, Hector E., relief, 8006 

Government: 
census, 1967, final reports, 7737 
employment of major local governments, 

census statistics, 7737 
Federal— 
and federally assisted programs, uni- 
form relocation assistance and land 
acquisition policies act of 1969, 
hearings, 8074 
improving administration of grant-in- 
aid programs, by consolidation, 
proposal, 7859 
local, unshackling, survey of - by 
Advisory Commission on Intergovern- 
mental Relations, report, print addi- 
tional copies, report, 7918 
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Government—-Continued 
our American government, what is it? how 
does it function? print as House docu- 
ment, report, 7914 
Government contracts: 
Air Force Department operation and 
maintenance contracts, potential sav- 
ings by improving evaluation of com- 
etitive proposals, GAO report, 8335 
code of Federal regulations, 8226 
National Highway Safety Bureau con- 
tracts awarded, ‘ 
a and contracting, hearings, 
8 


renegotiation bulletins, 8838-39 
stock item exemption, 

Government offices : 
executive, reorganization, title 5, United 

States Code, extend authority— 
law, 7828 
report, 8018 
Government organization manual, supple- 
ment, 8235 
organization of Federal executive depart- 
ments and agencies, chart, 
records and papers, disposition, report, 
7890 
—— recognition in Federal government, 
listings by agency, 7786 
Government offices reorganization, see Gov- 
ernment reorganization plans. 
Government officials and employees: 
blue-collar workers, new approach to 
setting pay, 8562 

employee training in Federal service, sta- 
tistical annex, errata, ¢ 

Federal employee unit arbitration, 8533 

overseas, civilian employees’ stationed 
abroad, tax information, 8444 

ace also Civil service pensions. 

Government Operations Committee, House: 
committee print, 7957 
hearings, 795 
investigations and _ studies, 

report, 

Government Operations Committee, Senate: 
committee print, 8072 
hearings, 8070, 8073—74 
organization chart of Federal executive 

departments and agencies, 8071 
reports, 8018, 8035 

Government periodicals, see Periodicals. 

Government Printing Office, apprentices, 
increase number authorized, report, 8033 

Government Procurement Commission, 
establish, hearings, 7958 

Government property, see Personal property. 

Government publications, price lists, Public 

Documents Division, PL series, 8787-92 
see also names of departments, etc, issuing 
publications—also subjects. 

Government reorganization plans : 
executive, title 5, United States Code, 

extend authority— 
law, 7828 
report, 8018 

Government supplies : 

Federal manual for supply cataloging, op- 
erating procedures, change, 8112 

Federal specifications, 8254 

— specifications and standards, index, 


Federal standards, 8255-57 
Federal supply catalog— 
consolidated master cross references 
list, 8130-31 
GSA stock catalog, identification list, 
price changes, 8258 
Federal test method standards, 8259 
imp'ementing oe, for purchase of 
supplies assigned to DSA under DoD 
coordinated oe ocurement program, 8118 
International velopment ee de pro- 
curement regulations, 8487-88 
procurement and contracting, hearings, 


expenses, 
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Graduate work, see Colleges and universities. | 
Grain : et } 
feed grains, program 1968, summary, 7581 | 
grain drying, comparison of concurrent-| 
flow, cross flow, and counterflow meth 
ods, 7595 
Gran Quivira National Monument, general | 
information, 8723 | 
Grand Mesa, Colo., quaternary geology, 8354 | 
Grants-in-aid : ; 
airports, Federal aviation regulations, 
change, 8199 a 
allied health professions training act of | 
1966, amended report, 8683 | 
education— 
construction of television and radio | 
broadcasting facilities, etc., report, | 
8049 | 
elementary and secondary, amendments | 
of 1969, programs, extend, report, 
7891 | 
educational television and radio broad- | 
| 
| 
| 
| 


casting facilities, construction, authori- | 
zation, extend, report, 8058 
Federal aid highway act of 1968, equal 
employment opportunity provision, im- 
plementation, print as Senate document, 
report, 8024 
Federal and federally assisted programs, | 
uniform relocation assistance and land | 
acquisition policies act of 1969, 8074 
Federal programs: 
improving administration by consolida- | 
tion, proposal, 7859 
withdrawal of cash from Treasury for 
advances, regulations, 8918 | 
federally assisted public housing children, | 
educational assistance to federally im- 
pacted areas, hearing, 7951 
financial aid for higher education, 8169 
funding Appalachian projects, development 
districts and research, guidelines, 7642 
hospitals and health facilities construction 
and modernization, program, extend, 


hearings, 7965 
improvement of State and local personnel 
administration, etc., hearings, 8070 
population research and training, 8684 
Public Health Service— 
comprehensive health services projects, 
guidelines for development, 8804 
protection of individual as research sub- 
ject, 8812 

Grasses, see Sudan grass. 

Gratkowski, H., reclamation of nonsprouting | 
reenleaf manzanita brushfields in Cascade 
Range, 8307 | 

Great Britain : | 

| 
| 


atomic energy, cooperation for mutual de- 
fense, purposes, agreement, 8897 
coal mine safety and health practices, | 
now developments, investigation and | 
study report, 7893 
Great Plains: 
conservation program, extend— 
hearings, 7941 
report, 7938 
Greece, economic trends and their implica- 
tions for United States, 8477 
Green Bay, bottom trawl explorations, 7811 
Greenland, lights and fog signals, list, 
change, 8750 | 
Grier, Norman T., view factors for toroids | 
and their parts, 8610 
Ground water, see Water. 
Grove, Robert D., vital statistics rates in| 
United States, 8823 | 
Growth, and toxin production of Clostridium | 
botulinum, types E. nonproteolytic B and 
F in nonirradiated and irradiated fisheries 
products in temperature range, 7709 10 | 
Guadeloupe, economic trends and their im-| 
plications for United States, 8470 
Guam, nautical chart catalog, 7789 | 
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Guards (persons) : 

protective responsibilities of Secret Serv- 
ice, 8844 

Guidance, character, discussion topics, Army 
pamphlet, 7658 

Guidance systems, manual guidance and con- 
trol techniques for large launch vehicles, 
simulation studies for planning in-flight 
experiment, 8632 

Guidelines for mold control in high-motsture 
corn, 758 

Gulfs, see name of gulfs or places where 
located, 

Gunnery, field artillery gunnery and naval 
gunfire support, Air Force manual, 7621 


Haddock, inoculated with Clostridium botuli- 
num, type B, effect of gamma rays, 7685, 


7712 
Hall, Gordon R., recirculation effects pro- 
duced by pair of heated jets impinging on 
ground plane, 8590 
Handbooks, see names of departments, etc. 
issuing handbooks—also subjects. 
Handicapped : 
children have a potential, Andrews AFB 
10001st Composite Wing program, di- 
rectory, 7630 

education, extend programs, elementary 
and secondary education act amend- 
ments of 1969, report, 7891 

employment (remarks), 8537 

Mexican-American children, improving 
educational opportunities, 8171 

ar ~~ William J., nomination, hearing, 
S065 

Hanle, William O., relief, 8016 

Hansen, Wallace R., geologic story of Uinta 
Mountains, 8340 

Happel, Ralph, Old Salem Church, Chancel- 
lorsville Campaign, 8731 

Harbors: 
waterborne commerce— 

1966 calendar year, 8182-83 
1967 calendar year, 8184 

Hardin, Clifford M., remarks, Feb. 17, 1969, 
7614 

Harllee, John, remarks, Apr. 10, 1969, 8209 

Harris, A. S., Alaska cedar, bibliography with 
abstracts, 8308 

Harris, Frederick B., prayers offered in Sen- 
ate, 89th and 90th Congresses, print as 
Senate document, report, 5022 

Hartford, Conn., Interstate Air Quality Con- 
trol Region, report for consultation, 8813 

Harvesting, how mechanization of harvesting 
is affecting jobs, 8560 

Hatcheries, see Poultry. 

Hats, see Headgear. 

Hawaii: 
bathymetry of region (PORL—421-2) 

north of Hawailan Ridge, 8187 
coast pilot, supplement, 7787 
nautical chart catalog, 7789 
water resources data, 8367 

Hawaiian Islands, see Hawaii. 

Hayduk, Robert J., response of infinite 
elastic plate to axisymetric initial velocity 
distributions with applications to hyper- 
velocity impact, 8621 

Hayes, Robert C., labor law and practice in 
Argentina, 8546 


| Headgear, Army to 1854, catalog of Army 


uniforms in collections of Smithsonian In- 
stitution, 8707 
Health: 

allied health professions training act of 
1966, amended, report, 8683 

facilities, construction and modernization, 
of grants program, extend, hearing, 
7965 

health information series, 8805-6 

environmental health series, radiological 
health, 8803 
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Heaith—Continued 
Indians, 1955-69 program, 8808 
medical and health related sciences thesau- 
rus, 8697 
public, comprehensive health services proj- 
ects, guidelines for development, 8804 
services, costs and delivery to older Ameri- 
cans, hearings, 8050 
statistics, data from national health sur- 
vey, 8822 
see also Medical care—Mental health. 
Health and Safety Laboratory : 
AEC fallout program, quarterly summary 
report, 7683 
appendix, 7684 
Health, Education, and Welfare Department: 
Assistant Secretary, nomination of James 
B. Allen, jr., hearing, 8083 
audit function, development and status, 
GAO observations, 8332 
Indian health services and facilities, ap- 
propriations, 1970, hearings, 7946 
mental retardation publications, list, 8387 
work experience and training project, ad- 
ministration and effectiveness— 
Lake County Ind., GAO report, 8327 
Maricopa County, Ariz., GAO report, 


8 
Health Family Week, National, see National 
Family Health Week. 
Health insurance: 
medicare, use of general hospitals by aged 
psychiatric patients, study, 8855 
statistics, HI series, 8855 
veterans coverage, survey, 7979 
Health Program Systems Center, current 
project summaries, published monograph 
abstracts, 8802 
Hearing, feedback and helium-speech, 8573 
Hearn, George H., remarks, May 7, 1969, 8210 
Heart, conditioned cardiac reflexes, and func- 
tional morphological state of cortical neu- 
rons when exposed to superhigh frequency 
electromagnetic fields, USSR study, 8512 
Heart diseases : 
angina pectoris uncomplicated by sex, age 
and level of characteristic, etc., Fram- 
ingham study, 8686 
congestive heart failure by sex, age and 
level of characteristics, etc., Framing- 
ham study, 8692 
death from coronary heart disease by sex, 
age and level of characteristics, etc., 
Framingham study, 8694 
taterviewing guides for specific disabilities, 


non-sudden death from coronary heart dis- 
ease by sex, age and level of character- 
istic, ete., Framingham study, 8688 

sudden death from coronary heart disease 
by sex, age and level of characteristic, 
etc., Framingham study, 8687 

Heating: 

induction heated plasmas, argon-tungsten 
and argon-uranium, experimental inves- 
tigation of spectral emission character- 
istics, 8593 

induction heating advances, applications 
to 5800°F, 8607 

initial radio-frequency gas heating experi- 
ments to simulate thermal environment 
in nuclear light bulb reactor, 8591 

R-F induction heated plasmas, theoretical 
investigations, 8592 

see also Aerodynamic heating. 

Heave response of plenum air cushion in- 
eluding passive and active control con- 
cepts, 8649 

Hegemann, Bernard A., relief, 7872 

Helen Keller Memorial Week, designate, 
report, 8041 

Helicopters : 
rotor blades, classical flutter, 7669 
rotor instability at high forward speeds, 

prediction, 7668, 7670 
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Helium: 

helium-oxygen saturation and excursion 
dive to simulated depth of 900 feet, per 
formance effects of increased ambient 
pressure, 8576 

heliuim-speech and auditory feedback, 8573 

Hemisphere, Western, agricultural situation, 
1968 review and 1969 outlook, 8159 

Hemlock, old-growth western, in southeast 
Alaska, volume tables and equations, 8293 

Hendee, John C., wilderness users in Pa- 
cific Northwest, their characteristics, 
values, and management preferences, 8305 

Henson, P.R., annual lespedezas, culture and 
use, 7586 

Heptanoie acid, temporary duty suspension, 
extend, report, 789 

Herbstreit, Jack W., relief, 7876 

Herpes zoster, see Shingles (disease). 

Herrick, Allison B., area handbook for Mo- 
zambique, 7662 

Hickel, Walter J.: 
nomination, hearings, print additional 

copies, report, 7919 
remarks, Apr. 11, 1969, 8414 

Higgins, E. Arnold, effects of alcohol at 3 
simulated aircraft cabin conditions, 7725 

Higher education, see Colleges and univer- 
sities. 

Highways, see Roads and highways. 

Hijacking, see Air piracy. 

Historic sites, see names of historic sites. 

Historic structures report, 8724 

History, historical handbook series, 8725 
see also subjects. 

Hoffman, A. S., development of ultrathin 
skin membranes-hema polymers, 8415 

Hogs, see Swine. 

Hohl, Frank, computer simulation of cylin- 
drical galaxy, 8648 

Hom, Gong Sing, relief, 8000 

Home economics, home and garden bulletins, 
7589-93 

Homes: 
all electric, annual bills, 8212 
FHA’s role in home improvement, 8400 
tax information on selling your home, 

Homes (institutions), see Nursing homes. 

Hon Chun Eng. see Eng Hon Chun. 

Hong Kong, economic trends and their im- 
plications for United States, 8460 

Honor, see Ethics. 

Hopi Reservation: 
hydrogeology (series), 8353 
regional hydrogeology, Ariz., N. Mex., and 

Utah, 8353 

Horn, Daniel: 

smoker's self-testing kit— 
interpretation of test scores, 8817 
tests, 8816 
Hornets, see Wasps. 
Horses, temporarily exported for use in rac- 
ing, multiple customs duties, eliminate, 
report, 7897 
Hospitalization, see Veterans hospitals. 
Hospitalization insurance, comparison of 
actual experience under HI with estimates 
of various organizations, 8854 
Hospitals : 
general, use by aged psychiatric patients, 
study, 8855 

hospital and health facilities, construction 
and modernization, grants program, ex- 
tend, hearings, 7965 

they’re ready to work in your hospital, 
Job Corps information, 814 

see aiso Veterans hospitals. 

Hotchkiss, William R., geologic and hydro- 
logic reconnaissance of Lava Beds Na- 
tional Monument and vicinity, Calif., 8348 

Bont, James N., area wages and living costs, 
85 

Hours of labor, union, local transit operat- 
ing employees, 8550 
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House Administration Committee, House: 
investigations and studies, expenses, re- 
port, 7883 
reports, 7877—84, 7888, 7901, 7912-21 
House documents, 7837-62 
House flies, see Flies. 
House of Representatives : 
rules and manual, 7838 
telephone directory, 7836 
House reports: 
private bills. 7863-76 
public bills, 7877-7940 
Household employees, see Servants. 
Housing: 
displaced persons, uniform relocation as- 
sistance and land acquisition, hearings, 


8074 
federally assisted pas housing for chil- 
dren, educational assistance to federally 
impacted areas, hearing, 7951 
industrialized housing, compendium, 7835 
industry and government face new era in 
housing (address), 8390 
new approaches to housing code admin- 
istration, 8778 
new Florencia, case study for 1970 cen- 
suses of population and housing— 
data-collection operations, organization 
and functions of field staff, 7750 
data processing, key punching, 7751 
production, job creation (address). 8391 
rental & co-op in rural areas, loans, 7607 
technical studies, President's Committee 
on Urban Housing, report, 8780 
urban renewal, directory, 8840 
Housing and Urban Development Depart- 
ment: 
Assistant Secretary, nomination of Har- 
old B. Finger, hearings, 8054 
better communities, HUD programs to im 
prove community life, 8398 
HUD handbooks, 8392-97 
IP series, 8398-8400 
MP series, 8401 
urban renewal rehabilitation program 
improvements needed in management, 
GAO report, 8330 
Howell, Bdgar M., United States Army head- 
gear to 1854, 8707 
Hubbard Creek watershed, Tex., water qual- 
ity records, 8364 
HUD, see Housing and Urban Development 
Department. 
Hughes, Bernard C., nuclear construction 
engineering technology. 7689 
Human resources, see Aibility. 
Human Rights Year, see International 
Human Rights Year. 
Humbert, Richard, selling in Spain, 7801 
Hungary, Ambassador, nomination of Alfred 
Puhan, hearing, 8065 
Hunger: 
food programs, message from the Pres!- 
dent. 7862 
human needs— 
national nutrition survey, hearings 
R087 


South Carolina, hearings, 8087 

Mupes, Suneee Thi, see Nguyen Thi Huong 
(Linh). 

Hurricanes, greatest storm on earth, 8188 

Husted, Wilfred M., Bighorn Canyon arche- 
ology. 8852 

Hyde, Floyd H., address, Mar. 15, 1969, 8391 

Hydraulic engineering, circular, 8826 

Hydraulics, model investigation, Arkansas 
River, lock and dam no. 7, navigation con- 
ditions, 8186 

Hydrodynamics, hydrodynamic stability of 
inviscid rotating coaxial jets, 8602 

Hydroelectric power plants, see Electric 
power plants. 

Hydrogenation, ethylene on metallic cata- 
lysts, errata, 8667 
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Hydrogeology : 
data related to establishment of pumping 
station in Everglades National Park, 


349 
Navajo and Bont Indian reservations 


regional, Navajo and Hopi Indian Res- 
ervations, Ariz., N. Mex., and Utah, 
8353 
nya 
contributions to stream-basin hydrology 
(series), 
hydrology of aquifer systems (series), 
8352 


Lava Beds National Monument and vicin- 
ity, Calif., geologic and hydrologic re- 
connaissance, 8348 

Hydroxides, =. of aluminum in pres- 

ence of hydroxide, 8383 

Hypercapnia, response of normal man to 
graded exercise in progressive elevations 

of COs, 7635 

Hypoxia, pharmacological drugs which in- 

crease resistance, USSR study, 8510 


IAGLO, see International Association of 
: Governmental Labor Officials. 
ce: 
eryodeposits, absorption of infrared radi- 
ation, 8641 
eastern Arctic, seasonal outlook, 8755 
ring tensile strength studies, 7650 
thermal instability in layer of water 
formed by melting ice from below, 7648 
— lights and fog signals, list, change, 


Idaho, water resources data, 8368 
Illinois : 
floodflows from small drainage areas, pre- 
liminary flood-frequency relations, 8344 
floods in Sycamore NE quadrangle, 8346 
floods in Sycamore SE quadrangle, 8347 
water resources data, 8369 
Immigration and emigration : 
immigration and nationality act, text in- 
cluding amendments, 7966 
laws, administrative decisions index, 8405 
Immigration and Naturalization Service : 
annual report, 8402 
immigration patrol inspector, examination 
announcement, 7766 
Immigration patrol inspectors, see Immi- 
gration inspectors. 
Immigration inspectors, examination an- 
nouncement, 7766 
Impact: 
hypervelocity particle impact, effect on 
performance of N/P silicon and cadmium 
sulfide solar cells, 8625 
hypervelocity, response of infinite elastic 
plate to axisymmetric initial velocity 
distributions, 8621 . 
metal alloys under hyper-velocity impact, 
crater characteristics, including effects 
of projectile density and target tem- 
perature, 8627 
Impacted areas, see Schools. 
Impedance, data, acoustic, reduction by aid 
of PDP-8 FORTRAN program, 8764 
Imports, see names or classes of articles im- 
ported. 
Income : 
tax information— 
investment income and expenses, 8449 
rental and royalty, 8436 
retirement, and retirement income credit, 
8437 


taxable and nontaxable, 8454 
see also subject from which income is de- 
rived. 
Income tax : 
accounting periods and methods, tax in- 
formation, 8445 
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Income tax—Continued | 
American scholars abroad, tax informa- | 
tion, 8442 
computing your tax under income averag 
ing method, 8425 
credit sales by dealers in personal prop- 
erty, tax information, 8426 
deductions— 
business expenses, 8446 
educational expenses, 8448 | 
medical and dental expenses, 8427 | 
miscellaneous deductions, 8434 
information on self-employment tax, 8433 
investment income and expenses, 8449 
older Americans, tax benefits, 8440 | 
rental and royalty income, 8436 | 
retirement income, 8437 
sales and exchanges of assets, 8438 } 
students and parents, 8443 | 
tax information on depreciation, invest- | 
ment credit, amortization, depletion, | 
8428 | 
tax reform hearings— | 
individual deductions, 
problems, 7988 
individuals and single persons, written 
statements of witnesses, 7984 
minumum and maximum taxes, alloca- 
tion of deductions, ete., summary of 
problems, 7989 
tax treatment of individuals serving on 
U.S.S. Pueblo at time of capture by 
North Korea, report, 7911 
tax withholding and declaration of esti- 
mated tax, 8453 
taxable income and nontaxable income, 
8454 
U.S. Government civilian employees sta- 
tioned abroad, tax information, 8444 
Indexes : 
AMC publications and blank forms, 7644 
Federal specifications and standards, 8260 
medical and health related sciences 
thesaurus, 8697 
medical and veterinary zoology 
NASA management issuances, 8588 
India : 
Ambassador, nomination of Kenneth B. 
Keating, hearing, 8065 
economic trends and their implications 
for United States, 8480 
Indian Affairs Bureau : 
appropriations, 1970, hearings, 7946 
progress report, 8407 
Indian Arts and Crafts Board, bibliography 
series, 8411-12 
Indian Claims Comhmission, 
1970, hearings, 7946 
Indian reservations, water supply of Indian 
reservations (se ries), 8382 
Indiana, Illinois Indiana air pollution con- 
trol compact, consent of Congress, hear- 
ings, 8089 
Indians: 
affairs, 1968, progress report, 8407 
American— 
economic development, 1930-1967, bibli- 
ography, 8406 
education, literature survey, 8082 
industrialize to combat poverty, 8559 
education of children, extend procrams, 
elementary and secondary education act 
amendments of 1969, report, 7891 
folktales, bibliography, 8412 
health program, 8808 
northwest coast, art, bibliography, 8411 
vital statistics, 1967— 
Arizona, 8798 
North Carolina, 8811 
Washington State, 8824 
see also names of reservations or tribes. 
Indonesia : 
agricultural commodities, agreement, 8895 
alien amateur radio operators, authoriza- 
tion to operate, agreement, 8894 


summary of 


7572-73 


appropriations, 
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| Inducers, tandem-bladed, 


Indonesia—Continued 
economic trends and their implications for 
United States, 8459 
overall perform- 
ance in water, 8626 
Induction heating, see y= 
Industrial equipment, see Production equip- 
ment. 
Industrial management, role of packaging 
in solid waste management, 8814 
Industrial plants, see Plants (industrial). 
Industrial relations : 
Federal employee unit arbitration, 8533 
jurisdictional guide, 8700 
National Labor Relations Board provides 
services for working men & women, 
employers, and unions, 8703 
representation law, responsive approach to 
exercise of employee rights (address), 


8702 
Industrialized housing, 7835 


| Industry : 


American Indians industrialize to combat 
poverty, 85 
current industrial reports, 7738-39 
industry trend series, 7729-32 
planning for rural Nate 7609 
see also names of industries. 
Infantry, brigades, Army field manual, 7653 
Inflation (finance) : 
control (remarks), 8919 
Information Office, Agriculture Dept., ap- 
propriations, 1970, hearings, 7945 
Information Science and Libraries National 
Commission, see National Commission on 
Libraries and Information Science. 
Information services, science, available from 
Atomic Energy Commission, 7703 
Information storage and retrieval systems: 
Army systems, narrative description, 
pamphiet, change, 7659 
New Florencia, case study for 1970 cen- 
suses of population and housing— 
data-collection operations, 7750 
data processing, key punching, 7751 
remote information retrieval facility, 8595 
Information theory : 
information-man-machine problems, USSR 
study, 8499 
new techniques in scientific information 
systems, USSR study, 8516 
Infrared rays, infrared radiation, absorption 
by ice, eryodeposits, 8641 
Inheritance and transfer tax, Federal tax 
guide for survivors, executors, and admin- 
istrators, 8429 
Injections, deep-well, of waste brine from 
inland desalting plants, feasibility, 8421 
Injuries, see Accidents. 
Inland waterways : 
waterborne commerce 
1966 calendar year, 8182-83 
1967 calendar year, 8184 
Insecticides, sce Pesticides—also names of 
insecticides, 
Insects : 
forest pest conditions in Pacific North- 
west, 8278 
worms and insects harmful to man, ani- 


mals, a plants, publications, price 
list, 8789 
Inspec tion (industrial) see names of 


articles, etc., inspected. 
Inspection (military), see Military supplies. 
Inspector General, Agriculture Dept., ap- 
propriations, 1970, hearings, 7945 
Institutions, see Mental institutions. 
Instruction, training methodology, instruc- 
tional methods and techniques, annotated 
bibliography, 8820 
Instrumentation : 
air-pollution-monitoring 
survey, 8608 
technology, selected advances, 8850 
Insurance, drug design, approaches, 
ground papers, 8389 
see also types of insurance. 


instrumentation, 


back- 
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Integral pm, see Equations. 
Intellect, intelligence through the eyes of 
a cybernetician, USSR study, 8521 
Intellectuals, intellectual ferment and dis- 
sent in Czechoslovakia, aspects, 8078 
Intelligence, see Intellect. 
Intelligence (military science), see Military 
intelligence. 
Interest and usury, high interest rates, 
impact on economy, hearings, 8052 
Intergovernmental relations : 
federalism and the academic community, 
brief survey, 7565 
intergovernmental personne! act of 1969, 
hearings, 
unshackling local government, survey of 
»sroposals by Advisory Commission on 
ntergovernmental Relations, print ad- 
ditional copies, report, 7918 
Interior and Insular Affairs Committee, 
House: 
hearing, 7960 
report, 7934 
Interior and Insular Affairs Committee, 
Senate, hearings, 8075- 77 
Interior Department 
appropriations, 1970, hearings, 7946 
Assistant Secretary— 
Fish and Wildlife, nomination of Leslie 
L. Glasgow, hearings, 8076 
nomination, hearings— 
Dole, Hollis M., 8076 
Klein, Carl L., 8076 
Smith, James R., 8076 
Public Land Management, nomination 
of Harrison Loesch, hearin 75 
Commissioner of Fish and W “ildlife, nomi- 
nation of Charles H. Meacham, hear- 
ings, 8057 
saline water research and development 
progress report, 8415-22 
Secretary, nomination of Walter J. 
Hickel, hearings, print additional 
copies, report, 7919 
Solicitor, nomination of Mitchell Melich, 
hearings, 8076 
Youth Conservation Corps, establish, hear- 
ing, 8077 
Intermittent claudication, by sex, age and 
level of characteristic, etc., Framingham 
study, 8691 
Internal revenue: 
code of Federal regulations, 8224 
code, tax reform hearings— 
charitable contributions, tax treatment, 
written statements of witnesses, 7984 
foreign tax credit and deferred executive 
compensation, tax treatment, written 
statements of witnesses, 7986 
gasoline taxes and moving expenses, tax 
treatment, written statements of wit- 
nesses, 7984 
minimum and maximum income tax on 
individuals and single persons, writ- 
ten statements of witnesses, 7984 
State and municipal bonds, tax treat- 
mont, written statements of witnesses, 
tax treatment of the elderly, written 
statements of witnesses, 7984 
Internal Revenue Taxation Joint Committee : 
tax reform hearings dealing with— 
individual deductions, summary of 
problems, 7988 
minimum and maximum taxes, alloca- 
tion of deduction, taxes of the elderly, 
etc., summary of problems, 7989 
tax exempt organizations, summary of 
problems, 7990 
Internal Security Committee, House, in- 
ca and studies, expenses, report, 
fe 


International Association of Governmental 
Labor oe 1968 convention proceed- 





ings, 
International atom, new appraisal, 8882 
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International cooperation, scientific research 
(talk), 8670 
International Development Agency : 
economic assistance programs, 8491 
operations report, 8490 
procurement regulations, 8487-88 
International Development Association : 
participation by U.S., increase— 
hearing, 8064 
report, 8048 
International education, see Education. 
International Human Rights Year, to con- 
tinue action for human rights, 8782 
International organizations : 
international organization and conference 
series, 8883 
public, exempt from District of Columbia 
unemployment compensation act, report, 


1 
International relations : 

briefing by Secretary of State William P. 
Rogers, hearing, 8062 

foreign policy and operations of United 
States, review, print as Senate docu- 
ment, report, 8021 

general foreign policy series, 8881-82 

strategic and foreign policy implications 
of ABM systems, hearings, 8068 

strategy and science, toward a national 
security policy for the 1970's, hearings, 


79 
United States commitments to foreign 
powers, report, 8027 
United States foreign policy, major issues 
(statement), 8881 
International security, free world com- 
mercial and security interests, United 
States maritime policies and their rela- 
tionships (remarks), 8209 
Internists, see Physicians. 
Interstate agreements : 
Illinois-Indiana air pollution control, con- 
sent of Congress, hearings, 8089 
New Hampshire-Vermont interstate school 
compact, reports, 7935, 8036 
personnel training, authorize compacts, 
hearings, S070 
West Virginia-Ohio air pollution control 
se, consent of Congress, hearings, 
8089 
Interstate and Foreign Commerce Commit- 
tee, House : 
hearings, 7961-65 
investigations and studies, 
port, 7884 
— compacts, see Interstate agree- 
ment 
Interviewing, guides for specific disabilities, 


expenses, re- 


a. 2m see Liquors. 
Inventories : 
Government-owned property in U.S., ter- 
ritories, etc., 7957 
plant, material received by New Crops Re- 
search Branch, 7575 
Investment companies : 
act, amendments of 1969, hearings, 80538 
act of 1940, amend, hearings, 8053 
equitable standards governing relation- 
ships between their investment advisers 
principal underwriters, define, hear- 
ings, 8053 
Investment trusts, see Trusts and trustees. 
Investments : 
advisers act of 1940——- 
amend, hearings, 8053 
rules and regulations, 8845 
Conference on Direct Investment in At- 
lantic area (address), 7794 
income and expenses, tax information, 


investment credit, tax information, 8428 
Inviscid flow, see Flow. 
Inyo National Forest, Mammoth-High Sierra 
Recreation Area, general information, 8281 
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Ionization, methane ionization detector, ex- 
tended testing, 7690 
Ionizing radiation, treatment of posites to 
destroy salmonellae, 7687, 7713 
lonograms, topside, from N(h) profiles, com- 
putation, 8613 
Ionosphere, telecommunication facility on 
Norfolk Island to study ionospheric 
propagation in relation to long range radio 
paths, agreement with Australia, 8889 
Ions, containment, analysis of electron 
analog simulation in magnetic fields, 
8653 
see also ions by name e.g. Sodium. 
Towa, water resources data, 8370 
IP series, 8398-8400 
Ireland, economic trends and their implica- 
tions for United States, 8471 
Irradiation, see Radiation. 
Irradiators, portable shipboard, commercial 
irradiation of shellfish, final report, 7693 
Irrigation, South Dakota research needs, 
joint conference, Bureau of Reclamation 
and South Dakota State University, 8829 
Island news and comment, 8851 
Isotopes: 
radiotsotopes—— 
diffractometry with 55le and Beta ex- 
cited X-ray sources, final report, A 
production and applications, USS 
study, 8509 
Isotopes Development Division, AEC, re- 
search and development projects, 1968, 
progress reports, 7707 
ISP 3 series, 7750-51 
Istle, suspension of duty, continue, report, 
906 
Its aly, west coast, sailing directions, 8746 
Item management coding manual, 8116 
ITV (instructional television), see Televi- 
sion. 


J 


Jacks, Federal item identification guide, 8123 
Jackson, Samuel C., address, Apr. 21, 1969, 
8390 
Jacksonville, Fla., area wage survey, 8555 
Jaffe, Beatrice, relief, 7866 
Janos, Joseph J., forces and moments due 
to air jets exhausting parallel to large 
flat plates in near vacuum, 8630 
Japan: 
defense, acquisition and production of 
F-4EJ aircraft, agreement, 89¢ 
economic trends and their implications for 
United States, 8465 
JCH series, 8144 
Jefferson's manual, test, 7838 
Jersey, see Channel Islands, 
Jet aircraft, see Aircraft. 
Jets: 
inviscid rotating coaxial jets, hydrody- 
namic stability, 8602 
photographic study of bromine jet flowing 
in coaxial airstream and impinging on 
stagnation surface, 8650 
recirculation effects produced by pair of 
heated jets impinging on ground plane, 
R590 
scaled lunar module jet erosion experi- 
ments, 8612 
Jewel bearings, need for improvement in 
procuring and stockpiling, GAO report, 
8331 


Job analysis: 

job grading standard, 
aircraft mechanic, 7 
automotive mechanic, 7776 
earpenter, 7777 
laundry machine operator, 7779 
presser, 7780 

job grading system for trades and labor 
occupations, FPM supplements, 7772-73 
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Job Corps: 
centers, closing, inquiry into decision, 
hearings, 8081 
community relations manual, 8144 
handbooks, 
program, express sense of Senate in re- 
gard to changes, report, 8045 
they’re ready to work in your hospital, 
8149 
Job description, see Job analysis. 
Jobs, see Civil service—Employment—Oc- 
cupations—Training. 
Johnson, R. L. thinning improves growth in 
stagnated sweetgum stands, 8300 
Johnston Atoll, benthic marine algae, 8851 
Joint Chiefs of Staff, chairman, reappoint- 
ment of Earl G. Wheeler, reports, 7952, 
8044 
Joint Publications Research Service, JPRS 
series, 8495-8527 
Joints, moisture content of glulam timbers 
in Pacific Northwest, 8283 
Jones, Mildred V., supplement for 1968 to 
wool statistics and related data, 1920-64, 
7615 
Jordan, John W., direction cosine computa- 
tional error, 8654 
Jordan, foreign trade regulations, 7804 
Jorgensen, J. R., root growth of direct-seeded 
southern pine seedlings, 8297 
JPRS series, 8495-8527 
Judgments, see Claims. 
Judiciary Committee, House, reports, 7863- 
7876, 793 15-37 
Judiciary Committee, Senate: 
committee print, 8078 
hearings, 8079— 
reports, 7999, 8000-8017, 8036-43 
Judiciary Seuare, Washington, D.C., park 
history, 8726 
Junction boxes, Federal item identification 
guide, change, 8124 
Junior colleges, community junior college 
facilities, guide for planning, 8170 
Junior Federal assistant, examination an- 
nouncement, 7781 
Jury, W. W., soil survey, Case County, Iowa, 
8866 
Justice Department: 
appropriations, 1970, additional, 7850 
letters sent, pamphlet to accompany micro- 
copy, instructions to U.S. attorneys and 
marshals, 8663 
Juvenile courts, statistics, 7757 


Kahn, Gerald, statistics of local public school 

systems, 8175 

Kalil, F., parametric analysis of microwave 
and laser systems for communication and 

tracking, summary, 8657 

Kallio, Alli, relief, 7868 

Kalmbach, EB. R., homes for birds, 8410 

Kansas City, Mo., motor carrier accident, 
8585 

Kapingamaranei Atoll, algae, checklist of 
cranophyta, cholorophyta and phaeophyta, 

885 

Kastmer. Jacob, natural radiation environ- 

ment, 7721 

Katsanis, Theodore: 

FORTRAN program for calculating veloci- 
ties and streamlines on blade-to-blade 
stream surface of a tandem blade turbo- 
machine, 8611 

FORTRAN program for calculating veloci- 
ties in magnified region on blade-to- 
blade stream surface of turbomachine, 


861 
i lights and fog-signals, list, change, 
es 


a Richard F., industrialized housing, 

7835 

Kay, Joanne B., foreign trade regulations of 
Nigeria, 7803 
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Keating, Kenneth B., nomination, hearing, 
3065 


806; 

Keetch, John J., drought index for forest fire 
control. 8310 

Keim, Kathleen, foreign trade regulations 
of Jordan, 7804 

Keller, Helen, Memorial Week, see Helen 
Keller Memorial Week. 

Kellogg, Remington, cetothere skeletons from 
Miocene Choptank formation of Maryland 
and Virginia, 8710 

Kelly, C. B., sanitary control of shellfish in 
Korea, 8815 

Kenai, Alaska, peninsula, integrated live- 
stock industry possibilities, 8830 

Kendall, John S., initial radio-frequency gas 
heating experiments to simulate thermal 
environment in nuclear light bulb reactor, 
8591 

Kennedy, David M.: 
addresses, ete.— 

Apr. 8, 1969, 8922 
Apr. il, 1969, 8921 
May 7, 1969, 8920 
Kennedy Round, see General agreement on 
tariffs and trade. 
Kentucky, water resources data, 8371-72 
Kernan, William J., accelerators, 7720 
Kerosene stoves, see Stoves. 
Kinney, Jo Ann §.: 
analyses of variety of visual problems en- 
countered during naval operations at 
night, 8574 

light flashes, pupil size and visual per- 
formance, analysis of discomfort in use 
of electro-optical aids, 8577 

Klein, Carl L.: 
nomination, hearings, 8076 
remarks, Apr. 22, 1969, 8413 

Kniffen, Donald A., search for gamma-rays 
from Crab nebula using digitized spark 
chamber, 8656 

Knight, Herbert A., South Carolina’s timber, 
1968, 8320 

Kodiak, and adjoining islands, integrated 
livestock industry possibilities, 8830 

Kolodrubetz, Walter W., employee benefit 
plans, 1967, 8858 

Koontz, Elizabeth Duncan, address, Apr. 14, 
1969, 8938 

Korea : 

Republic, agricultural commodities agree- 
ment, 8899 
sanitary control of shellfish, 8815 

Kosmos, see Satellite. 

Kramer, David, synopsis of biological data 
on Pacific mackerel, 7812 


L 
L series, 7760 
Labor: 

American history, 1778-1968, chronology 
of important events, 8534 

helping workers locate jobs following plant 
shutdown, 8563 

labor, manpower, and price statistics pro- 
gram for statisticians and economists of 
other countries, 8557 

mobility, selected references, 8536 

monthly labor review, reprints, 8559-63 

see also Occupations. 

Labor and Public Welfare Committee, 
Senate: 

committee print, 8086 

hearings, 8081, 8083-85 

report, 8045 

Labor arbitration, Federal employee unit 

arbitration, 8533 

Labor Department : 

Administrator of Wage and Hour Division, 
nomination of Moran, Robert D., hear- 
ing, 8085 

annual report, 8531 
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Labor Department—Continued 

Assistant Secretary, nomination of Arthur 
Fletcher, hearing, 8085 

secretaries, invitation to live and work in 
city of opportunity, 8535 

Solicitor, nomination of Lawrence H. 
Silberman, hearing, 8085 
Labor disputes, emergency board reports, 
National Railway Labor Conference, and 
Eastern, Western and Southeastern Car- 
riers’ Conference Committees, 8177-78 
Labor laws: 
and their administration, 1968 convention 
proceedings of International Association 
of Government Labor Officials, 8543 

-_, laws and practice in Argentina, 
8546 

Labor management relations, see Industrial 
relations. 

Labor relations, see Industrial relations. 

Labor Standards Bureau, bulletins, 8543 

Labor Statistics Bureau : 

BLS report series, 8546 

bulletins, 8547-56 

manpower and employment statistics pub- 
lications, bibliography, 8558 

Labor unions: 

recognition in Federal government, list- 
ing by agency, 7786 

wages and hours, local transit operating 
employees, 8550 

Laboratories, milk laboratories approved by 

Federal and State agencies, 8810 

see also names of laboratories or places 
where located. 

Lake County, Ind., work experience and 
training, administration and effectiveness 
of project, GAO report, 8327 

Lakes, see names of lakes. 

Lamb: 
fresh, USDA institutional parehase, speci- 

fications, amendment, 8097 
in family meals, guide for consumers, 7591 
Laminated materials : 
laminar flat-plate boundary layer and 
aerodynamic heating at Mach 10.4, ef- 
fects of leading-edge thickness, 8636 
moisture content of glulam timbers in 
Pacific Northwest, 8283 
lameeey, Stewart, nomination, hearing, 


i Federal item identification guide, 


Land, Norman §., scaled lunar module jet 
erosion experiments, 8612 

Land: 

Federal and federally assisted programs, 
uniform and equitable land acquisition 
policies, establish, hearings, 8074 

making land produce useful wildlife, 7585 

productivity of diverted cropland, 8155 

resources, Lake Chad asin, recon- 
naissance study, 8833 

Land Management Bureau, appropriations, 
1970, hearings, 7946 

Land policy, see Land. 

Lanier, Sidney F., subject headings used by 
USAEC Division of Technical Information, 
7705 

Laos, background notes, 8873 

Lard, commercial production, 8905 

Lasers, microwave and laser systems for 
communication and tracking, parametric 
analysis, summary, 8657 

Lastinger, James L., PDP-S FORTRAN pro- 

ram for reduction of acoustic impedance 

ata, 8764 

Latham, Earl E., soil survey, Barren County, 
Ky., 8864 


Latham, Thomas §S., nuclear studies of nu- 
clear light bulb rocket engine, 8594 

Lathes, copying shoe lathe, suspension of 
duty, continue, report, 7898 
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Latin America: 
alliance for progress— 
studies and hearings, : as Senate 
document, report, 7920 
survey, compilation of studies, print as 
Senate document, report, 8023 
arthropods of medical importance— 
data on mosquitoes, 7656 
other than mosquitoes, 7657 
Latner, Norman, ae state of charge 
of nickel-cadmium batteries by farad ca- 
pacitance measurements, 7680 / 
Laundry machine operators, job grading 
standard, 7779 
Lava Beds National Monument, 1, Fecloatc and 
' hydrologic reconnaissance, 8348 
saw : 
how our laws are made, reprinting, report, 
7916 


orgeucoment legal service, Army pamphlet, 

7665 

representation law, responsive approach to 
sueccise of employee rights (address), 


slip laws (public), 91st Congress, 7827-32 

see also Codes of law—also subjects. 
Law enforcement : 

a planning and resource guide, 


law St education program man- 

ua 

Law Enforcement Assistance Administration, 
LEAA planning ald, correctional planning 
and resource guide, 8528 

Laws, see Codes of law—Law—also subjects. 

Layout, see Plants (industrial). 

Lazaro, Jaime E., relief, 8608 

Lazaro, Lydia L., relief, 8007 

Lead, disposal from aationst and supplemen- 
tal stockpiles, report, 8034 

Leadership, executive leadership in public 
service, 8929 

Leading edge, see Wings (aircraft). 

Leaflets, see names of departments, etc., is- 
suing leaflets—also subjects. 

Learning, retention of avoidance learning in 
— effect of rapid eye movement (dream- 

) sleep deprivation, 8580 

Leat er, manu anetering, 7732 

Leatherman, A. F., induction heating ad- 
vances, applications to 5800°F, 8607 

Leatherwood, Jack heave response of 
plenum air cushion including passive and 
Aw control concepts, 8649 

D., construction and operation of 
,*% high-precision copper-point black- 
body and furnace, 8672 

Lee, Ronald B., nomination, hearing, 8088 

LEEP (Law ‘enforcement’ education pro- 
gram), see Law enforcement. 

Legal services, see Law. 

Legislation : 
principal legislative prepean®s, message 

from the President, report, 7848 
Public Works Committee, Senate, activi- 
ties and accomplishments, summary, 
90th Congress, 8093 
see aleo Law—alazo subjects. 

Lehene, Henry, nomination, hearing, 8088 

Leibovich, S., hydrodynamic stability of in- 
viscid rotating coaxial jets, 8602 

Lending operations, see Loans. 

Lenses, lighting, Federal item identification 
guide, change, 8126 

Leonhart, William, nomination, hearing, 

Lespedeza, annual, culture and use, 7586 

Lessing, Henry C., use of integral trans- 
forms in estimation of time variable pa- 
rameters, 

Letters, microcopy, pamphlet to accompany, 
Justice Department, 1867-1904, instruc- 
tions to U.S. attorneys and marshals, 8663 

Lewis, Mark F., two-flash thresholds as a 
function of flash luminance and area, 7726 
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Lewis and Clark Trail Commission, appro- 
riations, 1970, hearings, 7946 
Libraries and Information Science National 
Commission, see National Commission on 
Libraries and Information Science. 
Library of Congress : 
annual report— 
departmental ee X ees 
document edition, 
be s, National Bekibition of Prints, 


ublications, price list, 8792 
Libya, economic trends and their implications 
for United States, 8472 
Licciardello, J. J.: 
effect of repeated treatment with gamma 
rays on radio-resistance, virulence, and 
culture characteristics of certain patho- 
genic bacteria, final report, 7686 
treatment of poultry with eo | radia- 
tions to destroy salmonellae, 771 
Licenses, see classes or persons for whom, 
or subjects for which licenses are issued. 
Lieberman, Alvin, air-pollution-monitoring 
instrumentation, survey, 8608 
Life insurance, national service, regular divi- 
dend schedules, 8931 
Light : 
flashes, pupil size and visual performance, 
analysis of discomfort in use of electro- 
optical aids, 
scattering in aqueous solutions, 8416 
two-flash thresholds as a function of flash 
luminance and area, 7726 
Lighting, see Lights and lighting. 
Lighting equipment, see Lights and lighting. 
Lights and lightin ng: 
control light, Federal item identification 
guide, 8119 
Naval Oceanographic Office, list— 
Baltic Sea wit Kattegat, ete., 8753 
maces and Africa, west coasts, etc., 


5 
Greenland, North and South America, 
east coast, etc., 
Norway, Iceland, and Arctic Ocean, 8752 

Lincoln, Abraham, Birthplace, National His- 
toric Site, see Abraham Lincoln Birthplace 
National Historic Site. 

Lindsey, Jefferson F., III, performance char- 
acteristics of Apollo astronaut backpack 
antenna, 8615 

Linn County, Iowa, Squaw Creek, flood pro- 
file study, '8343 

Liquors : 
alcohol, effects at 3 simulated aircraft 

eabin conditions, 7725 
intesseating. code of Federal regulations, 

Literature, education of American Indians, 
survey of literature, 8082 

Lithium, determination of oxygen by vacuum 
distillation method, 8646 

Litovitz, T. A., light scattering and ultra- 
sonic investigations of relaxation in 
aqueous solutions, 8416 

Livestock 
animal ‘industry, publications, price list, 


87 
industry in Alaska, 8830 
meat animals, farm production, etc., 8906 
slaughter, commercial slaughter, meat and 
lard production, etc., 8 
tuberculosis eradication, State-Federal co- 
operative program, 1968 fiscal year, sta- 
tistical tables, 7571 
see also Cattle. 
Living costs, see Cost and standard of living. 
Load (mechanics) : 
turbine blade loading, advanced concepts 
| anaes experimental investigation, 


Lente, | 4 ) eae (mechanics)—Unlading 
and ladin 
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Loans: 

bank lending practices, quarterly survey of 
changes, 8246 

educational scholarships, loans, and finan- 
cial aids, 7661 

Farmers Home Administration, rental 
co-op housing in rural areas, 7607 

for nonfarm enterprises, 7612 

recreation enterprises, 7606 

role of banks in Truth in lending (re- 
marks), 8250 

Small Business Administration economic 
opportunity loan program shows need 
for improved administration and _ in- 
creased effectivene ss, GAO report, 8337 

Loblolly pine, see Pine. 

Local government, see Government. 

Local transit, operating employees, union 
wages and hours, 8550 

Loesch, Harrisoin, ‘nomination, hearing, 8075 

Logging, see Lumbering. 

Lomax, Harvard, on some numerical difficul- 
ties in integrating equations for one- 
dimensional nonequilibrium nozzle flow, 
8639 

Longleaf pine, see Pine. 

Loo, Gon Ming, see Chinn, Yau Ming. 

Looting, see Pillage. 

Lorman, Alfred, relief, 7869 

Los Angeles, Calif. : 
health services to older Americans, costs 

and delivery, hearings, 8050 
oil spillage and flood damage, hearings, 
7970 


Louisiana, climate at seed source affects long 
leaf pine performance, 8296 

Love, Esther M., seafaring wage rates, At- 
lantic, Gulf and Pacifie districts, 8571 

Low dose measurements with thermolu- 
minescent dosimeters, 7682 

loes, Coame C., contested election, report, 


Lowson, M. V., theoretical studies of com- 
pressor noise, 8589 

Loysen, P., investigation of recirculation by 
stratospheric air samplers, 7679 

LSD, see Lysergic acid diethylamide. 

Lubricants, lubricating oils, Federal item 
identification guide, 

Lubricating oil, see Lubricants. 

Lueders, H. G., experimental investigation of 
advanced concepts to increase turbine 
blade loading, performance evaluation of 
plain rotor blade with plough type vortex 
generators, 8599 

Lumber, pricing and production, problems, 
hearings, 8055 

Lumbering : 
cable logging terms, glossary, 8280 
mechanics of running skylines, 8309 

Luminance, see Light. 

Luminescence, dosimeters, low dose measure- 

ments, 7682 
see Light. 

Lunar modules, scaled jet erosion experi- 
ments, 8612 

Lunches, see School lunches. 

Lysergic acid diethylamide, LSD, trip or 
trap? 8757 


M 


MA SP series, 8569-70 

McDonald, James E., effect of confining re- 
inforcement on ductility of reinforced con- 
crete beams, 8185 

McElveen, Jackson V., characteristics of 
human resources in rural southeast 
Coastal Plain, with emphasis on poor, 8151 

McGreevy, Laurence J., ground-water re- 
sources of Wind River Indian Reservation, 
Wyo., 8382 
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Machine guns, characterization of pressure 
perturbations induced in rocket combustor 
by machine gun, 8652 

Machine tools, portable, industrial plant 
equipment handbook, 8113 

Machinery, machinery and electrical equip- 

ment manufacturing, industry trend, 
7731 
see also names or types of machinery. 

Mackerel, Pacific, scomber japonicus hout- 
oy n, sy — of biological data, 7812 

McNamara obert S., appointment as citi- 
zen regent, report, 8032 

MeNitt, Harold A., market factors in Fin- 
land, 7800 

MeSurely, Alan, proceedings against for con- 
tempt of Senate, report, 8035 

McSurely, Margaret, proceedings against for 
contempt of Senate, report, 8035 

Madera, Calif., oil spillage and flood damage, 
hearings, 7970 

Magnetie fields, analysis of electron analog 
simulation of ion containment in magnetic 
field, 8653 

Magnetohydrodynamic generators, USSR 
studies, 8526 

Magnolia, La., Tickfaw River at Starns 
Bridge, memorandum on streamflow rate 
data at State Highways 441 and 442, 8361 

Mail matter: 
military assistance program address di- 

rectory, 8141-42 
sex-oriented mail, protection of children, 
oneere — 7861 

Mailloux, first-order solutions for 
mutual "contin between waveguides 
which propagate 2 orthogonal modes, 8640 

Maine: 
census of business, 1967, retail trade, area 

statistics, 7736 
preliminary reconnaissance for uranium, 
7701 


Maintenance, Air Force Department opera- 
tion and maintenance contracts, potential 
savings by improving evaluation of com- 
petitive proposals, GAO report, 833 

Maintenance operators, transmitter and re- 
ceiver operator, examination announce- 
ment, amendment, 7764 

Maisel, Sherman J.: 
addresses, lectures, ete.— 

Mar. 11, 1969, 8239 
Mar. 28, 1969, 8241 
May 12, 1969, 8252 

Malawi, economic trends and their implica- 
tions for United States, 8474 

Malnutrition, food programs, message from 
the President, 7862 

Mammals: 
fossil marine, from Miocene Calvert for- 

mation of Maryland and Virginia, title 
pages, etc., 8705 
mammalian adaptations to diving, 8579 
Mammoth-High Sierra Recreation Area, 
general information, 8281 
Man-machine system, information-man-ma- 
chine problems, USSR study, 8499 
Management, see Administrative manage- 
ment—Forest management. 
Management Services Office, Agriculture 
Dept., appropriations, 1970, hearings, 7945 
Managers, line, personnel management pro- 
grams for, 77§ 
Maneuvering board manual, 8754 
Maneuvers, see Flight. 
Mann, Charles N., mechanics of running 
skylines, 8309 
Manners and customs: 
farm wage force, 1965, socio-economic 
profile, 8153 

water oriented outdoor recreation socio- 
economic factors affecting participation, 
8156 
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Manpow er: 
Air Force, manpower determinants, 7620 
anc private resources, ay mposium, 8542 
development and | es ng act of 1962— 
amend, law, 782 
employer’ 8 Bes to on-the-job training, 
8532 
training activities, 
first assessment, 8166 
statistics— 
bibliography, 8558 
supplement to Manpower report of Pres- 
ident, 8540 
Mansfield, Mike, postscript to reports on 
Czechoslovakia, NATO, and Paris negotia- 
tions of Sept. 1968, 8066 
Manuals, see names of departments, etc., 
issuing manuals—also subjects. 
Manufactures and manufacturers: 
leather, stone, clay, glass & miscellaneous, 
77332 


annual report, 8385 





shipments of commodities by manufac- 
turers, map, 7754 

Manzanita, nonsprouting greenleaf, brush- 
fields in Cascade Range, reclamation, 8307 

Maoism, threat to socialism in China, 8515 

MAP (military assistance program), see Mil- 
itary al 

—_, products, 7th conference, proceedings, 


Maps cal charts: 
Census Bureau, United States maps, GE- 
50 series, 7753-5 
Coast and Geodetic Survey, nautical chart 
catalog, Pacific Coast, Hawaii, Guam, 
and Samoa Islands, 7789 
congressional districts, 91st Congress, 7753 
lunar wall mosaic, LEC-1, lunar earth- 
side chart, 7631 
maps by type of farm, ete., 1964 census 
of agriculture, 7752 
sce aiso names of localities—also sub- 
jects. 
MAREP, marine environmental prediction, 
Federal planning guide, 8676 
Marfield, Galen H., electrical installation for 
control of northern squawfish, 7817 
Maricopa County, Ariz., work experience and 
training, administration and effectiveness 
of project, GAO report, 8328 
Marine Corps: 
air traffic controllers, air traffic trainee 
aptitude-test measures, comparative 
study, 7723 
Assistant Commandant, grade of general, 
establish, report, 8028 
Fleet Marine Force manual FMF™M series, 


uniforms, regulations, 8568 
Marine Corps Reserve : 
officers, neral, active status, 
number, authorize— 
hearings, 7949 
report, 7930 
Marine fauna, marine gammaridean Amphi- 
poda, families and genera, 8708 
Marine Resources and Engineering Develop- 
ment, National Council on, see National 
Council on Marine Resources and Engi- 
neering Development. 
Marine science, see Oceanography. 
Marine toxins from Pacific II, contamina- 
tion of Wake Island Lagoon, 8851 
Marital status, see Marriage. 
Maritime Administration : 
agpreeriasees, 1970, authorization— 
earings, 7968 
report, 7939 
SP series, 8569-70 
Maritime Day, poster ceremony (remarks), 
7806 


increase 


Marine industry, see Merchant marine. 
Maritime safety data for shipyards, 8544 
Marketing, see Markets and marketing. 
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Markets and marketing : 
agricultural market deve lopment activities 
of principal competing countries, 8270 
agricultural marketing agreement act, 
amend, hearing, 7942 
buying and selling a small business, 88458 
market factors in Finland, 78 
marketing research reports, 7595-98 
see also names or classes of commodities, 
etc., marketed. 
Markleeville, Calif., 
report, 8586 
Marriage, marital status and living arrange- 
ments before admission to nursing and 
personal care homes, 8822 
Marteney, Pierre, experimental investigation 
of spectral emission characteristics of ar- 
gon-tungsten and argon-uranium induc- 
tion heated plasmas, 8593 
Martin, Preston, address, Apr. 29, 1969, 8208 
Martinique, economic trends and their im- 
plications for United States, 8470 
Maryland : 
cetothere skeletons from Miocene Choptank 
formation, 8710 
fossil marine mammals from Miocene Cal- 
vert formation, title pages, etc., 8705 
Mason, H. L., making valuable measure- 
ments, proceedings of 1968 standards 
laboratory conference, 8669 
Massachusetts : 
basic data report, 


motor carrier accident 


ground water series, 
eeeenary reconnaissance for uranium, 
7701 


Masser, Charles C., photographic study of 
bromine jet flowing in coaxial airstream 
and impinging on stagnation surface, 8650 

Master cross reference list, 8130-31 

Matchett, D. L., transport depletion evalu- 
ated with natural brackish water, 8835 

Materials, see Composite materials. 

Materials handling: 

Army technical manual, change, 7667 
equipment, Kennedy round, special report, 
4 


Mathematical models, see Mathe 
Mathematics : 
mathematical model and computer pro- 
gram, development of, for optimization 
of VTE saline water plants, 8417 
problems in mathematizations of knowl- 
edge, USSR study, 8504 
see also Coefficients. 
Mattresses, cleaning and renovating cotton 
felted mattresses, Federal standard, 8256 
Meacham, Charles H., nomination, hearings, 
8057 
Measurements: 
making valuable measurements, proceed- 
ings, standards laboratory conference, 
8669 
users bulletin, 8666 
Meat: 
commercial production, 8905 
for your freezer, how to buy, 7593 
fresh meat packaging, ‘evaluation of 
selected wrapping films, 7569 
inspection, Federal, 1968, statistical sum- 
mary, 8100 
a wy procedures manual, 


matics. 


changes, 


purchase specifications, requirements, ap- 
proved by USDA, amendment, 8097 
Meat animals, see Livestock. 
Meats, see Meat. 
Mechanical properties : 
and column behavior of thin-wall Be-38 
Al alloy tubing, 8629 
ceramics, proceedings of symposium, 8668 
Mechanics (persons) : 
aircraft mechanic DF grading standard, 
civil service, 777 
automotive mechanic 


- grading stand- 
ard, civil service, 7776 
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Mechanization, how mechanization of har- 
vesting is affecting jobs, 5560 
Medals: 
commemorative— 
American Fisheries Society centennial, 
report, 7928 
50th anniversary, U.S. Diplomatic 
Courier Service, report, 7926 
300th anniversary of founding of South 
Carolina, report, 7924 
Wichita centennial, report, 7927 
Winston Churchill Memorial and Li- 
brary dedication, report, 7925 
Medical care: 
aged persons, costs and delivery of health 
services to older Americans, hearings, 
8050 
human needs, provide for poor, national 
nutrition survey, hearings, 8087 
medical assistance financed under public 
assistance titles of social security act, 
8673 
medical service, applied clinical nutrition, 
Air Force manual, 7626 
medicare, use of general hospitals by aged 
psychiatric patients, study, 8855 
military, dependents eligible, to include 
foster child, amend U.S. Code, hearings, 
7949 
public assistance, vendor payments by type 
of service, 8674 
tax deduction for medical and dental ex- 
penses, 8427 
veterans with service since Jan. 31, 1955, 
medical, dental and hospital benefits, 


Medical Department, Navy, manual, change, 
8572 
Medical literature analysis and retrieval 


system, MEDLARS services, guide, S704 
Medical Nutrition Laboratory, Fitzsimons 


General Hospital, see Army Medical Re- | 


search and Nutrition Laboratory. 

Medical research, see Medicine. 

Medical service, see Medical care. 

Medical technologists, allied health profes- 
sions personnel training act of 1966, 
amended, report, 8683 

Medical treatment, see Medical care. 

Medical zoology, see Zoology. 

Medicine : 
arthropods of medical importance in Latin 

America, 7657 
data on mosquitoes, 7656 
aviation medical report AM series, 7723— 


medical and health related sciences thes- 
aurus, 8697 
School of Aerospace Medicine, technical 
reports, 
Soviet medical sciences look ahead, 8503 
see also Nuclear medicine. 
Medicines, medicinal chemicals, synthetic or- 
ganic, production and sales, 8914 
Mediterranean Sea : 
lights and fog signals, list, change, 875T 
sailing directions, 8746 
change, 8747 
MEDLARS, see Medical literature analysis 
and retrieval system. 
Mekong River and Valley, lower basin, Pa, 
Mong project, interim report, 8831 
Melich, Mitchell, nomination, hearings, S076 
Meller, Malcolm, investigation and exploita- 
tion of snowfield sites, 7651 
Member banks, see Federal reserve member 
banks. 
Membranes : 
reverse osmosis, new and improved cellu- 
lose ester development, 
ultrathin skin-hema polymers, develop- 
ment, 8415 
Memorial services, Eisenhower, Dwight D., 
print eulogies, report, 7921 
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| Menn, Stuart J., response of normal man to 
graded exercise in progressive elevations 
of COs, 7635 

Mensing, Arthur E., theoretical investiga- 
tions of R-F induction heated plasmas, 
8592 

Mental health : 
anotated bibliography on inservice train- 

ing— 
allied professionals and nonprofessionals 
in community mental health, 8793 
key professionals in community mental 
health, 8794 
staff in residential institutions, 8795 
of urban America, urban programs of Na- 
tional Institute of Mental Health, 8809 
sete health centers, see Mental institu- 
ons. 
Mental institutions, annotated bibliography 
on inservice training for staff in residen 
tial institutions, 8795 
Mental retardation: 
atlas, syndromes, visual gases of facies 
and physical findings, 

career opportunities in field of mental re- 
tardation, 8384 

publications, Health, Education, and Wel- 
fare Department, list, 87 

Mentally ill, use of general hospitals by aged 
psychiatric patients, study, 8855 

Mentally retarded : 
modei cities, workshop report, 8777 
voluntary admission to Forest Haven in- 

stitution to provide care, education and 
treatment, report, 7909 

Merchant marine: 

American ships are freedom’s lifeline (re 
marks), 6 

maritime policy, come now, and let us 
reason together (remarks), 8570 

role in national economy (remarks), 8569 

United States maritime policies and their 
relationships to free world commercia! 
and security interests (remarks), 8209 

~~ Marine and Fisheries Committee, 
ouse : 

hearings, 7967-68 

reports, 7885, 78389, 7939, 7969 

Mercury, counterflow double-containment 
tantalum-stainless steel mercury boiler, 
design and fabrication, 8617 

Merit systems, State and local systems, ex- 

tend to additional programs financed by 
Federal funds, hearings, 8070 
Mesavage, Clement, revised calculator for 
Barr and Stroud dendrometer, 8302 
Metals: 
eliminated from Spee by complexation 
USSR study, 849 

metal and fabricated metal products man- 
ufacturing, industry trend, 7730 

metallic catalysts, hydrogenation of ethy- 
lene, errata, 8667 

scrap, temporary suspension of duties, 
continue, report, 79 

see also Alloys. 

Metalworking machinery, shipments 1958— 
67, patterns of industrial growth, 7733 

Meteorological Rocket Network, Experi 
mental InrerAmerican, see Experimental 
InterAmerican Meteorological Rocket Net- 
work. 

Meteorology : 

Federal meteorological handbooks, 7797 
publications, price list, 8790 
surface observations manual, 8934 

Meters, field strength, 30 Hz to 1 GHz, cali- 
bration principles and procedures, 8671 

Methanes, methane ionization detector, ex- 
tended testing, 7690 

Methodology : 
training— 

audiovisual theory, aids, and equipment, 
annotated meet ned’ 8821 

background theor and’ research, an- 
notated bibliography, 8818 
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Methodology—Continued 
training—continued 
instructional methods and _ techniques, 
annotated bibliography, 8820 
planning and administration, annotated 
bibliography, 8819 
Metropolitan areas, see Cities and towns. 
Mexican-Americans : 
handicapped children, improving educa- 
tional opportunities, 8171 
new focus on opportunity, 8408 
persons of Mexican heritage in United 
States, guide to materials, 8408 
Mexico : 
commuter aliens, nepeet along Mexican 
border, hearings, 893° 
production areas, Capabilities of supplying 
U.S. markets with fresh winter produce, 
errata, 8150 
radio brodacasting agreement, text, 7994 
weather stations, cooperative meterologi- 
cal program, agreement, 8901 
Michelson, Albert, heritage of Albert 
Michelson (remarks), 7717 
Michigan, Lake : 
and tributaries, water pollution problems, 
actions for clean water, 8265 
bottom trawl explorations in Green Bay, 
7811 
Microbiology : 
microbial inhibitions in cutting oils em- 
ploying radiation, cost analysis, 7691 
microbiological specimens, collection, 
handling, and shipment, 8801 
Microelectronic circuits, see Circuits, 
Microfilm, National Archives publications, 
pamphlet accompanying, 8663 
Microwave communications systems, micro- 
wave and laser systems for communication 
and tracking, parametric analysis, sum- 
mary, 8657 
Microwaves, radiation regulations, a 
ards, and guides, bibliography, 8803 
Mid-Atlantic States Air Pollution Control 
Commission, create, hearings, 8089 
Mid-Continent Freight Lines, Inc., motor 
carrier accident, 8585 
Middle Atlantic States, see Atlantic States. 
Migrant labor, elementary and secondary 
education act title 1, ESEA migrant co- 
ordinators meeting, report, 8174 
Migratory workers, see Migrant labor. 
Milder, Nelson L., analysis of electron analog 
simulation of ion containment in magnetic 
fields, 8653 
Military aid, military assistance program 
address directory, 8141-42 
Military art and science 
riverine operations, 
manual, change, 8567 
strategy and science, toward a national 
security policy for 1970's, hearings, 7956 
Military assistance, see Military aid. 
Military equipment, see Military supplies. 
Military intelligence, army intelligence, ex- 
citing and unusual career, 7652 
Military operations, see Military art and 
science. 
Military publications, index of AMC publica- 
tions and blank forms, 7644 
Military research, see Research. 
Military supplies: 
defense industrial plant equipment center 
operations, DSA manual, change, 8117 
electromagnetic interference character- 
istics, requirements for A milt- 
tary standard, change, 8 
MILSTRIP, military standard requisition- 
ing i issue procedures, supplements, 
8141- 
parts and egutpmsnt. procedures for pack- 
aging and packing, military standard, 


procurement, economics, hearings, 7834 
supply operations manual, distribution 
system procedures, 8115 


doctrine, Marine 
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Military supplies—Continued 

wheeled vehicles and equipment, inspec- 
tion, care, and preservation during stor- 
age, 8138 

Milk : 

bulk, dispensing operations, sanitary 
standards for equipment and methods 
for handling of milk and milk products, 
military standard, 8133 

Federal marketing orders, summary of 
major corsa, 8108 

laboratorie = approved by Federal and State 
agencies, 881 

production, distribution, and income, 8907 

special milk po for children, extend, 

Miller, G.’ A., reconnaissance of ground- 
water resources of Ellwood-Gaviota area, 
Santa Barbara County, Calif., 8356 

Miller, Robert P., experimental bending 
strength of an Atlas LV—3C booster beyond 
compressive skin wrinkling, 8635 

Millers River and Valley, basin, selected 
wells, test holes, borings, public water- 
supply systems, a chemical analyses of 

water, records, 8350 

MILSTAMP (uilitary standard transporta- 
tion and movement procedures), see Trans- 
portation. 

MILSTRIP (Military standard requisition- 
ing and issue procedures), see Military 
supplies. 

Mine drainage, acid mine drainage, water 
pollution control, demonstration projects, 
1earings, 8090 

Mine safety, see "Safety of life. 

Miner, Norman H., natural filtering of sus- 
pended soil by stream at low flow, 8291 

Mineral King, planned recreation develop- 
ment, 8282 

Minerals: 
exploration assistance, 8342 
resources of Utah, report, 7993 
yearbook, 1967, area reports,  inter- 

national— 
departmental edition, 8582 
document edition, 7837 

Mines Bureau, appropriations, 1970, hear- 
ings, 7946 

Ministers of religion, see Clergy. 

Minnesota, water resources data, 8373 

Minore, Don, effects of artificial flooding on 
seedling survival and growth of six north- 
western tree species, 8294 

Miquel, Roberto de la Caridad, reilef, 8003 

Miscellaneous publications, see names of de- 
partments, etc., issuing publications. 

Missiles : 

— avoidance of missiles, USSR study, 
511 


antiballistic, strategie and foreign policy 
implications of ABM defense systems, 
hearings, 8068 
Mississippi: 
northern, clearcutting and planting best 
for regenerating pine, study, 8299 
south, southern pine hybrids, performance, 


Mississippi River and Valley, Mississippi 
River and tributaries, stages and dis- 
charges, Vicksburg district, 8181 

Missouri, water resources data, 8374-75 

—— George M., remarks, Mar. 11, 1969, 


8245 

Mixer, R. Y., microbial inhibition in cutting 
oils employing radiation, cost analysis, 
7691 

Mobility, labor, selected references, 8536 

Model cities, see Cities and towns. 

Moede, Herbert H., store test of EUDA cheese 
in 4 supermarkets in Washington, D.C., 
suburbs, 7597 

Mohair, production, price and value, 8910 

Moisture, moisture content of glulam timbers 
in Pacific Northwest, 8283 
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Molds (botany) : 


guidelines for mold 
moisture corn, 7587 
Molecular biology, see Biology. 
Moments, due to air jets exhausting parallel 
to large flat plates in near vacuum, 8630 
Monetary policy, see Money. 
Money: 
controlling monetary 
marks), 823 
counterfeiting, Secret Service report to the 
public, 8844 
Euro-dollar flows and efficiency of U.S. 
monetary policy (paper), 8240 
foreign currencies, Peace Corps to use ex- 
cess to pay transportation expenses of 
returning volunteers, GAO report, 8333 
monetary policy, corporate financing, and 
mest for economic stability (remarks), 
$243 
stabilization policies and national priori- 
ai objectives in conflict (address), 
82 
tasks of monetary policy (remarks), 8252 
use of U.S.-owned excess foreign cur- 
rencies, 7846 
withdrawal of cash from Treasury for ad- 
vances under Federal programs, regula- 
tions, 8918 
Monitoring, air-pollution-monitoring instru- 
mentation, survey, 8 
Monolithic circuits, see Circuits. 
Monopolies, economic concentration, outside 
United States, supplementary material, 
hearings, 8079 
Montana, water resources data, 8376-77 
Montero, Amalia P., relief, 7870 
Moon, lunar wall mosaie, LEC- 1, lunar earth- 
side chart, 7631 
Moore, Franklin K., on minimizing wake of 
droplets. 8603 
Moran, Robert D., nomination, hearing, 8085 
Morgan, Roy, marital status and living ar- 
rangements before admission to nursing 
and personal care homes, 8822 
Morris, Richard E., creep-rupture data for 
welded N-155 tubes, 8645 
Morrison, D. Grant, guide pat peanaing com- 
munity junior facilities, 817 
Mortgage Interest Rates, Commission to 
Study, see Commission to Study Mortgage 
Interest Rates. 
Mortgages : 
amortization, tax information, 8428 
mortgage markets, longer run view (re- 
marks), 8241 
Mosaics, lunar wall mosaic, LEC-1, lunar 
earthside chart, 7631 
Mosquitoes, arthropods of medical im- 
portance in Latin America, 7656 
Moths, see Clothes moths—European pine 
shoot moths. 
Motion, spatial, of aircraft, dynamics, 8658 
see also Equations of motions. 
Motion pictures: 
civil defense, a day in September, docu- 
mentary motion picture on civil defense 
in Federal facilities, announcement 
7760 
films on oceanography, 8744 
fishery, 7814 
Motor carriers, transport statistics, 8492 
see also Motor vehicle accidents. 
Motor courts, as you travel, ask yourself, how 
safe are motel pools? 8780 
Motor vehicle accidents 
accidents involving fire, Jan.—June 1968, 
analysis of reports, 8584 
motor carrier accident investigation re- 
ports, 8585-86 
Motor vehicle operators, examination an- 
nouncement, 7771 


control in high- 


aggregates (re- 
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Motor vehicles, management, handbook, 8203 
Mount Hood National Forest : 
general information, 8284 
Mount Jefferson Primitive area, general 
information, 8285 
Mount Jefferson Primitive area, general in- 
formation, 8285 
Mount Rushmore National Memorial, general 
information, 8730 
Moving, see Transportation. 
Moving pooouers, see Motion 
Mozamb ave. ° gee Portuguese 
MP series, 
Mud pe Say oe Wasps. 
Municipal bonds: 
tax reform hearings dealing with State 
and municipal bonds, etc., summary of 
problems, 7989 
tax treatment, tax reform hearings, 
written statement of witnesses, 7985 
Mutton, fresh, USDA institutional purchase 
specifications, amendment, 8097 
Mycyk, Roman T.: 
floods in Sycamore NE quadrangle, north- 
eastern Illinois, 8346 
floods in Sycamore SE quadrangle, north- 
eastern Illinois, 8347 
Myers, Robert J., comparison of actual ex- 
perience under HI with estimates of 
warious organizations, 8854 


Narcotics, workshop for college deans & 
campus security officials, 8587 
see also Drugs. 

Narcotics and Dangerous Drugs Bureau, 
workshop for college deans & campus 
security officials, 858 87 

NASA, see National Aeronautics and Space 
Administration. 

NASA EP series, 8604-6 

NASA SP series, 8607-8 

Nashville, Tenn., riots, civil and criminal 
disorders, investigations, hearings, S073 

Nathan, Richard P., jobs and civil rights, 
role of Federal Government in promoting 
equal opportunity in employment and 
training, 7762 

National Advisory Commission on Food and 
Fiber, report, 8784 

National Aeronautics and Space Administra- 

tion : 

appropriations, 1970 authorization, hear- 
ings, 7972 

contractor report CR (series), 8589-8603 

EP series, 8604-6 

management issuances, 8588 

Saturn S—-I1VB—503 stage accident under 
Apollo program, GAO review, 8336 

SP series, 8607-8 

space flight investigations, opportunities 
for participation, 8659-60 

technical notes, 8609-53 

technical reports, 8654—57 

technical translations, 8658 

National Agricultural Library, 
ations, 1970, hearings, 7945 

National Archives : 
microfilm publications, 

panying, 8663 
regulations for public use of records, 8662 

National Archives and Records Service, gen- 
eral information leaflets, 8662 

National Bureau of Standards: 
handbooks, 8665 
national standard reference data series, 


ictures. 
ast Africa. 


appropri- 


pamphlet accom- 


8667 

special publications, 8668-69 
technical notes, 8671-72 

National Cancer Institute, clinical, research, 
and staff associate, informational bulletin, 
8698 

Capital, see Capital of United 

States. 
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National Capital Planning Commission, 
appropriation, 1970, heariugs, 7946 

National cemeteries, see names of cemeteries 
or places where located. 

National Commission on Libraries and 
Information Science, establish, hearings, 
7952 

National Commission on Product Safety, 
extend, report, 8047 

National Commission on Urban Problems, 
research reports, 8778 

National Committee on Vital and Health 
Statistics, see United States National 
Committee on Vital and Health Statistics. 

National Conference of Standards Labora- 
tories, making valuable measurements, 
proceedings, 8669 

National Council on Indian Oppectontty, 
appropriations, 1970, hearings, 7946 

National Council on Marine Resources and 
Engineering Development, expiration date, 
change, report, 7885 

National Council on the Arts, annual 
report, 8677 

National defense, acquisition and production 

of F-4EJ aircraft, agreement with 
Japan, 8900 
see also National security. 

National Endowment for the Arts, annual 
report, 8677 

National Exhibition of Prints, held at 
Library of Congress, catalog, 8566 

National Family Health Week, designate, 
report, 8038 

National forests, see names of forests. 

National Foundation on the Arts and the 
Humanities, appropriations, 1970, hear- 
ings, 7946 

National Gallery of Art: 
appropriations, 1970, hearings, 7946 
brief guide, 8678 
eatalogue of color reproductions, books 

soe, Semegees, educational materials, 
867 


National Guard: 
State operating budget, formulation, 
pamphlet, 8681 
trophies, National Guard trophy, Pershing 
trophy, National Guard (State) trophy, 
announcement of winners, 8680 
National Guard Association of United 
States, trophies, announcement of win- 
ners, 8680 
National Guard Bureau, pamphlets, 8680—81 
National health survey, vital and health 
statistics, 8822 
National Highway Safety Bureau, contracts, 
motor vehicle safety performance stand- 
ards, 8682 
Natick Laboratories, Natick, Mass., techni- 
cal reports, 7655-57 
National Labor Relations Board : 
field manual, revised pages, 8701 
jurisdictional guide in administration of 
national labor relations act, 8700 
provides services for working men & 
women, employers, and unions, 8703 
National Library of Medicine, MEDLARS, 
services, guide, 8704 
National monuments or memorials, see 
names of national monuments or me- 
morials. 
National Museum, bulletins, 8705-10 
National Oceanographic Data Center, publi- 
cation series, 8744 
National Park Service : 
appropriations, 1970, hearings, 7946 
historical handbook series, 8725 
National poultry improvement plan, see 
Poultry. 
National Railway Labor Conference, emer- 
gency board reports, 8177-78 
National Science Board, NSB series, 8738 
National Science Foundation, appropria- 
tions, 1970, authorization, hearings, 7973 
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National security : 
ABM defense systems, strategic and for- 
eign policy implications, hearings, 8068 
free world commercial and security in- 
terests, United States maritime policies 
and their relationships (remarks), 8209 
Strategy and science toward a national 
socuntty policy for the 1970's, hearings, 
6 


safeguard, what are the true answers? 
8781 


National service life insurance, see Life 
insurance. 

National standard reference data series, 
8667 


Nationality : 
immigration and nationality act amend- 
ments, text, 7966 
laws, administrative decisions, index, 8405 
NATO, see North Atlantic Treaty Organi- 
zation. 
Natural gas, see Gas. 
Natural resources : 
careers for women in conservation, 893° 
conservation bulletin, 8410 
conservation information series, 8863 
Great Plains conservation program. 
extend— 
hearings, 7941 
report, 7938 
resource bulletins, 8319-20 
Soil Conservation Service, helping to 
renew America’s resources, 8863 
Naturalization, see Citizenship. 
Naugler, Frederic P., bathymetry of region 
ps thee north of Hawaiian Ridge. 


Nautical charts, see Maps and charts, 
Navajo Reservation : 
hydrogeology (series), 8353 
regional hydrogeology, Ariz. N. Mex., 
and Utah, 8353 
Naval art and science, naval operations at 
night, analyses of variety of visual prob- 
lems encountered, 8574 
Naval education, programmed instructional 
material, catalog, supplement, 8759 
Naval Facilities Engineering Command, 
design manual, 8740 
Naval history, historic ship exhibits in 
United States, 8756 
Naval Oceanographic Office : 
publications series, 8745-54 
special publication SP series, 8755 
Naval operations, see Naval art and science. 
Naval Research Laboratory, report series, 
876 
Naval service, see Navy. 
Naval Submarine Medical Center, reports, 
8573-81 
Navigation : 
Arkansas River, lock and dam no, 7, hy- 
draulic model investigation, 8186 
maneuvering board manual, 8754 
Navy: 
air traffic controllers, air traffic trainee 
aptitude-test measures, comparative 
study, 7723 
historic ship exhibits in United States, 
8756 


naval service members round trip trans- 
portation, provide, amend U.S. Code— 
hearings, 7949 
report. 7929 
special enlisted tours, guidebook, 8765 
submarine officers, nuclear, special pay, 
amend U.S. Code— 
hearings, 7948 
report, 7887 
NCG technical report, 7689 
Nebraska, postal map, 8774 
Nebulae, see Crab nebula. 
Neeley, Braxtel L., jr., Tickfaw River at 
Starns Bridge, near Magnolia, La., 8361 
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Negotiations, Vietnam and Paris negotia- 
tions, postscript, 8066 


Negroes, we the black people of United 


States, general information, 7755 
Nelsen, Nancy B., air traffic and airport con- 
gestion, selected references, 
Nelson, Daniel J., symposium on radioecol- 
ogy, 767 
Nerves: 
cortical neurons, functional and morpho- 
logical state when exposed to superhigh 
frequency electromagnetic fields, USSR 
study, 8512 
proteolytic activity of nerve tissue, USSR 
study, 8496 
Netherlands, agricultural products, supply 
and demand, imports, and exports, fore- 
east for 1970 and 1975, summary, 8158 
Neutron capture cross sections, gold sphere 
transmission experiments at 24-keV neu- 
tron energy using spin-dependent S-wave 
statistics, analysis, 8651 
Nevada: 
Carson Valley water budget, 8351 
water resources, 1966-67 data, 8378 
New Crops Research Branch, plant material 
introduced, 7575 
New England Regional Commission: 
annual report, 8766 
Federal Cochairman, nomination of Stew- 
art Lamprey, hearing, 8091 
New Florencia, case study for 1970 censuses 
of population and housing, 7750—51 
New Hampshire, Vermont interstate school 
compact, reports, 7935, 8036 
New Jersey: 
landings, fish and shellfish, 7809 
as al reconnaissance for uranium, 
‘ 
New York State, preliminary reconnaissance 
for uranium, 7701 
—_— Thi Huong (Linh), and child, relief, 


Niagara River, additional temporary diver- 
sions for power production purposes, 
agreement with Canada, 7995, 7998 
Nicaragua, background notes, 8876 
Nichols, Clyde, relief, 7873 
Nickel, nickel-cadmium batteries by farad 
capacitance meauremenis, determining 
state of charge, 7680 
Nickerson, J.T.R., treatment of poultry with 
ionizing radiations to destroy salmonellae, 
final report, 7687 
Nigeria : 
civilian victims of civil war, report of 
Special Coordinator for Nigerian relief, 
hearing, 7953 

foreign trade regulations, 7803 

special factfinding mission, report, 7954 

Nixon, Richard M., see President of United 
States. 

NLRB, see National Labor Relations Board. 

Noise: 
acoustic impedance data, reduction by aid 

of PDP-8 FORTRAN program, 8764 
cockpit noise intensity, fifteen single-en- 

gine light aircraft, 7727 
power plant acoustics, 

manual, change, 7666 
sound without value, report, 8207 
theoretical studies of compressor noise, 


Army technical] 


Nominations, see names of persons. 

Nonprofit organizations, tax reform hear- 
ings dealing with tax-exempt organiza- 
tions, summary of problems, 7990 

Norfolk Island, telecommunication facility, 
to study ionospheric propagation in rela- 
tion to long range radio paths, agreement 
with Australia, 8889 

North America, east coast, lights and fog 
signals, list, change, 8750 


Do not order from index; see indicated entry 





1969 


North Atlantic Treaty Organization : 
situation in Czechoslovakia and U.S. 
Forces in Europe, postscript, 8066 
20 years of — for peace (re- 
marks), 8883 
North Carolina, Indian vital statistics, 8811 
North Central States, see Central States. 
North Dakota, water resources data, 8379-80 
Northwest (U.S.): 
Indian, art, bibliography, 8411 
Pacifie Northwest— 
forest pest conditions, 8278 
wilderness users, their characteristics, 
Md and management preferences, 
8 


seedling survival and growth of six north- 
western tree species, effects of artificial 
flooding, 8294 
Norway, lights and fog signals, list, change, 
Novak, Arthur F., commercial irradiation of 
shellfish with portable shipboard irradia- 
tor final report, 7693 
Nozzles, nozzle flow, one-dimensional non- 
equilibrium numerical difficulties in inte- 
grating equations, 8639 
NPIP, see Poul “r. 
NRL, see Naval Research Laboratory. 
NSB, see National Science Board. 
NSLI, see Life insurance. 
Nuclear construction engineering, technol- 
ogy, 7689 
Nuclear engineering, construction technology, 
76 


Nuclear ouptenions $ 
American igh altitude thermonuclear 
burst Rte sh, measurements of radia- 
tion effects aboard Kosmos-6 satellite, 
USSR study, 8505 
Plowshare programs— 
civil, poms wig and scientific uses, 
bibliograph r: 
oan range air blast, Palanquin test, 


safety of anterpreunt nuclear testing, 
summary report, 7714 
Nuclear explosives, see Atomic blasting. 
Nuclear medicine, current status in medi- 
cine practice, symposium proceedings, er- 
ratum, 7676 
Nuclear power, see Atomic energy. 
Nuclear powered ships: 
submarine officers, 
U.S. Code— 
hearings, 7948 
report, 7887 
Nuclear reactors, see Reactors (atomic). 
Nuclear science: 
abstracts— 
analysis of world-wide contributions, 


special pay, amend 


15 
index, subject headings used, 7705 
subject scope, 7704 
Nuclear studies of nuclear light bulb rocket 
engine, 8594 
Nuclear tests, see Nuclear explosions. 
Nuclear weapons, see Weapons. 
Numerical calculations : 
computations of topside fonograms from 
Nth) profiles, 8613 
direction cosine computational error, 8654 
numerical difficulties In integrating eana- 
tions for one-dimensional nonequilib- 
rium nozzle flow, 8639 
numerical forecasting of wind and wave 
conditions, USSR study, 8508 
Nunlist, Frank J., nomination, hearing, 8088 
Nurses and nursing, professional nurses, 
traineeship program, PHS _ short-term 
training courses, 8699 
Nursing homes: 
minumum property standards, 8392 
nursing and personal care homes, marital 
status of residents and living arrange- 
ments before admission, 8822 
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Nutrition : 
applied clinical nutrition, medical service, 
Air Force manual, 7626 
child nutrition act of 1966, extend, report, 


922 
=e and human needs, national sur- 
hearings, 8087 
Nutrition and Homan Needs, Select Commit- 
tee on, Senate, hearings, 80 
Nutrition Laboratory, see Army Medical 
Research and Nutrition Laboratory. 


0 


OAR, see Aerospace Research Office 

OASDHI, see Old-age, survivors, disability, 
and health insurance. 

OBR series, 7799-7804 

O’Brien, Keran, transverse shielding calcu- 
lations for components of 4% TeV proton 
synchrotron, 7681 

Occupational classification, see Occupations. 

Occupational safety aid, 8545 

Occupational therapists, Air Force career op- 
portunities, 7619 

Occupations : 
career ee, 

FBI, 8206 


mental retardation field, 8384 
Small Business Administration, 8847 
careers for women in conservation work, 
93 


9 

job grading standard, civil service— 
aircraft mechanic, 7775 
automotive mechanic, 7776 
carpenter, 7777 
laundry machine operator, 7779 
presser, 7780 

trades and labor, job grading system, 
FPM supplement, 7772-73 

Ocean, turbulence, and internal wave pa- 

rameters, USSR study, 8502 

see also Waves. 
Ocean temperature, ocean wave parameters 
and temperature fluctuations, USSR 
studies, 8524 
Oceania, agricultural situation, 1968 re- 
view and 1969 outlook, 8160 
Oceanography : 
films. list, 8744 
MAREP, marine environmental prediction, 
Federal planning guide, 8676 

marine resources and engineering de- 
velopment act of 1966, amend, report, 

85 

National Oceanographic Data Center pub- 
lications, 8744 

oceanography in 90th Congress, report. 
70. 

Oconee County, Ga., soil survey report, 8867 

Odar, Fuat, high-response triaxial strain- 
gage anemometer, 7647 

OEO, see Economic Opportunity Office. 

Offenses, see Crime and criminals. 

Office furniture and equipment, office ma- 
chines, shipments 1958-67, patterns of 
industrial growth, 7734 

Officers, aee names of services to which of- 
ficers belong. 

Ohio, West Virginia-Ohio air pollution con- 
trol, consent to interstate compact, hear 
ings, 8089 

Oil, see Petroleum. 

Oil and Gas Office, appropriations, 1970, 
hearings, 7946 

Oil pollution of rivers, harbors, etc., see 
Water pollution. 

Old-age, survivors, disability, and health in- 
surance, self-employed doctors of medicine 
under OASDHI, 8857 

Old Salem Church, Chancellorsville Cam- 
paign, historical data, 8731 

Old Stone House, Georgetown, D.C., its 18th 


Older persons, see Aged. 
Olives, tariff concessions, agreement with 
Spain, 884-85 
Olympic National Forest, general informa- 
tion, 8287 
Olympic National Park, general information, 
33 


O’Mathuna, Diarmuild, vinti dynamical prob- 
lem and ‘geopotential, 8655 

Opinion (public), see Public opinion. 

Optical instruments and apparatus, electro- 
optical aids, discomfort in use, analysis. 
light 7 es size, and visual per- 
formance, 85 

Optical model, the sis of now scattering 
in range 16 to 22 MeV, 

Optimization, VTE saline bad plants, de- 
velopment of mathematical model and 
computer program, 8417 

Order of Railway Conductors and Brake- 

e men, emergency board report, 8177 
regon: 
landings, fish and shellfish, annual sum- 

mary, 7808 
northern, Cascade Range, juvenile height 
growth of four upper-slope conifers, 8306 
Organic compounds : 
synthetic chemicals, 
sales— 
eyclic intermediates, 8913 
medicinal chemicals, 8914 

Organisms, metals eliminated from, by com- 
plexation, USSR study, 8497 

Organization charts, Federal executive de- 
partments and agencies, 8071 

Organizations: 
tax exemption, how to apply, information, 


production and 


withdrawal of cash from Treasury for ad- 
vances under Federal programs, regu- 
lations, 8918 
Organizations, see Nonprofit organizations. 
Orifices (aircraft), see Jets. 
Osmosis : 
reverse— 
desalination unit at Webster, S. Dak., 
operation, 8420 
new and improved cellulose ester mem- 
branes, development, 8422 
Otepka, Otto F., nomination, hearing, 8080 
Our Federal tax system, 8435 
Outdoor recreation, see Recreation. 
Outdoor Recreation Bureau, appropriations, 
1970, hearings, 7946 
Outer space : 
aerospace teammates, dietitian, physical 
therapist, occupational therapist, 7619 
oy in space, the first decade (series), 


code of Federal regulations, 8220 

surface temperature of paraboloidal solar 
concentrators, parametric analysis, 8628 

United States activities, report 1968— 
departmental edition, 8661 
document edition, 7844 

Overmyer, D. H., Co., television construction 

ermits, acquisition and transfer, hear- 

ngs, 7961-62 

Overseas business reports, 7799-7804 

Oviatt, Alfred E., jr., moisture content of 

glulam timbers in Pacific Northwest, 8283 

Oxygen: 

determination in lithium by vacuum dis- 
tillation method, 8646 

helium-oxygen saturation and excursion 
dive to simulated depth of 900 feet, 
performance effects of increased ambi- 
ent pressure, 8576 

Ozarks Regional Commission, Federal Co- 

chairman, nomination of B. L. Stewart, 

hearing, 8091 


4 
PA series, 7606-12 





century occupants and furnishings, 8732 
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Pacific area, water resources data, 8367 
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Pacific Coast : 
coast pilot California, Oregon, Washington, 
Hawaii, supplement, 7787 
nautical chart catalog, 7789 
synopsis of biological data on Pacific 
mackerel, scomber japonicus houttuyn, 
7812 
waterborne commerce— 
1966 calendar year, 8183 
1967 calendar year, 8184 
zooplankton, 1960, volumes, 7815 
Pacific mackerel, see Mackerel. 

Pacific Northwest, see Northwest (U.S.). 
Pacific Oceanographic Laboratory, ESSA 
technical report ERL—POL series, 8187 
Pacific Oceanographic Research Laboratory, 

bathymetry of region (PORL-—421-2) 
north of Hawaiian Ridge, 8187 
Pacific Railroad, origin, building, etc., 8725 
Pacific Southwest Forest and Range Ex- 
periment Station : 
publications, list, 8288 
research, 8318 
Packaging: 
fresh meat, evaluation of selected wrap- 
ping films, 7569 
procedures for parts and equipment, mili 
tary standard, 813° 
role in solid waste management, 8814 
Packers and Stockyards Administration, ap 
propriations, 1970, hearings, 7945 
Packing, see Packaging—-also names of 
articles packed. 
Packing materials, Federal item identifica 
tion guide, change, 8122 
Paint, paints and protective coatings, 
technical manual, 7665 
Palanquin project, see 
(Plowshare program). 
Paleocene period, paleocene and lower eocene 
units in southern part of Piceance Creek 
basin, Colo., 8339 
Pa Mong project, lower Mekong River basin, 
stage 1, interim report, 8831 
Pamphlets, see names of departments, etc., 
issuing pamphlets. 
Panama, economic trends and their implica 
tions for United States, 8478 
Panama Canal, code of Federal regulations 
8233 
Papers, see Records. 
Paperwork (office practice) : 
managing emergency preparedness files, 
Federal vital records program, records 
management handbook, 8664 
Parachutes, personnel parachutes, assembly 
one rigging procedures, military standard 
> 6 
Paraguay, economic trends and their implica- 
tions for United States, 8473 
Parameters: 
internal wave parameters and 
turbulance, USSR study, 8502 
parametric analysis of— 
microwave and laser systems for com- 
munication and tracking, summary, 
8657 
surface temperatures of paraboloidal 
solar concentrators in space, 8628 
time variable parameters, estimation, by 
use of integral transforms, 8644 
Parawings, see Wings (aircraft). 
Parents, tax information for students and 
parents, 8443 
Paris, France, Vietnam and Paris negotia- 
tions, postscript, 8066 
Particles, hypervelocity impact, effects on 
performance of N/P silicon and cadmium 
sulfide solar cells, 8625 
Passengers, travel between U.S. and for- 
eign countries, 8404 
Passmore, William, tribute to courage (ad- 
dress), 8783 


Army 


Project Palanquin 


ocean 
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Pasteurization, radiation-pasteurization 
process, application to Pacific crab meat 
and flounder, significance of Clostridium 
botulinum type E, 7708, 7711 

Patent Office : 

1965-69, 


activities, 
8765 
classification definition series, 8767 
Patents : 
oe manual, replacement pages, 
768 


summary (address), 


code of Federal regulations, 8234 
Patriotism, character guidance discussion, 
7658 
Patrolmen, see Police 
Ps atterns of industriai growth (series), 7733-— 


Paulk, ~y . soil survey, Bulloch 
County, Ga., 
Pavements, ie of highway pavements, 


882 
ar Trucking Co., motor carrier accident, 
855 
Pay, see Wages 
Pay, allowances, etc. : 
special pay for nuclear qualified submarine 
officers, amend U.S. Code— 
hearings, 7948 
report, 7887 
—— savings, see Savings bonds. 
eace : 
NATO, 20 years of cooperation for peace 
(remarks), 8883 
pursuit with justice (remarks), 8919 
Peace Corps: 
Director, nomination of Joseph H. Blatch- 
ford, hearing, 8065 
excess foreign currencies to pay transpor- 
tation expenses of returning volunteers, 
GAO report, 8333 
Pearlman, Chester A., effect of rapid eye 
movement (dreaming) sleep deprivation 
ee of avoidance learning in rats, 


en marketing orders for canning or freez- 
, hearing, 7942 
Pens ons, see Employee benefit 
Retirement. 
Pepper, Stephen V., absorption of infrared 
radiation by ice cryodeposits, 8641 
Perception : 
light flashes, pupil size, and visual per- 
formance, analysis of discomfort in use 
of electro-optical aids, 8577 

visual problems encountered during naval 
operations at night, analyses, 8574 

Performance (psychology): 
patrolman, qualifications in relation to 

field performance, ete., psychological 
assessment, 8530 

Periodicals, Government, price list, 8787 

Permits, see classes or persons for whom, or 
subjects for which permits are issued. 

Personal property 
claims of > A personnel and civilian 

employees, settlement, discontinue an- 
nual report to Congress, report, 7936 
credit sales by dealers in personal prop- 
erty, tax information, 8426 
Government owned, in U.S. territories, ete., 
inventory report, 7957 

Personnel management, see Administrative 
management. 

Perturbations, pressure, induced in rocket 
combustor by machine gun, characteriza- 
tion, 8652 

Pesticides : 
drug and toxic hazards in general avia- 

tion, 7724 
registered agricultural pesticide —_ 
uses, summary, replacement pages, 75 

Pests, forest pest conditions in Pacific terth- 
west, 8278 

Petersburg ~ - Battlefield, general in- 
formation, 8 


plans— 
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Peterson, Gloria: 
administrative history— 

Abraham Lincoln Birthplace National 
Historic Site, Hodgenville, Ky., 8714 
Fort Donelson National Military Park, 
Dover, Tenn., 8713 

Peterson, Val., nomination, hearing, 8065 

Petroleum : 
control of Coshargrs in navigable waters, 

hearings 

oil ep California, heartags, 7970 
refining, industry trend, 772: 

Pettinger, L. F., forest pest "conditions in 
Pacific Northwest during 1968, 82 

Petty, Clifford L., relief, 7875 

Pharmaceutical industry, see Drugs. 

Pharmaceuticals, see Drugs. 

Pharmacists, BR legend, FDA manual, 8268 

Pharmacology, pharmacological drugs which 
increase resistance to hypoxia, USSR 
study, 8510 

Philippines, education, financing of exchange 
programs, agreeement, 8896 

Phillips, Ralph W., FAO, its organization 
and work and U.S. participation, 8271 

Photoelectricity, photoelectric catalogue, 
magnitudes and colors of stars in U,B,V, 
and Uc.B,V systems, 8743 

Photographic apparatus and supplies, photo- 
graphic y - raae Kennedy round, special 
report, 8 

Photography : 
programmed 

course, 8758 

time lapse, seasonal change revealed, 7655 

Photons, search for gamma-rays from Crab 
nebula using digitized spark chamber, 8656 

Physical fitness, sce Exercise. 

Physical geography, reconnaissance geomor- 
phology of Rangiroa Atoll, Tuamotu Archi- 
pelago, 8851 

Physical therapists, 
tunities, 7519 

Physicians, self-employed doctors of medicine 
under OASDHI, 8857 

Physiology, response of normal man to graded 
exercise in progressive elevations of COs, 


instruction, Navy trainee 


Air Force career oppor- 


7635 
Piceance Creek, southern part of basin, paleo- 
cene and lower eocene units, 8339 
Pig iron, see Cast iron. 
Pillage, riots, looting, and burning subver- 
sive influences, hearings, 7977 
Pilot plants, transport depletion evaluated 
with natural brackish water, 883 
Pilots and pilotage, see Aviators. 
| «ey see Plasma 
i 
Erambert’s hybrid, graphic analysis, 8298 
longleaf— 
foliage weight and stem growth, 8304 
Louisiana plantation affects perform- 
ance, climate at seed source, 8296 
mountain, excels only in local ‘plantings, 
8301 
Ponderosa, bud characteristics, related to 
potential comnege by European pine shoot 
moth, 
vegeephliae in northern Mississip ppl clear- 
cutting and planting best, study, 8299 
southern— 
hybrids in south Mississippi, 
ance, 
replacement planting unsuccessful, 8303 
ae ee root growth of direct- seeded, 


perform- 


8 
volume tables and petatenmemns factors, 
Tennessee, Alabama and Georgia high- 
lands— 
loblolly, 8313 
shortleaf, 8317 
Pine Hall Brick and Pipe Co., relief, 8017 
Pine shoot moths, see European pine shoot 
moths. 
Pipe lines, natural gas, sales by producers to 
interstate pipeline companies, 8213 
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Piper, Arthur M., water budget of Carson 
Valley, Nevada, 8351 

Pittelli, Ernest E., simplified theory and 
transducer potentialities of pinch effect 
in semiconductors, 8624 

Plague, natural plague foci, USSR studies, 
8520 

Plankton, see Zooplankton. 

Planning: 
abstracts of “701” planning reports, HUD 

8927 


community junior college facilities, guide 
for planning, 8170 

planning and administration, training 
rr need annotated bibliography, 

Planning (programming), see Programming 
(planning). 

Plantations, loblolly pines in plantations on 
abandoned fields in Tennesseee, Alabama 
and Georgia highlands, 8313 

Planting, see Forest planting. 

Plants: 
ee and esthetics, highway research 

development news, 8825 

inventory, materials received a New Crops 
Research Branch, 7575 

live plants, trade and tariff information, 
summaries, 2 

quarantine import requirements— 
Denmark, 
Jersey, 7577 

Wake Island flora, description, 8851 

Plants (industrial) : 

omane industrial plant equipment center 

rations, DSA manual, change, 8117 

ou pment handbooks, portable machine 
tools and toolroom layout, plates and 
tables, 8113 

plant shutdown, helping workers locate 
obs following, 8563 

VTE saline water plants, development of 
mathematical model and computer pro- 
gram for optimization, 8417 

Plasmas: 

induction heated, angen Congeiee and ar- 

gon-uronium, experimental investigation 

ees emission characteristics, 
5 

pinch effect in semi-conductors, simplified 
posers and transducer potentialities, 


8 
R-F induction heated, theoretical investi- 
gations, 8592 
Plastics, » Piso™ manufacturing, industry 
trend 
Plates : 
forces and moments due to air jets ex- 
hausting parallel to forge flat plates 
in near vacuum, 8630 
infinite elastic plate, response to axi- 
symmetric initial velocity distributions 
with application to hypervelocity im 
pact, 8621 
Plating, brush plating, electro deposition, 
military standard, 8137 
Platt, Robert J., jr., parametric analysis of 
surface temperatures of paraboloidal solar 
concentrators in space, 8628 
Plowshare program (civil, industrial and 
scientific uses for nuclear explosives) : 
Project Gasbuggy, 7698—770 
reports, 7696-97, 7702. 7719 
Plugs, Federal item identification guide, 8123 
Pocket data book, USA 1969, 7749, 7854 
Point sampling, see Volume and yield tables. 
Poles, climber sets, military standard, 8139 
Police 
District of a canine corps, expand, 
report, 
patrolman - in relation to fleld 
performance, psychological assessment, 
8530 
Polistes, see Wasps. 
Pollution of air, see Air pollution. 
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Pollution of streams, see Water pollution. 
Pollution of water, see Water pollution. 
Polyimides, see Amides. 
Polymers and polymerization : 
concrete-polymer materials, topical re- 
port, 7674 
ultrathin skin membranes-hema polymers, 
development, 8415 
Ponderosa pine, see Pine. 
Poor: 
nutrition and human needs— 
national survey, hearings, 8087 
South Carolina, hearings, 8087 
Population : 
current population reports— 
a characteristics, series, 7740— 
” 


population estimates, series, 7743-45 
special censuses series, 7746-47 
current research, 8684 
metropolitan and nonmetropolitan resi- 
dence, 7741 
New Florencia, case study for 1970 cen- 
suses of population and housing— 
data-collection operations, organization 
and functions of field staff, 7750 
data processing, key punching, 7751 
States, by age, estimates, 7744 
United States, estimates, 7743, 7745 
Pes, family meals, guide for consumers, 
vd 
PORL, see Pacific Oceanographic Research 
Laboratory. 
Portuguese Bast Africa, Mozambique, area 
handbook, 7662 
Post, Robert E., effects of temperature and 
electrolyte concentration on performance 
of fuel cell of Bacon type, 8634 
Post Office and Civil Service Committee, 
House: 
investigations and studies, expenses, re- 
port, 7882 
reports, 7892, 7902, 7931 
Post Office and Civil Service Committee, 
Senate : 
hearing, 8088 
report, 8029 
Post Office Department: 
Assistant Postmaster General— 
Bureau of Facilities, nomination of 
Henry Lehne, hearing, 8088 
Bureau of Operations, nomination of 
Frank J. Nunlist, hearing, 8088 
Bureau of Planning, Marketing, and 
Systems Analysis, nomination of Ron- 
ald B. Lee, hearing, 8088 
yostal rates structure survey, report, 7849 
Postal Service Institute, announcement, 
877 


poster, commemorative stamp, 8771 

Post offices, directory, with ZIP code num- 
bers, supplements, 8775 

Postage : 
ee rates structure survey, report, 


rate increases, message from the President, 
7857 


Postage stamps: 
commemorative— 
ost American flag, coil form (poster), 


771 
6-cent Apollo 8, dedication (address), 
8770 


Postal rates, see Postage. 
Postal service : 

Armed Forces, mailing privileges, provide 
better oversea service, amend U.S. Code, 
report, 7892 

laws, 8772 

State postal maps, 8774 

Poste Service Institute, announcement, 


Posters, Post Office Department, commemo- 
rative stamps, 8771 
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Potatoes : 
research and promotion act, hearing, 7943 
summer and fall, acreage marketing guide, 


80) 
Poultry: 
national improvement plan— 
hatcheries and dealers participating, 
supplement, 7567 
provisions, 7574 
performance record and test summary, 


publications, price list, 8788 

treatment with ionizing radiations to 
destroy salmonellae, 7687, 3 

see also Chickens. 

Poverty : 

American Indians industrialize to combat 
poverty, 

economic eeaats programs, GAO 
review, 80 

war on poverty— 
religion, 8146 
women, involvement, 8147 
Power, see Electricity. 
Power County, Idaho, records of observa- 
tion wells and water-level fluctuations in 
Aberdeen-Springfield area, 8357 
Power plants, acoustics, Army technical 
manual, change, 7666 
Prayers: 
olfered by former Senate Chaplain, 89th 
and 90th Congresses, print as Senate 
document, report, 8022 

public schools, proposed constitutional 
amendment, hearings, print additional 
copies, report, 7915 

Pre-Gondola Project, see Project Pre-Gon- 
dola (field cratering experiment). 

Pre-school children, see ildren. 

Preservation of materials, wheeled vehicles 
and a military standard, 8138 

President of United States: 
address, Apr. 10, 1969, 8883 
economic report, hearings, 7833 
messages, see in main alphabet, subjects. 
“ys yal legislative proposals, report, 

‘ 


President’s Commission for Observance of 
Human Rights Year, final report, 8782 
President's Committee on Employment of 
the Handicapped, Advisory Council meet- 

ing, 877 
President’s Committee on Mental Retarda- 
tion, mentally retarded in model cities, 
workshop report, 8777 
President's Committee on Urban Housing, 
technical studies, report, 8780 
Press operators, job grading standard, civil 
service, 7780 
Ppess releases, see names of offices issuing 
releases. 
Presses, see Press operators. 
Pressure : 
increased ambient, performance effects, 
helium-oxygen saturation and excur- 
son dive to simulated depth of 900 feet, 


pressure pertubations induced in rocket 
combustor by machine gun, character- 
ization, 8652 
Preuss, Luther E., diffractometry with 55Fe 
and Beta excited X-ray sources, final 
report, 7678 
Prices : 
lumber pricing and production problems, 
8055 


statistics training program for statis- 
ticians and economists of other coun- 
tries, 
Primitive areas, see Wilderness areas. 
Principal officials in executive branch, 8235 
Printing, see Public printing and binding. 
Prints, national exhibition, catalog, 8566 
Prisons and prisoners, correctional planning 
and resource guide, 85 
Private enterprise, see Business. 
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Probabilities (mothomation) : 
log-a-posteriori probability metric for use 
in sequential decoding, 86 
Procurement, see Army—Government sup- 
plies—Military supplies—also names of 
departments, etc., engaged in procure- 
ment. 
Produce, see Agricultural products. 
Product Safety Commission, see National 
Commission on Product Safety. 
Production : 
productivity of diverted cropland, 8155 
research reports, 7613 
see also names or classes of commodities. 
Production credit associations, operations, 
1968, summary, 8192 
Production equipment, industrial plant 
handbeok portable machine tools and 
toolroom layout, plates and tables, 8113 
Products, see Commercial products, 
Professional papers, Geological Survey, 
8351-54 
Professional Photography Week, designate, 
report, 8039 
Professional workers: 
annotated bibliography on inservice train- 
ing— 
allied professionals and ow 
in community mental health, 8793 
key professionals in community mental 
health, 8794 
Professions : 
allied health professions training act of 
1966, amended, report, 8683 
education professions developmert, in- 
vestment in future, 8166 
Program aid series, 7606-12 
Programmed instruction : 
eatalog of instructional material, Navy, 
supplement, 8759 
photography, Navy trainee course, 8758 
Programming (computers), see Electronic 
data processing systems. 
Programming (planning) : 
planning, programming, and budgeting 
system— 
glossary, 8326 
rescuing policy analysis from PPBS, 


ta 
Project Apollo (man-in-space program) : 
Apollo astronaut backpack antenna, per- 
formance characteristics, 8615 
code-name, Spider, flight of Apollo 9, 
6 


86 
Saturn S-IVB—503 stage accident under 
Apollo program, GAO review, 8336 
6-cent Apollo 8 commemorative postage 
stamp, dedication (address), 8770 
Project Palanquin (Plowshare program) : 
long-range airblast, 7696 
ae (field cratering experi- 
ment) : 
crater studies, surface motion, 7697 
Project Skywater (atmospheric water re- 
sources program) : 
production and delivery of cloud nucleat- 
a conference proceedings, 


Project transition, programmed instruc- 
tion, photography, 8758 
Projectiles, effect of density and target 
temperature when determining crater 
characteristics of 11 metal alloys under 
hyper-velocity impact, 8627 
Property : 
tax information— 
assets, sales and exchanges, 8438 
cost or other basis of assets, 8447 
see also Personal property—Public prop- 
erty.—Real estate. 
Prgseses, prosthetics research bulletin, 


Protection of the individual as a research 
subject, 8812 

Protective coatings, see Coating materials. 

Proteolytic activity of nerve tissue, 8496 

Proton scattering, see Scattering. 
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Protons: 
annealing of 22—, 40-, and 158—MeV pro- 
ton damage in n- and p- type silicon, 
8622 
proton synchrotron, 1/2 TeV, transverse 
shielding calculations for components, 
76381 
Psychiatric patients, see Mentally ill. 
Psychology, psychological assessment of 
patrolman qualifications in relation to 
field performance, 8530 
Ptychocheilus oregonensis, see Squawfish. 
Public assistance : 
medical assistance financed under public 
assistance titles of social security act, 
8673 


medical care, vendor payments by type of 
service, 8674 
see also Social work and problems. 
Public Broadcasting Corporation : 
financial support, report, 8049 
grants, extend, hearings, 8058 
Public buildings, Federal buildings, Fed- 
eral facilities, a day in September, docu- 
mentary motion picture on civil defense, 
announcement, 7760 
Publie contracts, see Government contracts. 
Public debt : 
increase in ceiling— 
law, 7831 
report, 8019 


Public Documents Division, price lists, 
8787-92 


Public employment, see Employment. 
Public health, see Health. 
Public Health Service : 
allied health professions training act of 
1966, amended, report, 8683 

Indian health program, 8808 

policy for protection of individual as re- 
search subject, 8812 

traineeship program, professional nurse 
short-term courses, 8699 

Public housing, see Housing. 

Public Land Law Review Commission, ap- 
propriations, 1970, hearings, 7946 

Public law 480, see Agricultural trade and 
development and assistance act of 1954. 

Public laws, see Law. 

Public opinion, public reaction to proposed 
changes in operation of Federal reserve dis- 
count facility (remarks), 8245 

Public policy, parameters, graduate educa- 
tion, 8738 

Pee printing and binding, regulations, 
7991 


Public property : 
code of Federal regulations, 8227 
management, code of Federal regulations, 
oa 


see also Real estate—Personal property. 
Public Roads Bureau, Director, nomination 
of Ralph R. Bartelsmeyer, hearing, 8092 
Public safety, see Safety of life. 
Public schools, see Schools. 
Public service, executive leadership, 8929 
Public works : 
code of Federal regulations, 8227 
Engineers Corps, civil works activities, 
financial administration, accounting and 
reporting, regulations, 8180 
Public Works Committee, House: 
hearings, 7970-71 
investigations and studies, expenses, re- 


port, 787 
Public Works Committee, Senate: 
committee print, 8093 
hearings, 8089-92 
legislative activities and accomplishments, 
_. summary, 90th Congress 8093 
Publications, see names of departments, etc.. 
issuing publications—also subjects. 
Pueblo (U.S.S.) : 
tax treatment of individuals serving at 
_ of capture by North Korea, report, 
1 
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Puerto Rico, concrete dams, condition, 8828 
Puhan, Alfred, nomination, hearing, 8065 
Pumps, pumping station, establishment in 
Everglades National Park, Fla., hydro- 
geologic data, 8349 
Punched card systems, key punching, New 
Florencia, case study for 1970 censuses of 
population and housing, 7751 
Pupil (eye), see Byes. 
Pupils (students), see Students. 
Purchasing : 
buying and selling a small business, 8848 
implementing procedures for purchase of 
supplies assigned to DSA under DoD 
eoordinated procurement pregram, 8118 
Purification of water, see Water purification. 


Q 


Quaternary period, geology of Grand and 
Battlement Mesas area, Colo., 8354 
Quarantine, see subjects. 


Racing, horses temporarily exported for use, 
multiple customs duties, eliminate, report, 
7897 

Radar : 
fundamentals, automatic systems and 

reliability theory, USSR study, 8498 
publications, price list, 8791 
transmitting video signal from coastal 
radars, USSR appraisal of method, 8527 

Radiation : 

commercial irradiation of shellfish with 
portable shipboard irradiator, final re- 
port, 7693 

cutting oils employing radiation, microbial 
inhibition, cost analysis, 7691 

measurements of radiation effects of 
American high altitude thermonuclear 
burst Starfish aboard Kesmos-6 satellite, 
USSR study, 8505 

natural radiation environment, 7721 

radiation from lasers and television re- 
ceivers, microwaves and _ ultraviolet 
radiation, regulations standards and 
guides, eee. 8 

radiation pasteurization process, applica- 
tion to Pacific crab meat and flounder, 
significance of Clostridium botulinum 
type E, 7708, 7711 

radio-resistance, virulence, and culture 
characteristics of certain pathogenic 
bacteria, effect of repeated treatment 
with gamma rays, final report, 7686 

see also Cosmic rays—Gamma rays—In- 
frared rays. 

Radio, publications, price list, 8791 

Radio broadcasting : 
agreement wtih Mexico, text, 7994 
facilities, construction, authorization, ex- 

tend, hearings, 8058 
public broadcasting act of 1967— 
amend, report, 8049 
authorizations, extend, hearings, 8058 

Radio communication : 

overwater line-of-sight fade measurements 
at 37 GHz, 8761 

telecommunication facility on Norfolk Is- 
land to study fonospheric propagation in 
relation to long range radio paths, agree- 
ment with Australia, 8889 

Radio operators : 

amateur alien, agreement authorizing 
operation in U.S. and Indonesia, 8894 

transmitter and receiver operator and 
maintenance technician, examination an- 
nouncement, amendment, 7764 

Radio radiation, see Radiation. 

Radio stations: 
amateur alien, agreement authorizing 

operation in U.S. and Indonesia, 8894 
VHF communications between synchron- 
ous satellite relay and earth ground sta- 





tions, solar effects on, 8618 
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Radio waves, see Microwaves. 

Radioactive waste disposal, nature, manage- 
ment and research, 7722 

Radioactivity : 
fallout, Health and Safety Laboratory pro- 

gram, quarterly summary report, 7683 
appendix, 7684 

Radiobiological Laboratory, Beaufort, N.C., 
Bureau of Commercial Fisheries, fiscal 
year 1968, progress report, 7813 

Radioecology : 
research in Mururoa Atoll region, Tuamotu 

Islands, USSR study, 8506 

2d national symposium, proceedings, 7675 

Radioisotopes, see Isotopes. 

Radiological health, see Health. 

Radiosondes, observations, Federal mete- 
orological handbook, change, 7797 

ts employees, emergency board report, 
817 


Range lands, southern, management, bibliog- 
raphy, 8346 
Ranges (stoves), see Stoves. 
Rangiroa Atoll, reconnaissance geomorphol- 
ogy, 8851 
Rapton, Avra, socio-economic profile of 1965 
arm wage force, 8153 
Rats: 
effect of rapid eye movement (dreaming) 
sleep deprivation on retention of avoid- 
ance learning, 8580 
quantitative changes in nuclear RNA in 
cerebellum and in cerebral cortex of rats 
at different stages of conditioning, 
USSR study, 8507 
see also Rodents. 
Rawah Wilderness, general information, 8289 
Rawson, D. E., Gasbuggy, postshot geologic 
investigations, 7699 
RBA, see Rural Blectrification Administra- 


tion. 
Reactor safety, see Safety of life. 
Reactors (atomic) : 
nuclear light bulk reactor, initial radio- 
frequency gas ~_— experiments to 
stimulate thermal environment, 8591 
Real estate: 
Government owned, U.S. territories, etc., 
inventory report, 7957 
minimum property standards for nursing 
homes, 8392 
real property, FAA handbook, 8202 
see also Farms. 
Real property, see Real estate. 
Recipes: 
lamb in family meals, 7591 
pork in family meals, 7592 
Recirculation effects produced by pair of 
heated jets impinging on ground plane, 
8590 
Reclamation Bureau, report 1968, statistical 
appendix, 8834 
Reconnaissance (geologic) : 
uranium in Connecticut, Maine, Massa- 
chusetts, New Jersey, New York and 
eeenens, 1950—59 preliminary reports, 
7701 


Records : 
Government departments, ete., Gisposi- 
tion, report, 7890 
managing emergency preparedness files, 
Federal vita! records program, records 
management handbook, 86 
National Archives, regulations for public 
use, 8662 
see also subjects. 
Recreation : 
Flaming Gorge, Ashley National Forest, 
recreation map, 827 
loans for recreation enterprises, 7606 
outdoor, water oriented, socioeconomic 
factors affecting poor 8156 
see also Recreational areas and demonstra- 
tion projects. 
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Reereational areas and demonstration proj- 
ects, Mineral King, planned recreation de- 
velopment, 8282 
Redcedar, see Cedar. 
Redevelopment = planning, etc.) : 
abstracts of “701” planning reports, 8927 
urban renewal-—— 
directory, 8840 
handbook, 8393-97 
rehabilitation program, improvements 
needed in management by Housing 
and Urban Development Dept., GAO 
report, 8330 
uniform relocation assistance and land 
acquisition, hearings, 8074 
Reed, Jack W., long-range airblast, 7696 
Reflection, TEO1 mode reflection coefficient 
of ground-plane mounted parallel-plate 
waveguide illuminating reflecting sheet, 
8597 
Reflexes : 
conditioned cardiac reflexes when exposed 
to superhigh frequency electromagnetic 
fields, USSR study, 8512 

stapedius, threshold to selected acoustic 
stimuli in normal human ear, 8575 
Reformatories, correctional planning and re- 
source guide, 8528 
Refund of taxes, see Tax refunds. 
Regeneration (biology) : 
regenerating pine in northern Mississippi, 
clearcutting and planting best, study, 
8299 

Registers : 

Air Force— 
departmental editions, 7628-29 
document editions, 7841-42 

Coast Guard, 7790 

Coast Guard Reserve, 7791 
Regulations, see Code of Federal regula- 
tlons—also names of departments, etc., 
issuing regulations—also subjects. 
Rehabilitation : 
international rehabilitation research and 
demonstration projects, annotated list- 
ing, 8853 

urban renewal program, improvements 
needed in management by Housing and 
rae Development Dept., GAO report, 


Rehabilitation of criminals, final reports un- 
der Correctional rehabilitation study act 
of 1965, extend time for filing, law, 7829 

Reigle, Norman J., jr., bottom trawl explo- 
rations, 1963-65, in Green Bay of Lake 
Michigan, 7811 

Reliability (mechanical) : 
reliability design handbook, change, 8846 

Religions, in war on poverty, 8146 

Relocation, see Eminent domain. 

Relocation (housing), see Redevelopment 
(city planning, etc.). 

Remote information retrieval facility, 8595 

Renegotiation Board: 
bulletins, 8838—39 
regulations, 8837 

Rent, rental income and royalty income, tax 
information, 8436 

Reorganization of Government activities, see 
Government reorganization plans. 

Repair parts: 
high dollar spare parts breakout program, 

—— regulations, 7646 
packaging and packing procedures, mill- 
tary standard, 8135 

Report to the public, Secret Service, 8844 

Reports, see names of departments, etc., is- 
suing reports. 

Reptiles, endangered species, prevent impor- 
tation and interstate shipment, hearing, 


Rescuing policy analysis from PPBS, 8072 
Research, OAR research directory, 7632 
see also names of departments, etc., doing 
research—also subjects. 
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Research and development sopart, Atomic 
Energy Commission, 7674-7715 
Research and statistics notes, 8856-59 
Research notes, Forest Service, 8291-8304 
Kesearch papers, Forest Service, 8305-17 
Research reports, Cold Regions Research and 
Engineering Laboratory, 7647-48 
Resolutions, see Law. 
Resource bulletins, Forest Service, 8319-20 
Retail trade, census of business, 1967, area 
statistics, 7736 
Retirement, income and retirement income 
credit, tax information, 8437 
see also Civil service pensions. 
Revolving funds, Civil Service Commission, 
expand use, amend U.S. Code, report, 7931 
Ribonucleic acid, nuclear RNA in cerebellum 
and in cerebral cortex of rats at different 
stages of conditioning, quantitative 
changes, USSR study, 8507 
Rigging, assembly and rigging procedure for 
= parachutes, military standard, 
Ring tensile, strength studies of ice, 7650 
Riots : 
civil and criminal disorders, investigation, 
hearings, 8073 
looting, and burning, subversive influences, 
hearings, 7977 
Rivers: 
contributions to stream-basin hydrology 
(series), 8351 
doctrine for riverine operations, Marine 
manual, change, 8567 
middle basin tributary streams, water 
quality, South Platte River basin, 8266 
natural filtering of suspended soil by 
stream at low flow, 8291 
RNA, see Ribonucleic acid. 
Roads and highways: 
drainage of highway pavements, 8826 
Federal aid highway act of 1968, equal 
employment opportunity provision, im- 
plementation, — as Senate docu- 
ment, report, 8 
highway research and development news, 
plant ecology and esthetics, progress 
and implementation, 8825 
national highway functional classification, 
study manual, 8827 
State Highway 441 and 442, memorandum 
on streamflow data, Tickfaw River at 
Starns Bridge near Magnolia, La., 8361 
Robbery, see Pillage. 
Roberson, C. E., solubility of aluminum in 
presence of hydroxide, fluoride, and sulfate, 
Robertson, J. L. : 
remarks— 
Mar. 28, 1969, 8250 
Apr. 10, 1969, 8236 
Robertson, Stanley M., soil survey, Clarke 
and Oconee Counties, Ga., 8867 
Robinson, B. P., water resources data for 
Nevada, 1966— 67, water levels and spring 
discharges, 8378 
Rockets: 
nuclear light bulb rocket engine, nuclear 
studies, 8594 
rocket combustor, characterization of 
pressure perturbations induced by ma- 
chine gun, 8652 
Saturn, S-IVB—503 stage, accident under 
Apollo program, GAO review, 8336 
Rocky Flats Fluoride Volatility Conference, 
proceedings, 7677 
Rodenticides, see Pesticides. 
Rodents : 
domestic rodent control, biological factors, 
8800 


rodent control, training guide (series), 
8800 


Rodriguez, Jesus J., relief, 7863 
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Rogers, William P.: 
addresses, etc.— 
Mar. 27, 1969, 8881 
Apr. 10, 1969, 8883 
Secretary of State, statement of foreign 
policy, hearing, 8062 
Roll-stability, see Stability of aircraft. 
Roosevelt National Forest, Rawah Wilder- 
ness, general information, 8289 
Rose, Arthur I., union wages and hours, lo- 
cal-transit operating employees, 855 
Rotor planes, see Helicopters, 
Rotors : 
plain rotor blade with plough type vortex 
esetees, performance’ evaluation, 
859) 


rotor instability at high forward speeds, 
prediction, 7668-70 

Royalties, royalty income, tax information, 
36 


Rubber, products, manufacturing industry 
trend, 7729 

tules, see subjects. 

Rules and Administration Committee, Sen- 


ate: 
reports, 8021-26, 8030-33 
Senate, 91st Cong. (description), 8094 
Rules Committee, House, reports, 7886, 7891, 
7893-95, 7922-23 
Rummler, Donald R., mechanical properties 
and column behavior of thin-wall Be-38 
Al alloy tubing, 8629 
Rural communities : 
planning for rural industry, 7609 
rental & co-op housing, loans, 7607 
Rural Community Development Service, ap- 
propriations, 1970, hearings, 7945 
Rural Electrification Administration : 
appropriations, 1970, hearings, 7945 
career opportunities for seniors majoring 
in business administration, accounting, 
etc., 8841 
financed generating plants, 8843 
materials acceptable on systems of REA 
borrowers, list, 8842 
Rwanda, economic trends and their implica- 
tions for United States, 8476 
Rx a FDA manual for pharmacists, 
826 


Sacramento, Calif., oil spillage and flood 
damage, hearings, 7970 
Safeguard, what are the true answers? 8781 
Safety of life : 
as you travel, ask yourself, how safe are 
motel pools? 8799 
burn proof, save a life today, 8269 
mine safety, coal mine safety and health 
practices in Great Britain, new devel- 
opments, investigations and study, re- 
port, 7893 
occupational safety aid, 8545 
Project Gasbuggy, operational safety 
aspects, 7700 
safety of underground nuclear testing, 
summary report, 7714 
who needs safety training? 8545 
Sailing directions : 
Australia— 
east coast, change, 8748 
south coast, change, 8749 
Mediterranean, 8746 
changes, 8747 
Skagerrak, northern and eastern shores, 
change, 8745 
Sainsbury, C. L., tin resources of world, 8341 
Salaries: 
Congress, members, and Vice-President of 
United States, increase salaries, report, 
80 





29 
Federal blue-collar workers, new approach 
to setting pay, 8562 
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ales : 
and exchanges of assets, tax information, 
8438 


credit sales by dealers in personal prop- 
erty, tax information, 8426 

tax information on sale of business, 8450 

a on selling your home, 


see also names of commodities, etc. 
Salesmen and salesmanship : 
selling in— 
Austria, 7799 
Spain, 7801 
Saliga, T. V., log-a-posteriori probability 
noe for use in sequential decoding, 


Saline water, see Sea water—Water. 

Saline Water Office, appropriations, 1970, 
hearings, 7946 

Salinity, tolerances of certain tropical soils 
and relationships between sodium ion ac- 
tivities and soil physical properties, 8419 

Saliva, salivary thiocyanate secretion during 
fleet ballistic missile submarine patrol, 
study, 8578 

Salmonella, treatment of poultry with loniz- 
ing radiations to destroy salmonellae, 
7687, 7713 

Salt Lake City, Utah, area wage survey, 8554 

Salt water, see Sea water. 

Saltonstall, C. W., development of new and 
improved cellulose ester reverse osmosis 
membranes, 8422 

Salvador, Blandina, relief, 8011 

Salvage: 
publications in salvage archeology, 8852 
salvaging flooded equipment, surface 

chemical methods, 8762 

SAM, see School of Aerospace Medicine. 

Samoa, see American Samoa—Western 
Samoa. 

San Bernardino Mountains, area, general 
information, 8321 

San Bernardino National Forest : 

San Bernardino Mountain area, general 
information, 8321 
San Jacinto Mountain area, general in- 
formation, 8322 
San Diego test facility, 8423 
Sandoval, Hilary, jr., remarks, May 12, 1969, 
4 


8849 
San Francisco, Calif., riots, looting, and 
cores. subversive influences, hearings, 


Sanitation: 
milk, equipment and methods in bulk dis- 
groans operations, military standard, 


33 
sanitary control of shellfish in Korea, 
8815 


San Jacinto Mountains, area, general in- 

formation, 8322 

Santa Barbara, Calif., Ellwood-Gaviota area, 
reconnaissance of ground-water resources, 

8356 

Santa Margarita Project, water quality con- 

trol study, 826 

Santa Margarita River and Valley. Santa 
Margarita Project, water quality control 
study, 8263 

Sardinia, sailing directions, 8746 

Satellites : 

Kosmos-6, measurements of radiation ef- 
fects of American high altitude thermo- 
= burst, Starfish, USSR study, 

VHF communications between synchronous 
satellite relay and earth ground stations, 
solar effects on, 8618 

Saturn (rocket), see Rockets. 
Saudi Arabia : 

background notes, 8874 

economic trends and their implications for 
United States, 8468 
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Sauer, Walter C., nomination, hearings, 8054 

Savings accounts, see Banks and banking. 

Savings bonds, payroll savings program (re- 
marks), 8920 

SBA, see Small Business Administration. 

Scaled lunar module jet erosion experiments, 


Scattering, proton, in ag FP 16 to 22 MeV, 
optical a ome lysis, 8 

ee ee 

bert’s hybrid 

Schmitt, Dan, 1. of southern pine 
hybrids in south Mississippi, 8314 

Scholars : 

American, abroad, tax information, 8442 

foreign scholars and educational and cul- 
tural exchange visitors, tax information, 
8430 
Scholarships : 
educational, loans, and financial aids, 7661 
tax information, 8451 
School children, see Children. 
School districts, New Hampshire-Vermont 
—- school compact, reports, 7935, 
803) 
School lunches, food for children, in pre- 
school centers, summer programs, 
School of Aerospace Medicine, technical re- 
orts, 77635 
Schools: 
allied health yee personnel train- 
ing act of 1966, amended, report, 8683 

fall school enrollment approximately 58.8 
million, 7740 

federally impacted areas, educational as- 
sistance for children ‘living in public 
housing, hearing, 79 

local pub: fe school systems, 1967 statistics, 
upils, schools, staff, expenditures, 8175 

milk program, extend, report, 7922 

public, prayer, proposed constitutional 
amendment, bene, print additional 
copies, report, 79 

public systems, education directory, 8165 

school breakfast program, how it works, 
etc., 8107 

see also School districts—School lunches. 

Science : 

Air Force Science and ~ w-? pia Sym- 
posium, proceedings, 763: 

cold regions science and ay renin | 7651 

information available from Atomic Energy 
Commission, 7703 

a scientific cooperation (talk), 
8 


yd analysis of Eram- 


science and service career in ESSA Com- 
missioned Officer Corps, 8189 
scientific information systems, new tech- 
niques, USSR study, 8516 
scientology as a science, USSR stud , 8519 
Soviet medical sciences look ahead, 8503 
strategy and science, toward a national se- 
curity policy for 1970's, hearings, 7956 
see also Nuclear science. 
Science and Astronautics Committee, House : 
activities, 90th Congress, 7974 
committee porate, 7974-75 
hearings, 7973 
report, 7972 
Scientific research, USSR review, 8500 
see alao Subjects. 
Scientific societies, USSR science academies 
survey past and future, 8501 
Scientology, as a science, USSR study, 8519 
Scomber japonicus houttuyn, see Mackerel. 
Scrap. metals, temporary suspension of 
duties, continue, report, 7 
Schneider, James J., tidal relations in south 
Biscayne Bay area, Dade County, Fla., 
8362 
Sea water: 
conversion, appropriations, 1970, report, 


7 
intrusion, flushing procedures at W. P. 


Sea water—Continued 
removing seawater salt residues for air- 
eraft cockpits and avionic equipments 
by surface chemical methods, field ex- 
perience, 8762 
San Diego test facility, 8423 
Seabees in action, Vietnam, pictorial] report, 


8741 
Seaborg, —_ nt 
addresses, 
Jan. 38-S0, 1969, 8882 
May 5, 1969, 7716 
May 10, 1969, 7717 
Seafaring wage rates, Atlantic, Gulf and 
Pacific districts, 8571 
Seals and glands: 
gaskets, packings, and seals, Federal item 
identification guide, change, 8122 
vibration of shaft face seals and stabiliz- 
ing effect of viscous and friction damp- 
ing, 8637 
Seamanship, see Navigation. 
Search and rescue operations for U.S. citi- 
zens and craft in foreign areas, 7959 

Searcy, James K., drainage of highway pave- 

ments. 

Seasonal change, revealed by time-lapse pho- 

tography, 7 
Seattle, Wash., model cities program, history 
and analysis, 8401 
Secondary education: 
elementary and secondary education act— 
amendments of 1969, reports, 7891 
title 1, ESEA migrant coordinators meet- 
ing, report, 8174 
Secret Service, report to the public, 8844 
Secretaries, invitation to live and work in 
city of opportunity, 8535 
Securities, industry, problems, hearing, 8056 
Securities and Exchange Commission, prob- 
— in securities industry, etc., hearing, 
i) 

Security, see International security—Na- 

tional securit 

Seed crops, see Crops. 

Seedlings, survival and growth of six north- 
western tree species, effects of artificial 
flooding, 8294 

see also names of plants or trees. 
Seeds, trade and tariff information, sum- 
maries, 8912 

Self employment, see Employment. 

Selling, see Markets and ar eons 

Semiconductors, pinch effect, simplified 

theory and transducer potentialities, P R624 

Semler, Thor T., analysis of gold sphere 

transmission experiments at 24-keV neu- 

tron energy using spin-dependent s-wave 
statistics, 8651 
Senate: 
Members, list, seating order, etc., 91st 
Congress, 8094 

prayers offered by former Chaplain, Fred- 
erick B. Harris, 89th and 90th Con- 
gresses, print as Senate document, re- 


port, 
telephone directory, 7992 
Senate documents, 7993 
Senate executive documents, 7994-96 
Senate executive reports, 7997-98 
Senate reports 
private bills, ‘7999-8017 
public bills, 8018-49 
Senior citizens, see Aged. 
Serial set (congressional), 7821-26 
Series ISP 3, 7750-51 
Servants, household Ss loyment, quiet revo- 
lution (address), 8 938 
Setter, Lloyd R.. 1. ~ TR standards, and 
guides for microwaves, ultraviolet radia- 
tion, and radiation from lasers and tele- 





Franklin Dam, Ft. Myers, Fla., 8359 
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Sewage, control from vessels, beeing 8090 

Sex-oriented mail, rotection of ¢ iidren, 
legislative proposals, 7861 

Shambon, Arthur, low dose measurements 
with thermoluminescent dosimeters, 7682 

Shaw, Charles S., method of determining 
surface area of cottonseed, 7613 

Sheda, Harold E., condition of concrete dams 
in Puerto Rico, 8828 

Sheep chair, farm building plan, 7601 

Sheire, James W.., historic structures report, 
Ft. Bowie National Historie Site, 8724 

Shellfish : 
commercial irradiation, with portable 

shipboard irradiator, final report, 7693 
New Jersey landings, 7809 
Oregon landings, 7808 
sanitary control in Korea, 8815 

Shielding, transverse, calculations for com- 
ponents of % TeV proton synchrotron, 
7681 

Shigella dysenteriae, see Dysentry. 

Shiller, William R., short term clinical 
evaluation of clay containing dentifrice, 
85 

Shingles (disease) : 

Herpes zoster, hope through research, 8806 

Shipbuilding, wage chronology, 1941-67, 
Pacific Coast shipbuilding, 8548 

Shipments, commodities by manufacturers, 

map, 7754 
see also Fish and fisheries. 
Shipping, code of Federal regulations, 8228— 


Ships: 
American ships are freedom’s lifeline (re- 
marks), 7806 
Coast Guard, authorization for procure- 
ment, reports, 7889, 7895 
control of sewage from vessels, hearings, 


historic ship exhibits in United States, 
875 

maneuvering board manual, 8754 

see also names of ships. 

Shipyards: 
injuries, analysis of somttents. 8544 

maritime safety data, 8544 

Shoes, see Boots and shoes. 

Shoot moths, see European pine shoot moths. 

Shortleaf pine, see Pine. 

Shoulders, Eugene, climate at seed source 
affects longleaf pine performance in Loui- 
siana plantation, 8296 

Shrimps, breaded, annual summary, 7810 

Shultz, George P 
remarks— 

Mar. 21, 1969, 8539 
May 1, 1969, 8537 
May 6, 1969, 85: 

Shurtleff. Wilburn 0., reliability handbook 
for silicon monolithic microcircuits, fail- 
ure mechanisms of monolythic microcir- 
cuits, 8600 

Siciliano, Rocco C., remarks, May 1, 1969, 


780 
Sierra National Forest, Mammoth-High 
Sierra Recreation Area, general informa- 
tion, 8281 
Signals, two-flash thresholds 1 function of 
flash luminance and area, 6 
see also Radar. 
Silberman, Lawrence H., nomination, hear- 
ing, 8085 
Silicon : 
annealing of 22-, 40-, and 158-MeV proton 
damage in n- an nd p-type silicon, 8622 
monolithic sulgrodirentta, reliability band- 
book, 8600-1 
N/P, and cadmium sulfide solar cells as 
affected by hypervelocity particle im- 
pact performance, 8625 
Silicon carbide, experimental backward 4i- 
S50. coantite to 1000° K, development, 


8 
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Silk, spun yarn, suspension of duty, continue, 
report, 7903 

Simplified theory and transducer potentiali- 
ties of pinch effect in semiconductors, 8624 

Simulation, electron analog, of ion contain- 
ment in magnetic fields, analysis, 8652 

Single persons, see Unmarried persons. 

Sisco, H. G., record of observation wells and 
water level fluctuations in Aberdeen 
Springfield area, Bingham and Power 
Counties, Idaho in 1967, 8357 

Skilled trades, see Occupations. 

Skin, membranes-hema polymers, develop- 
ment, 8415 

Skyline logging, see Lumbering. 

Skywater project, see Project Skywater 
(atmospheric water resources program). 
we yy commercial slaughter, meat 

and lard production, etc., 8905 
Slavet, Joseph S., new approaches to hous- 
ing ‘code administration, 78 
Sleep, deprivation, effect of rapid eye move- 
ment dreaming) on retention of avoid- 
ance learning in rats, 8580 
Slip laws, see Law. 
SM series, 7761 
Small business, see Business. 
Small Business Administration : 
after college what? career opportunities 
with SBA, 8847 
crime against small business, report, print 
as Senate document, report, 2 
economic opportunity loen program shows 
need for improved administration and 
eqgneed effectiveness, GAO report, 


National Advisory Council members to 
oars major role in SBA (remarks), 


Small Business, Select Committee on, House, 
publications of membership, list, 1941- 
68, 77th-90th Congresses, 7976 

Small Business, Select Committee on, Senate, 
hearings, 809 

Smalley, Glendon W. : 

—— tables and point-sampling factors 
vp 
loblolly pines in plantations on aban- 
doned fields in Tennessee, Alabama, 
and Georgia highlands, 8313 
shortleaf pines in plantations on aban- 
doned fields in Tennessee, Alabama. 
and Georgia highlands, 8317 

Smilke, Anthony, relief, 7874 

Smith, Aaron, anti-depressant drug studies, 
1955-1966, bibliography and _ selected 
abstracts, 8797 

Smith, C. F., Gasbuggy, gas quality investi- 
gation program, status report, 76 
Smith, James R., nomination, hearings, 8076 

Smith, Joan Merriam, honor the memory, 
report, 8040 

Smithsonian Institution: 
appropriations, 1970, hearings, 7946 
citizen regent of Board of Regents— 

appointment of Robert S. McNamara, 
report, 8032 

appointment of Thomas J. Watson, jr., 
report, 80; 

reappointment of John N. Brown, re- 
port, 803i 

Smoking: 
smoker’s self-testing kit— 

interpretation of test scores, 8817 
tests, 8816 

SNAP (systems for nuclear auxiliary 
power), see Atomic auxiliary power gen- 
erators. 

Snodgrass, Majorie P., economic develop- 
ment of American Indians and Eskimos, 
1930-1967, bibliography, 8406 

Snow: 

Federal-State- private cooperative surveys, 
Colorado, special snow report, 8868 

investigation and exploitation of snow- 
field sites, 7651 
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Snyder, E.B., mountain longleaf pine excels 
only in local plantings, 8301 

Social and Rehabilitation Service, inter- 
national research and demonstration proj- 
ects, annotated listing, 8853 

Social life and customs, see Manners and 
customs, 

Social security : 
account numbers, 1967 issuance, research 

and statistics note, 8856 
act— 
medical assistance financed under public 
assistance titles, 867% 
services for children and families under 
titles 4 and 5, 7756 
the future is now, 8861 
research and statistics notes, 8856-59 
social security for clergymen and _ re- 
ligious workers, tax information, 8439 
student beneficiaries, 1965-68, 8859 
your earnings record, 8860 

Social Security Administration : 
actuarial notes, 8854 
SSI series, 8860-61 

Social service, see Social work and problems. 

Social work and problems, social statistics, 
statistical report, 8675 

Socialism, Maoism, threat to socialism in 
China, USSR study, 8515 

Socio-economic factors affecting participa- 
tion in water-oriented outdoor recreation, 
8156 

Socio-economic profile of 1965 farm wage 
force, 8153 

Sodium, relationships between sodium ion 
activities and soil physical properties, and 
salinity tolerances of certain tropical 
soils, 8419 

Soil conservation and domestic allotment 
act, amend, hearings, 7941 

Soil Conservation Service : 
appropriations, 1970, hearings, 7945 
conservation highlights, digest of prog- 

ress, report, 8862 
conservation information, CI series, 8863 
helping to renew America's resources, gen- 
eral information, 8863 
Soils : 
certain tropical, salinity tolerances and 
relationship between sodium ion activi- 
ties and soil physical properties, 8419 
soil survey reports— 
Barren County, Ky., 8864 
Bulloch County, Ga., 8865 
Case County, lowa, 8866 
Clarke and Oconee Counties, Ga., 8867 
suspended, natural filtering by stream at 
low flow, 8291 

Sokolowski, Daniel B., characterization of 
pressure perturbations induced in rocket 
combustor by machine gun, 8652 

Solar batteries, N/P silicon and cadium 
sulfide, as affected by hypervelocity 
particle impact performance, 8625 

Solar Cells, see Solar batteries. 

Solar concentrators, paraboloidal, surface 
temperatures in space, parametric analy- 
sis, 

Solar energy, effects on VHF communica- 
tions between synchronous satellite relay 
and earth ground stations, 8618 

Solicitor, Interior Dept., appropriations, 
1970, hearings, 7946 

Solid wastes, see Waste products. 

Soltis, Richard F., overall performance of 
| eter inducer tested in water, 


Solubility, aluminum, in presence of hydrox- 
ide, fluoride, and sulfate, 8383 

Sonic boom, far-field, shock strength and 
impulse independent of body length and 
volume, investigation, 8631 

Sorghum, sudangrass hybrids for forage, 
description, varieties, etc., 7588 


InpEx 


Sound: 
noise, sound without value, report of 
Pemnitioe on Environmental Quality, 
ae 
power plant acoustics, Army technical 
manual, change, 7666 
selected acoustic stimuli, in normal human 
ears, threshold of stapedius reflex, 


8575 
ultrasonic investigations of relaxation in 
aqueous solutions, 841 
see also Noise. 
South America, east coast, lights and fog 
signals, list, change, 8750 
South Carolina: 
nutrition and human needs, hearings, 
8087 


300th anniversary of founding, commem- 
orative medals, report, 7924 
timber, 8320 
South Dakota: 
forests, statistics, 8319 
irrigation research needs, joint confer- 
ence, Bureau of Reclamation and South 
Dakota State University, 8829 
South Platte River and Valley: 
effects of pollution on aquatic life re- 
sources, 8261 
water quality, middle basin tributary 
streams, 8266 
South West Africa (Namibia) : 
background notes, 8877 
Southeast Asia, see Asia. 
Southeastern Carriers’ Conference Commit- 
tee, emergency board report, 8178 
Southeastern orest Experiment Station, 
publications, list, 8290 
Southern pine, see Pine. 
Soviet Union, see Union of Soviet Socialist 
Republics. 
SP series, see FMC SP serles—MA SP 
series—NASA SP series. 
Space, see Outer space. 
Space flight, see Astronautics. 
Spacecraft : 
Apollo 9 flight, code name, Spider, 8605 
Atlas-Centaur launch vehicle, Atlas LV- 
3C booster, experimental bending 
strength, beyond compressive skin 
wrinkling, 8635 
large launch vehicles, simulation studies 
for planning in-flight experiment to 
define manual guidance and control 
techniques, 8632 
tracking, 8604 
Spacecraft accidents, saturn S-—IVB-503 
stage accident under Apollo program, 
GAO review, 8336 
Spain: 
economic trends and their implications for 
United States, 8464 
olives, tariff concessions, agreement, 8884— 


85 
selling in Spain, 7801 
tariff concessions, protocol and schedules, 
agreement, 8884-85 
Spare parts, see Repair parts. 
Spark chambers, digitized, search for 
gamma-rays from Crab nebula, 8656 
Special publication SP series, 8755 
Specifications, see Government supplies. 
Specimen handling, microbiological spect- 
—— collection, handling and shipment, 


Spectra : 

search for gamma-rays from Crab nebula 
using digitized spark chamber, 8656 

spectral emission characteristics of argon- 
tungsten and argon-uranium induction 
heated plasmas, 8593 

Speech, hellum-speech and auditory feed- 

back, 8573 

Special reports, Cold Regions and Engineer- 





Sorkin, Alan L., American Indians indus- 
trialize to combat poverty, 8559 
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Spin (atomic) : 
spin- -dependent s-wave statistics, analysis 
of gold —_— transmission experi- 
ments, etc., 8651 
Sport Fisheries and Wildlife Bureau : 
appropriations, 1970, hearings, 7946 
refuge leaflets, 8870—71 
Sprays and spraying, see Pesticides. 
Springfield, Idaho, records of observation 
wells and water-level fluctuations, 8357 
Springfield, Mass., Interstate Air Quality 
Control Region, report for consultation, 
81 


Sontaen 5 eet ye 1966-67 water resources 
data for Nevada, 837 

Spruce, sitka, in ‘- aaR Alaska, volume 
tables and equations, 8293 

Squaw Creek, flood profile study, 8343 

Squawfish, northern, electrical installation 
for control, 7817 

SSI series, 8860-61 

Stability, hydrodynamic stability of inviscid 
rotating coaxial jets, 8602 

Stability of aircraft: 
direct side-force maneuvering system on 

deflected jet VTOL aircraft, investiga- 


tion, 8638 
rotor instability at high forward speeds, 
Rr iction, 8-70 
Stabilization, effect of viscous and friction 
comping on vibration of shaft face seals, 


86 

Staff development, see Administrative man- 
agement. 

Staff training, organization and functions of 
field staff New Florencia, case study for 
Akg censuses of population and housing, 

Stagnation point, photographic study of 
bromine jet flowing in coaxial airstream 
and impinging on stagnation surface, 8650 

Stainless steel, covnterflow double-contain- 
ment tantalum-stainless steel mercury 
boiler, design and fabrication, 8617 

Standards and standardization : 

Federal specifications and standards, in- 
dex, 8260 

Federal standards, 8255-57 

Federal test method standards, 8259 

job grading standard, civil service, engi- 
neering equipment operator, 7778 

military standards, 8133-39 

standards laboratories, conference pro- 
ceedings, 8669 

see also subjects. 

Stanley, Joan H., Old Stone House in George- 
town, D.C., its 18th century occupants and 
furnishings, 8732 

Stanley, John H., Judiciary Square, Wash- 
ington, D.C., park history, 8726 

Stans, Maurice H.: 
addresses, ete.— 

Apr. 14, 1969, 7793 
May 3, 1969, 7794 
May 9, 1969, 7805 
Stars, photoelectric catalogue, magnitudes 
and colors of stars in U, B, V, and Uc, B, 
V systems, 8743 
see also Cosmic rays. 
State banks, membership in Federal reserve 
system, regulations, amdt., 8249 
State bonds: 
tax reform hearings dealing with State 
and munictpel bonds, etc., summary of 
problems, 7989 

tax treatment, tax reform hearings, writ 
ten statements of witnesses, 7985 

State Department : 
background notes, 8872-78 
department and foreign service series, 8879 

State postal map series, 8774 

Statements, see Addresses, lectures, etc. 

Staten Island. group volunteer service, proj- 
ect report, 7566 
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States: 
eee ney, lapiation, what you want ig 
merit systems, extend to additional pro- 
grams financed by Federal funds, hear- 
ings, 8070 

population, by age, estimates, 7744 

postal maps, 8774 

State Commissions on — of women 
conference (remarks), 8 

we the black people of Unived States, gen- 
eral information, 7755 

Statistical Reporting Service, appropriations, 
1970, hearings, 7945 

Statisticians of other countries, 1969-70 
labor and price statistics training pro- 
gram, Sept. 1969-Aug. 1970, 8557 

Statistics, see subjects. 

Stators, highly loaded turbine stator blad- 
ing in annular cascade sector, experimental 
investigation, 8598 

Statutes, see Law. 

Steele, G. Fred, nomination, hearing, 8091 

Steinberg, M., concerete- -polymer materials, 
Ist topical report, 7674 
Stechancopes, parts, rate of duty, report, 


Stewart, B. L., nomination, hearing, 8091 

Stiffness, zero thermal expansion composites 
of high strength and stiffness, 85 

Stockpiling, see Strategic materials. 

Stocks, tax reform hearings, foreign tax 
credit and deferred executive compensa- 
tion, tax treatment, written statements of 
witnesses, 7986 

Stone, Howard W., leading-edge effects on 
laminar flat- plate boundary layer and 
aerodynamic heating, 8636 

Stone, manufacturing, 7 7732 

Storage: 

Army technical manual, change, 7667 

wheeled vehicles and equipment, inspec- 
tion, care, and preservation, military 
standard, 8138 

Stores, test of EUDA cheese in 4 supermar- 
kets in Washington, D.C., suburbs, 7597 

Storms, see Hurricanes. 

Story of U.S. Agricutural estimates, 7600 

Stee, electric, gas, and oil burning, change, 
$128 

Strain gages, high- response triaxial strain- 
gage anemometers, 7% 7647 

Strains and stresses, ring tensile strength 
studies of ice, 7650 

Strategic and foreign policy implications of 

ABM systems, hearings, 8068 
ategic materials: 
par om ont of lead from national and sup- 
plemental stockpiles, report, 8034 
jewel bearings, need for improvement in 
procuring and stockpiling, GAO report, 
8331 
Strategy, see International relations—NMili- 
tary art and science, 
Str atigraphy, contributions to stratigraphy 
(series), 8339 
Stratosphere, recirculation of stratospheric 
air samplers, investigation, 7679 
Strauss, Michael B., mammalian adaptations 
to divine, 8579 
Stream pollution, see Water pollution. 
Streamlining, see Aerodynamics. 
Streams, see Rivers. 
Strength of materials: 
experimental bending strength of Atlas 
LV-—3C booster beyond compressive skin 
wrinkling, 8635 

zero thermal expansion composites of high 
strencth and stiffness, 8596 

Strokes, cerebral vascular disease and 
strokes, 8805 

Strom, Thomas N., vibration of shaft face 
seals and stabilizing effect of viscous and 
friction damping, 8637 
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Students: 

allied health professions personnel train- 
ing act of 1966, amended, report, 8683 

educational scholarships, loans, and fi- 
nancial aids, 7661 

local public school systems, fall, 1967 sta- 
tistics, 8175 

student beneficiaries 1965-68, under so- 
cial security, 8859 

student manual, SM series, 7761 

summer jobs and how to find them, ideas 
that pay off in vacation time, 8541 

tax information for students and parents, 


8443 
Symbol-oriented failure analysis in multi- 
component systems, 8620 
Subcontracts, see Government contracts. 
Subject headings: 
Atomic Bnergy Commission, nuclear sci- 
ence abstract indexes, 770 
nuclear science abstracts, aubject scope, 


{704 
Submarine boats, salivary thiocyanate secre- 
tion during fleet ballistic missile submar- 
ine partol, study, 8578 
Submarine Medical Center, see Naval Sub- 
marine Medical Center. 
Subversive Activities Control Board: 
annual report, 8911 
member, nomination of Otto F. Otepka, 
hearing, 8080 
Sudan, economic trends and their implica- 
tions for United States, 8479 
Sudan grass, and sorghum-sudangrass hy- 
brids for forage, description varieties, etc.. 
75. 


‘ 

Sulfates, solubility of aluminum in presence 
of sulfate, 8383 

Sulfur, mineral industry surveys, annual, 
8583 

Sullivan's Island, 8.C., battle, and capture 
of Fort Moultrie, documented narrative 
and troop movement maps, + a Sumter 
National Monument, 8.C., 871 

Summer employment, see Employment. 

Summit, Roger K., remote information re- 
trieval facility, 8595 

Supermarkets, see Stores. 

Supervisors, personnel management pro- 
grams, 7784 

Supplies, see Government supplies—Military 
supplies. 

Supply and demand, supply U.S. markets 
with fresh winter produce, capabilities of 
U.S. and Mexico production areas, errata, 
8150 

Surface active agents, surface chemical 
methods of displacing water or oils, and 
salvaging flooded equipment, S762 

Surface area measurements, see Surfaces. 

Surfaces, cottonseed, method of determining 
surface area, 7613 

Surface water, see Water. 

Surinam, economic trends and their impli- 
eations for United States, 8461 

Surveys, see subjects of surveys. 

Sweet gum, stagnated stands, thinning im- 
proves growth, 8300 

Swimming pools, as you travel, ask yourself, 
how safe are motel pools? 8799 

Swine: 
farrowing and growing building for hogs, 

farm building plan, 7603 
grades of hogs slaughtered from 1960-61 
to 1967-68, improvements, 7598 
Switzerland : 
economic trends and their implications for 
United States, 8462 
trade agreement, termination, 8886 
Sugemere NE quadrangle, Ill., floods in area, 
8546 AT 

Symington, Stuart, United Nations, report, 

8069 
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Symposiums : 
manpower and private resources, 8542 
mechanical and thermal properties of 
ceramics, proceedings, 8668 
nuclear medicine, current status in medi- 
eal practice, bf ‘national s erratum, 7676 
radioecology, 2d national symposium, pro- 
ceedings, 7675 
Synchrotrons, proton, 1/2 TeV, transverse 
shielding calculations for components, 7681 
Syndrome, see Diagnosis. 
= of novel poly!mide precursor, 
643 
Synthetic organic chemicals, see Organic 
compounds. 
Systems: 
automatic systems, USSR study, 8498 
multicomponent, symbol-oriented failure 
analysis, 8620 


T 


T.V.A., see Tennessee Valley Authority. 

Taggart, Harold E., calibration principles 
and procedures for field strength meters 
(30 Hz to 1 GHz), 8671 

Tantalum, counterflow double-containment 
tantalum-stainless steel mercury boiler, 
design and fabrication, 8617 

Tape, _—— F., remarks, Mar. 31, 1969, 
‘71 ‘ 


Targets, effects of projectile density and 
target temperature when determining 
crater characteristics of metals alloys 
under hyper-velocity impact, 8627 

Tariff : 
customs convention, international trans- 

port of goods under cover of TIR car- 
nets, with protocol of signature, S887 
customs regulations, revised pages, 8110 
decisions under customs laws, Customs 
Court, 8111 
see also names or classes of articles im- 
ported or exported 
Tariffs and trade, general agreement on, see 
General agreement on tariffs and trade. 
Task Force on Prescription Drugs, back- 
ground papers, approaches to drug insur- 
ance design, 8389 
Tax credits : 
foreign tax credit for U.S. citizens and 
resident aliens, 843 

investment credit, 8428 

retirement income credit, tax information, 
8437 

Tax exemption : 

organizations, how to apply for exemption, 
information, 8432 

tax reform hearings dealing with tax- 
exempt organizations, summary of 
problems, 7990 

your exemptions and exemptions for de- 
pendents, 8457 
Tax refunds, appeal rights and claims, 8424 
Tax returns, see Income tax—Taxation. 
Taxation : 
aliens, United States tax guide, 8455 
clergymen and religious workers, social 
security tax information, 8439 

farm real estate taxes, recent trends and 
developments, 8161 

our Federal tax system, 8435 

press release, revised, concerning public 
hearings to be conducted on subject of 
tax reform, 7981 

tax calendar and check list, 8441 

tax information— 
cost or other basis of assets, 8447 
foreign scholars and educational and 

exchange visitors, 8430 

sale of business, 8450 
scholarships and on 8451 
seliing your home, 845 
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Taxation—Continued 
tax reform hearings— 
charitable contributions, tax treatment, 
written statements of witnesses, 7984 
foreign tax credit and deferred execu- 
tive compensation, tax treatment, 
written statement of witnesses, 7986 
gasoline taxes and moving expenses, 
written statements of witnesses, 7984 
individual deductions, summary of 
problems, 7988 
minimum and maximum income tax on 
individuals and single persons, writ- 
ten statements of witnesses, 7984 
minimum and maximum taxes, alloca- 
tion of deduction, taxes for the 
elderly, etc., summary of problems, 


State and municipal bonds, tax treat- 
ment, written statements of wit- 
nesses, 7985 

tax-exempt organizations, summary of 
problems, 7990 

tax treatment of the elderly, written 
statements of witnesses, 7984 

tax reform legislation, message from the 
President, 7855 
tax reform studies and — Treas- 
ury Department, 7982-83 
summary, 8060 
unemployment tax, collection to be in 
seerenty installments, etc., reports, 


see also Tax exemption—Tax refunds— 
Withholding tax. 
Taxes, see Income tax—Taxation. 
Teachers, elementary behavioral science 
education program, final report, 8163 
Technical assistance, see Foreign aid. 
Technical information, technical informa- 
tion for Congress committee print, 7975 
— manuals, Army Department, 7665-— 


Technical notes : 
National Aeronautics and Space Adminis- 
tration, 8609-53 
National Bureau of Standards, 8671-72 
Technical reports : 
Army Aviation Materiel Laboratories, 
7668-71 
Cold Regions Research and Engineering 
Laboratory, 7650 
Environmental Science Services Admin- 
istration, 81877 
Natick Laboratories, 7655-57 
National Aeronautics and Space Admin- 
istration, 8654-57 
School of Aerospace Medicine, 7635 
Waterways Experiment Station, 8185-86 
Technical translations, National Aeronautics 
and Space Administration, 8658 
Technology : 
charge for new technology (remarks), 
8413 
technology utilization (series), 8608 
toward a liveable man-made world (ad- 
dress), 7807 
see also subjects. 
Telecommunication : 
code of Federal regulations, 8230-31 
facility on Norfolk Island to study ionos- 
pheric propagation in relation to long 
range radio paths, agreement with 
Australia, 8889 
Telephone : 
directories— 
Agriculture Department, 7618 
House of Representatives, 7836 
Senate, 7 
materials acceptable on systems of REA 
borrowers, list, 8842 
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Television : 
educational facilities grants for construc- 
br} authorization, extend, hearings, 


wv 
Overmyer construction permits, acquisition 
and transfer, hearings, 7961—62 
public broadcasting act of 1967, amend, 
report, 8049 
trafficking in broadcast station licenses and 
construction permits, hearings, 7961-62 
Temperature: 
and electrolyte concentration, effects on 
—, of fuel cell of Bacon type, 
86 
effects of projectile density and target 
temperature when determining crater 
characteristics of metal alloys under 
hyper-velocity impact, 8627 
surface, of paraboloidal solar concentra- 
tors in space, parametric analysis, 8628 
Tennessee : 
loblolly pines in plantations on abandoned 
fields, volume tables and point-sampling 
factors, 8313 
shortleaf pines in plantations on aban- 
doned fields, volume tables and point- 
sampling factors, 8317 
Tennessee National Wildlife Refuge, birds, 
list, 8870 
Tennessee Valley Authority : 
financial statements, 1968, GAO examina- 
tion, 7847 
forestry, publications, list, 8915 
Tensile strength, see Strains and stresses. 
Terrestrial magnetism, geomagnetic studies 
on 40th and 41st cruises of RN (research 
vessel) Vityaz, equipment and methods 


used, 

Territories Office, appropriations, 1970, hear- 
ings, 7946 

Test equipment, see Testing appartus. 

Test wells, see Well drilling. 

Testing, see names of substances or objects 
tested. 

baer <> | apparatus, San Diego test facility, 

42: 


Teton National Forest, Teton Wilderness, 
general information, 8323 

Teton Wilderness, general information, 8323 

Textiles, test methods, Federal standards, 


8259 
Theiland, foreign trade regulations, 7802 
Thalgott, R. H., operational safety aspects 


of Project Gasbuggy, 7700 

Theodore Roosevelt Island, general informa- 
tion, 8735 

Therapists, see Physical therapists. 

Thermal expansion, see Expansion (thermal). 

Thermal instability in layer of water formed 
by melting ice from below, 7648 

Thermal properties, ceramics, proceedings of 
symposium, 

Thermodynamics, properties of water to 
1,000°C and 10,000 bars, 8418 

Thermoluminescense, see Luminescense., 

Thi Huong Nguyen, see Nguyen Thi Huong 
(Linh). 

Thinning of forests, see Forest thinning. 

Thiocyanates, salivary thiocyanate secre- 
tion during fleet ballistic missile sub- 
marine patrol, study, 8578 

Thomas, Marilyn, student beneficiaries 
under social security, 8859 

Thompson, Fletcher, contested election, re- 
port, 7901 

Thompson, T. L., comparison of concurrent- 
fiow, crossfiow, and counterflow grain 
drying methods, 7595 

Thrailkill, James R., zooplankton volumes 
off Pacific coast, 7815 

Thrombolysis, fibrinolysis, thrombolysis, 
and blood clotting, bibliography, 1968 an- 
nual compilation, 8685 

Thapenys Geza T., Antarctic bibliography, 
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Tickfaw River, Starns Bridge near Magnolia, 
.» Memorandum on stream flow data at 
State — 441 and 442, 8361 
Tides, south Biscayne Bay. Dade County, 
Fla., 8362 
Timber : 
computer program for scheduling allow- 
able cut using either area or volume 
petee during planning periods, 


South Carolina, 8320 

Time deposits, time and savings deposits, 
changes, 8238 

Time variable parameters, estimation, by 
use of integral transforms, 8644 

Tin, resources of world, 8341 

Tissues, proteolytic activity of nerve tissue, 
USSR study, 8496 

To continue action for human rights, 8782 

Tobacco : 
fire-cured and dark air-cured, 

review, 1967 crop, 8102 

flue-cured, market review, 1968 crop, 8103 
statistics, annual report, 7617 

Tobias, Jerry V., cockpit noise intensity, 
fifteen single engine light aircraft, 7727 

Tonkin Gulf, 1964 incident, hearing, supple- 
mentary documents, 8063 

Toolrooms, layout plates, industrial plant 
equipment handbook, 8113 

Toroids, and their parts. view factors, 8610 

Tourism, see Tourist trade. 

Tourist trade, USA, tour manual, 8926 

Toward a liveable man-made world, 7807 

Toxins: 

growth and production of Clostridium 
botulinum types E, nonproteolytic B. 
and F, in nonirradiated and irradiated 
fisheries products, 7709-10 

marine toxins from Pacific II, contam!na- 
tion of Wake Island Lagoon, 8851 

Tracking : 

microwave and laser systems for com- 
munication and tracking, parametric 
analysis, summary, 8657 

spacecraft, 8604 

Trade, see Commerce. 

Trade agreements. see Commercial treaties. 

Trade marks, see Trademarks. 

Trade policy, see Commercial policy. 

Teegemarhs, code of Federal regulations, 

Trades, see Occupations. 

Traffic, Defense Department management 
activities in Far East and Southeast 
Asia, overall observations, GAO report, 
8334 

see also Air traffic. 

Traffic control, see Air traffic. 

Trafficking in broadcast station licenses and 
construction permits, 7961—62 


Traineeships, allied health professions per- 


market 


sonnel training act of 1966, amended, 
report, 8683 

Training: 
employee training in Federal service, 


statistical annex, 7783 

fire behavior training exercises, 8275 

jobs and civil rights, role of Federal Gov- 
ernment in promoting equal opportunity 
in employment and training, 7762 

manpower development and training act, 
amend, law, 7827 

manpower development and training pro- 
gram, annual report, 8385 

methodology, annotated bibliography— 
austere theory, aids, and equipment, 


background theory and research, 8818 
ee methods and techniques, 


planning and administration, 8819 
on-the-job training, employer's guide under 
Manpower and training act, 8532 
see also Administrative management— 
Staff training—also subjects. 
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Transducers, potentialities of pinch effect in 

semiconductors, 8624 

Transformations (mathematical) : 

use of integral transforms in estimation of 

time variable parameters, 8644 
Translations, technical, National Aero- 
nautics and Space Administration, 8658 

Transport airplanes, see Airplanes. 

Transport depletion evaluated with natural 
brackish water, 8835 

Transportation: 

Defense Department management activi- 
ties In Far East and Southeast Asia, 
overall observations, GAO report, 8334 

farm products, economics, 7596 

international transport of goods under 
cover of TIR carnets, customs, conven- 
tion, S887 

MILSTAMP, military standard trans- 
portation and movement procedures, 
change, 8140 

statistics in United States, 8492 

tax reform hearings, moving expenses, in- 
come tax deductions, written statements 
of witnesses, 7984 

utility airports, air access to national 
transportation, 8205 

see also Local transit—Travel. 

Transportation Department : 

annual report— 
departmental edition, 8916-17 
document edition, 7843 


Travel: 
as you travel, ask yourself, how safe are 
motel pools? 


new world, see USA, 8925 
Peace Corps, excess foreign currencies to 
pay expenses of returning volun- 
teers, GAO report, 8333 
passenger, between U.S. and foreign coun- 
tries, 8404 
round trip, naval service members, provide, 
amend U.S. code— 
hearings, 7949 
report, 7929 
Travis, B. V., arthropods of medical im- 
portance in Latin America, 7656—57 
Trawls and trawling, bottom trawl explora- 
tions, 1963-65, in Green Bay of Lake 
Michigan, 7811 
Treasury, withdrawal of cash from, for ad- 
vances under Federal programs, 8918 
Treasury Department: 
department circulars, 8918 
foreign exchange operations, 8253 
tax reform studies and proposals, 7982-83 
summary, 8060 
Treaties, treaties and other international 
acts series, 8884-8901 
Tree planting, seedling survival and growth 
of six northwestern trees species, effects of 
artificial flooding, 8294 
Trees, climber sets, military standard, 8139 
Trematoda, see Flukes. 
Trenton, N.J., population, special census, 
7746 
Tribus, Myron, address, Apr. 29, 1969, 7807 
Tribute to courage, 8783 
Trichopsis vittatus, see Croaking gouramis. 
Trigonometry, direction cosine computa- 
tional error, 8654 
Trust funds, see Trusts and trustees. 
Trust Territory of Pacific Islands, appropria- 
tions, 1970, hearings, 7946 
Trusts (industrial) : 
economic concentration, outside United 
States, supplementary material, hear- 
ings, 8079 
Trusts and trustees, tax reform hearings 
dealing with multiple trusts, ete., sum- 
mary of problems, 7989 
Tsai, L., mode reflection coefficient of 
ground-plane mounted parallel-plate wave- 
guide illuminating reflecting sheet, 8597 
Tsunami (tidal wave) : 





USSR studies, 8518 
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Tuamotu Islands, radioecological research in 
Mururoa Atoll region, USSR study, 8506 
Tuberculosis in animals, eradication, State- 
Federal cooperative program, statistical 
tables, 7571 
Tubes: 
thin-wall Be—38 Al alloy tubing, mechant- 
cal properties, and column behavior, 


629 
welded N—155, creep-repture data, 8645 

Tubing, see Tubes. 

Tuna fish, yellowfin and albacore, Japanese 
Atlantic longline fishery, 1965 status of 
stocks, 7816 

Tungsten, argon-tungsten and argon-uranium 
induction heated plasmas, experimental 
investigation of spectral emission char- 
acteristics, 8593 

Turbine blades, see Blades. 

Turbines : 
fluid-cooled axial flow turbine, 7671 
small gas turbine engines, high-tempera- 

ture turbine, technology advancement, 


FORTRAN pre ram for 


turbomachines, 
11, 8616 


calculating velocities, etc., 
Turbomachines, see Turbines. 
Turbulence, ocean, and internal wave param- 
eters, USSR study, 8502 
Turkey, ambassador, nomination of William 
Handley, hearing, 8065 
Turkeys, national improvement plan, provi- 
sions, 7574 
Turner Falls, Mass., water resources ap- 
praisal for hydroelectric licensing, 8211 
TVA, see Tennessee Valley Authority. 
Typewriters, current industrial reports, 7739 


U 


U.S. Diplomatic Courier Service, 50th an- 
Svegeney, commemorative medals, report, 
7926 

U.S.S.R., see Union of Soviet Socialist 
Republics. 

Uinta Mountains, geologic story, 8340 

Uinta National Forest, general information, 
8324 

Uinta projects, Uinta River basin, Utah, 
water quality control study, 8264 

Ullman, Joseph C., helping workers locate 
jobs following plant shutdown, 8563 

Ulrey, Ivon W., economics of farm products 
transportation, 7596 

Ultrasonics, see Sound. 

Ultraviolet rays, see Radiation. 


Un-American Activities Committee, House, 
hearings, 7977 

Unemployed : 
employment security programs, Federal- 


State, funds to finance cost of admin- 
istering, hearing, 7980 

Federal unemployment tax, collection to 
A quarterly installments, ete., report, 
Ave 

manpower ~~ pea and training act, 
amend, law, 

Unemployment, A ‘Unemployed. 

Unemployment compensation, see Unemploy- 
ment insurance. 

Unemployment insurance, District of Colum- 
bia act, public international organizations, 
exempt, report, 7910 

Uniforms: 

Army uniforms in collections of Smith- 
sonian Institution, catalog, Army head- 
gear to 1854, 7 

Marine Corps regulations, 8568 

Union of Soviet Socialist Republics: 
dysentery, ediological structure from 

1950-65, peculiarities of geographical 
distribution of shigellae, 8525 

science academies survey past and future, 
USSR study, 8501 

Soviet medical sciences look ahead, 8503 
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Union wages, see Wages. 

Unions, see Labor unions. 

United Arab Republic t (Egypt) : 
background notes, 

United Kingdom of F ae Britain and North- 
ern Ireland, see Great Britain. 

United Nations, General Assembly, major 
activities, report, 8069 

United States: 

Notse.—For all subjects pertain- 
ing to the United States, except 
its. government, general history, 
and description, see such subjects. 


a to foreign powers, report, 
2 


pocket data book, USA 1969— 
departmental edition, tama 
document edition, 7854 
United States coast pilots, see Coast pilots. 
United States Code, see Codes of law. 
United States Information Agency, report 
to Congress, semiannual, 8923 
United States National Committee on Vital 
and Health Statistics, annual report, 8796 
Unlading and lading, fresh fruit and vege- 
table unloads, totals for 41 cities, 8098 
Unmarried persons, tax reform hearings deal- 
ing with taxes of single persons, minimum 
and maximum taxes, etc., summary of 
problems, 7989 
Upland cotton, see Cotton. 
Uranium : 
argon-tungsten and argon-uranium induc- 
tion heated preemes, experimental in- 
vestigation of spectral emission char- 
acteristics, 8593 
enriching, selected background informa- 
tion, 7695 
reconnaissance in Connecticut, Maine, 
Massachusetts, New Jersey, New York 
and Vermont, 1950-59, preliminary re- 
ports, 7701 
transfer, application of safeguards by 
— States, agreement with Canada, 
890 
Uranium hexafluoride, handling procedures 
and container criteria, 7692 
see Cities and towns. 


Urban life, 
see Redevelopment (city 


Urban renewal, 
planning, etc.). 

USA tour manual, 8926 

USAFI, see Armed Forces Institute. 

USDA, see Agriculture Department. 

USSR, see Union of Soviet 
Republics. 

Utes, reaeal and water resources, report, 
7TH 

Utility companies, see Electric utilities. 

Utley, Robert M., Golden Spike, 8725 


Vv 


Socialist 


VA, see Veterans Administration. 
Vacuum : 
distillation method, use in determination 
of oxygen in lithium, 8646 
forces and moments due to air jets ex- 
hausting paral - large flat plates in 
near vacuum, 8 
vars —— purpose and drain cocks, 
— item identification guide, change, 
Vargas, Orlando Fajardo, see Fajardo Var- 
gas, Orlando 
Vegetable products, see Agricultural prod- 
ucts. 
Vegetables : 
fresh, unloads, for 41 cities, 8098 
processing, 1968 annual summary, 8909 
Vegetation, Wake Island, description, 8851 
Vehicles : 
low emission, search, staff report, 8059 
wheeled, and equipment, inspection, care, 
and preservation during storage, mili- 
tary standard, 8138 
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Velocity : 
axisymmetric initial velocity distributions 
with application to hypervelocity im- 
pact, response of infinite elastic plate, 
S621 
FORTRAN program for calculatng— 
magnified region on _ blade-to-blade 
stream surface of turbomachine, 8616 
velocities and streamlines on blade-to- 
blade stream surface of a tandem 
blade turbomachine, 8611 
Venezuela, economic trends and their impli- 
cations for United States, 8469 
Vermont: 
New Hampshire interstate school compact, 
reports, 7935, 8036 
sat wed reconnaissance for uranium, 
770 


Vernon, Vt., water resources appraisal for 
hydoelectric licensing, 8211 
Vessels, see Ships. 


Veterans: 
benefits— 
brief explanation, 8932 
educational, laws providing, amend- 


ments, hearings, 7978 
slide-rule calculator, print additional 
copies, report, 791 
“8 amendments of 1969, hearings, 


health insurance coverage and preference 
for hospital care, survey, 7979 
national service life insurance, 
dividend schedules, 8931 
Veterans Administration : 
annual report— 
departmental edition, 8928 
document edition, 7840 
benefits in brief, 1968, serving those who 
served, 8932 
bibliography series, 8929 
manuals, 8931 
VA pamphlets, 8933 
Veterans’ Affairs Committee, House: 
committee print, 7979 
hearings, 7978 
proceedings, print, report, 7913 
Veterans hospitals: 
veterans benefits, for service since Jan. 31, 


regular 


1955, 8933 
veterans preference for hospital care, sur- 
vey, 7979 
Veterans of Foreign Wars of United States, 
convention proceedings, 78 
Veterinary zoology, see Zoology. 
Vibration, of shaft face seals and stabilizing 
effect of viscous and friction damage, 8637 
Vice President of United States, salary, in- 
crease, report, 8029 
Vicksburg, Miss., Mississipp! River and trib- 
utaries in district, stages and dicharges, 
8181 
Vietnam : 
agricultural commodities, agreement, 8891 
and Paris negotiations, postscript, 8066 
background information, 8061 
county agents in Vietnam, 7610 
Seabees in action, pictorial report, 8741 
View factors for toroids and their parts, 8610 
Vienali. J.A. overwater line-of-sight fade 
measurements at 37 GHZ, 8761 
Vinti dynamical problem and geopotential, 
R655 
Virgin Islands, Governor, nomination of 
Peter A, Bove, hearings, 8076 
Virginia : 
cetothere skeletons from Miocene Chop- 
tank formation, 8710 
fossil marine mammals from Miocene Cal- 
vert formation, title pages, etc., 8705 
Virulence, radio-resistance, and culture 
characteristics of certain pathogenic bac- 
teria, effect of repeated treatment with 
gamma rays, final report, 7686 
Vistitors, cultural exchange visitors, tax in- 
formation, 8430 
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VISTA, see Volunteers in Service to America. 
Visual perception, see Perception. 
Vital statistics : 
data from national health survey, 8822 
Indians, 1967— 
Arizona, 8798 
North Carolina, 8811 
Washington State, 8824 
rates in United States, 1940-1960, 8823 
see also Birth—Death—Marriage. 
Vityaz (USSR research vessel) : 
equipment and methods used for geomag- 
= studies on 40th and 41st cruises, 


Voice of America, seawall information, 8924 
Volume and yield ta 
— tables an “peint-sampling factors 


loblolly pines .- plantations on aban- 
doned fields in Tennessee, Alabama, 

and Georgia highlands, 8313 
shortleaf pines in plantations on aban- 
peer. elds in nmnessee, Alabama, 

and Georgia highlands, 8317 
Volunteer — group volunteer service, 


roject supers, 

Volunteers in Service to America, who, 
what, where, how, VISTA, questions and 
answers, 814 

von Hake, Carl A., United States earth- 
quakes. 


Vortex generators, plain rotor blade with 
plough type, vortex generators, perform- 
ance evaluation, 8599 

Vote scheduled on transfer of 1970 upland 
cotton allotments, 7608 

YTOL (vertical takeoff and landing), see 
Aircraft. 


w 


P. Franklin Dam, Ft. Myers, Fla., test 
of flushing procedures to control salt- water 
intrusion 

Waananen, Arvi, O., floods from small drain- 
age areas in California, 8345 
Wachtman, J. B., jr., mechanical 
thermal properties of ceramics, 8668 
Wade, William R., design and uncertainty 
analysis of improved total hemispherical 
emittance transient calorimeter, 8619 
Wages: 
area surveys—— 

Buffalo, N.Y., 8553 

Denver, Colo., 8556 

Jacksonville, Fla., 8555 

Salt Lake City, Utah, 8554 

Waterloo, Iowa, 8551 

Youngstown-Warren, Ohio, 8552 
area wages and ape costs, 8561 
coecnares. Pacific Coast, shipbuilding, 

54 


and 


seafaring wage rates, Atlantic, Gulf and 
Pacific districts, 8571 
union, local transit operating employees, 
wage calendar, 8549 
wages and related benefits, metropolitan 
areas, occupational earnings, supple- 
mentary practices, 8547 
women, ore pay, what you want in State 
bill, 
your social security earnings record, 8860 
Wagley, Henry O., jr., deciduous fruit 
canning in France. 8272 
Wake Island: 
code, civil administration, Federal avia- 
tion regulations, change, 8201 
vegetation and flora, 8851 
Wake Island Lagoon, marine toxins from 
Pacific Il, contamination of lagoon, 8851 
Wakeley, Philip C., replacement pastes of 
southern pines unsuccessful, 
Walee on minimizing wake of droplets, 
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Walker, Charles E., remarks, May 5, 1969, 
8919 


Walker, David B., federalism and the aca- 
demic community, brief survey, 7565 
Ware, George M., wind-tunnel investigation 
of aerodynamic characteristics of twin- 
keel parawing, 8647 
Warren, Ohio area wage survey, 8552 
Washichek, Jack N., water supply outlook 
and Federal-State-private cooperative 
snow eo for Colorado, special snow 
report, 886 
Washington State: 
Cascade Range, ‘juvenile height growth of 
four upper-slope conifers, 8306 
coast pilot, supplement, 7787 
Indian vital statistics, 8824 
Wasps, controlling, etc., 7590 
Waste disposal, see Radioactive waste 
disposal. 


Waste products: 
role of packaging in solid waste manage- 
ment, 8814 
waste brine from inland desalting plants, 
deep-well injections, feasibility, 8421 
water and wastewater technology, sug- 
gested 2-year post high school 
curriculum, 8176 
Water: 
actions for clean water, water pollution 
problems of Lake Michigan and 
tributaries, 8265 
atmospheric water resources program, 
Project Skywater, a ser re and de- 
livery of cloud nude a materials, 
conference procedin f°. 883 
budget of Carson Valley, Nev., 8351 
chemistry of aluminum in natural water 
(series), 8383 
Colorado, special snow report, 8868 
ground water— 
chemical properties and their corrosion 
and encrustation effects on wells, 8352 
resources, Wind River Indian Reserva- 
tion, resources, 8382 
hydrologic and geologic-data collection 
test well egy White Sands Missile 
Range, N. 
Millers River basin, , Serene basic 
data —- ground-water series, 8350 
natural rackish, transport depletion 
evaluated, 8835 
outdoor recreation oriented to, socioeco- 
pome factors affecting participation, 
overall performance of tandem-bladed 
inducer tested in water, 8626 
overwater line-of-sight fade measurements 
at 37 GHZ, 8761 
quality control study, Uinta project, 8264 
qualt improvement act of 1969, report, 


ol middle basin tributary streams 
poo ly Platte River basin, summer 1965, 


reconnaissance of ground _ resources, 
Ellwood-Gaviota area, Santa Barbara 
County, Calif., 8356 
resources— 
Afghanistan, rartace water invesiga- 
tions plan, S358 
Colorado, 8365-66 
Hawali, 8367 
Idaho, 8368 
Illinois, 8369 
Iowa, 8370 
Kentucky, 8371-72 
ae basin, reconnaissance study, 


Minnesota, 8373 
Missouri, 8374-75 
Montana, 8376-77 
Nevada, 8378 

North Dakota. 8379-80 
Pacific area, 8367 
Utah, report, 7993 
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Water—Continued 
resources—continued 
Wilder, Bellows Falls, Vernon, Turners 
Falls Development, appraisal for 
hydroelectric licensing, evaluation 
report, 8211 
Wisconsin, 8381 
saline conversion— 
program, appropriations, 1970, authori- 
zation, hearing, 7960 
VTE saline water plants, development of 


e mathematical model and a 


program for optimization, 8417 
saline water, appropriations, 1970, report, 


7 
saline water research and development 
progress reports, 8415-22 
Santa Margarita Project, Santa Margarita 
River Basin, Calif., water quality, con- 
trol study, 8263 
thermal OY sbutity in layer of water 
formed by melting ice from below, 7648 
thermodynamics properties, to 1,000° Cc 
and 10,000 bars, 84 
water and wastewater technology, sug- 
gested 2-year post high school curric- 
ulum, 8176 
water-quality records for Hubbard Creek 
watershed, Tex., 
water suns of Indian reservations 
(series. ) 
water supply pape paper, 8382-83 
see also 
ba carriers, ~- uniform system, 


Water levels: 
and observation wells, fluctuations, records 
in Aberdeen-Springfieid area, Bingham 
and Power Counties, Idaho, 8357 
and spring discharges, 1966-67, water 
resources data, data for Nevada, 8378 
Water pollution : 
control— 
cooperation by all Federal agencies for 
hearings, 8090 
lan, Lake Erie report, 8262 
Santa Margarita Project, Santa 
| err iver Basin, Calif., study, 


control act, amend— 


report, 7886 

control of oil discharges in navigable 
waters, hearings, 8090 

os of sewage from vessels, hearings, 


effects on aquatic life resources iF South 
Platte River basin in Colo., 8: 

oil spillage, California, hearings, 7970 

problems, Lake Michigan and tributaries, 
actions for clean water, 8265 

water quality act of 1969, hearings, 8090 

Water purification, test of flushing procedures 
to control salt-water intrusion at PP. 
Franklin Dam, near Ft. Myers, Fla.. 8359 

Water quality act of 1965, see Water 
pollution 

Water quality act of 1969, see Water 
pollution. 

Water Resources Division, Texas district, 
program and summary of district activi- 
ties, 8355 

Water Resources Office, appropriations, 1970, 
hearings, 7946 

Waterborne commerce, see Commerce. 

Waterloo, Iowa, area wage survey, 8551 

Waters. John B., jr., nomination, hearing, 


Waterways, see Inland waterways. 

Waterways A re Station, technical 
reports, 8185-86 

Watson, Delamar M., simulation studies for 
planning in-flight experiment to define 
manual guidance and control techniques 
for large launch vehicles, 8632 
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Watson, Thomas J., jr., appointment as 
citizen regent, report, 8030 
Waveguides: 
mutual coupling between waveguides which 
propagate 2 orthogonal modes, first- 
order solutions, 8640 
TEm mode reflection coefficient of ground- 
plane mounted parallel-plate waveguide 
illuminating reflecting sheet, 8597 
which propagate 2 orthogonal modes, 
a solutions for mutual coupling, 


Waves: 

internal wave parameters and ocean tur- 
bulence, USSR study, 8502 

numerical forecasting of wind fields and 
wave conditions, USSR study, 8 

ocean wave parameters and temperature 
fluctuatinos, USSR studies, 8524 

spin-dependent S-wave statistics, analysis 
of gold sphere transmission experiments 
ge ener neutron ... energy using, 


6: 
Ways and Means Committee, House: 
committee pete, 7981-82, 7984-85 
errata, 
hearing, 7980 
press release, revised, apie: public 
hearings to be conducted on subject of 
tax reform, 7981 
reports, 7896-7900, 7903-07, 7911 
We the black people of United’ States, 7755 
Weapons: 
antiballistic missile systems, strategic and 
—. policy implications, hearings, 
nuclear, effects, self-teaching materials, 
Weather: 
publications, price list, 8790 
service O international schedules, changes, 
see also Meteorology. 
Weather Bureau : 
circulars, 8934 
WBAN manual of surface observations, 
8934 
Weather control, Project Skywater confer- 
ence proceedings, production and delivery 
of cloud nucleating materials, 8832 
Weather forecasts, numerical forecasting of 
wind fields and wave conditions, USSR 
study, 8508 
Weather stations, cooperative meteorological 
program agreement with, Mexico, 8901 
Webster, S.Dak., operation of reverse 
osmosis desalination unit, 8420 
Weeks, see names of special ‘weeks. 
Weights and measures, specifications and 
tolerances for field standard weights, 8665 
Weinstein, Milton C., symbol-oriented failure 
analysis in multicomponent systems, 8620 
Weisgerber, P., productivity of diverted 
cropland, 8155 
Wet, B. C., planning for rural industry, 
fae 
Well drilling, test wells SMR- = and SMR-5, 
White Sands Missile Range, N. Mex., water 
resources investigations, 8360 
Wells: 
chemical properties of ground water and 
their corrosion and encrustation effects 
on wells, 8352 
deep-well injection of waste brine from 
inland desalting plants, feasibility, 8421 
observation, and water-level fluctuations, 
records in Aberdeen-Springfield area, 
Bingham and Power Counties, Idaho, 
357 


Welsh, Genevieve D., New Florencia, data- 
collection operations, organization and 
functions of field staff, 775 

West, Robert G., Plowshare, selected anno- 
tated bibliography of civil, industrial, and 
scientific uses for nuclear explosives, 7702 
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West Indies: 
freshwater and terrestrial decapod crusta- 
ceans, 87 
lights and fog signals, list, change, 8750 
West Wind (vessel) : 
documentation with coastwise priviliges, 
authorize, 8046 
Western Carriers’ Conference Committee, 
emergency board report, 8178 
Western Experiment Station Collaborators 
Conference, molecular biology and agricul- 
ture, potential for future research, con- 
ference report, 7570 
Western emisphere, 
Western. 
Western Hemipshere Immigration, 
Commission on, hearings, 8935 
Western Samoa, nautical chart catalog, 7789 
Westfall, A. O., surface water resources in- 
vestigations plan for Afghanistan, 8358 
Weybrew, Benjamin B., performance effects 
of increas ambient pressure, helium- 
oxygen saturation and excursicn dive to 
simulated depth of 900 feet, 8576 
Whales, see Cetacea. 
Wheat, program iy «9 Sane, , 7581 
Wheeler, Earle G., airman of Joint Chiefs 
of Staff, reappointment, reports, 7932, 8044 
Whelan, Josep + aspects of intellectual 
ferment and dissent in Czechoslovakia, 


White House, Committee for Preservation of, 
report, 89 
White Sands Missile Range, N. Mex., test 
well drilling, 8360 
Who needs safety training?, 8545 
Wichita, Kans., 100th anniversary of found- 
ing, commemorative medals, re rt, 7927 
Wiesnet, Donald R., Millers River Basin, 
records of selected wells, test holes, bor- 
ings, public water supply systems, and 
chemical analyses of water, 8350 
Wilder, Vt., water resources appraisal for 
hydroelectric licensing, 8211 
Wilderness areas: 
Mt. Jefferson Primitive area, general in- 
formation, 8285 
Rawah Wilderness, Roosevelt National 
Forest, general information, 8289 
users in Pacific Northwest, their character- 
istics, values, and management prefer- 
ences, 8305 
Wildfire, sce Fires. 
Wildlife : 
code of Federal regulations, 8332 
endangered species, prevent importation 
one interstate shipment of, hearings, 


see Hemisphere, 


Select 


967 
making land produce useful wildlife, 85 
Wildlife refuges : 
national list, 8871 
refuge leaflets, 8870—71 
Willamette National Forest, Mt. Jefferson 
Primitive ace. eneral information, 8285 
Willard, Joseph L., New Florencia, data 
processing, key punching, 7751 
Williams, Carroll B., jr., juvenile height 
rowth of four upper-slope conifers in 
ashington and northern Oregon Cascade 
Range, 8306 
Williams. Dansy T., unusual wind shifts of 
2 wildfires, 8312 
Williams, Jane C., improving educational 
opportunities for Mexican-American handil- 
eapped children, 8171 
Willison, Hamlin L., cleareutting and 
planting best for regenerating pine in 
northern Mississippi, study, 8299 


Willot, James F., auditory feedback and 
helium speech, 8573 
Wilson, Truman, self-employed doctors of 


medicine under OASDHI, 8857 

Wind, see Winds. 

Wind River Indian Reservation, 
water resources, 8382 


ground- 
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Wind tunnels, investigation of aerodynamic 
~~ pee of twin-keel parawing, 8647 
nds: 
numerical forecasting of wind fields and 
wave conditions, USSR study, 8508 
unusual wind shifts of 2 wildfires, 8312 
Windward Islands: 


Dominica— 
Bredin- + -¥ Smithsonian biological 
survey, 8709 


freshwater and _ terrestrial decapod 
crustaceans, 8709 
Wings (aircraft) : 
aerodynamic characteristics of twin-keel 


parawing, wind-tunnel investigation, 


leading-edge effects on laminary ~ ag oe 
boundary layer and aerodynamic heat- 
ing at Mach 10.4, 8636 
Winston Churchill Memorial and Library, 
medal in commemoration of dedication, 
report, 7925 
Wire, winding long, slender coils by ortho- 
cyclic method, 7649 
see also Electric wire and wiring. 
Wisconsin, water resources data, 8381 
Wise, John P., Japanese Atlantic longline 
fishery, 1965, and status of yellowfin tuna 
and albacore stocks, 781 
Wishna, Sheldon, solar effects on VHF com- 
munications between synchronous satel- 
lite relay and earth ground stations, 8618 
Wisner, Leland F., scheduled air taxi opera- 
tors as of Nov 1968, 8204 
ae tax: 
tax with olding declaration of esti- 
mated tax, 845 
withholding of Al on nonresident aliens 
and foreign corporations, 8456 
Women: 
careers, conservation work, 8939 
employment opportunity (remarks), 8538 
equal pay, what you want in State bill, 
) 


in war on poverty, 8147 
officers in U.S. Air Force, 7636 
Women’s Bureau, leaflet, 8939 
Wood: 
moisture content of glulam timbers in 
Pacific Northwest, 8283 
wood properties, classroom demonstra- 
tions, 7611 
Wool: 
production, price and value, 8910 
statistics and related data, 1968 supple- 
ment, 7615 
Woolens, protecting against clothes moths 
and carpet beetles, 7589 
Work: 
experience and training, administration 
and effectiveness of project, under 
title 5 of Economic opportunity act 
of 1964— 
Lake County, Ind., GAO report, 8327 





Maricopa County, Ariz., GAO report, 
8328 


resources and work force management 
civil engineering, Air Force manual, | 
7624 


see also Employment. 
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1969 


Workers, see Labor. 

Workshop for college deans & campus secur- 
ity officials, 8587 

Workman, Wilton L., reliability handbook 
for silicon monolithic microcircuits, fail- 
ure analysis of monolithic microciruits, 
8601 

World, see specific subjects. 

World War, 1939-45, tribute to Allied World 
War II victory in Europe report, 7933 

World War II, see World War, 1939-45. 

Worms, and insects harmful to man, animals, 
and plants, publications, price list, 8789 

Wrapping, see Packaging. 

Wray, R. P., salivary thiocyanate secretion 
during fleet ballistic missile submarine 
patrol, study, 8578 

Wright Brothers National Memorial, gen- 
eral information, 8736 


Y 


Yap-Diangco, Ana M., relief, 8002 

Yarn, spun silk, suspension of duty, con- 
tinue, report, 7903 

Yau Ming Chinn, see Chinn, Yau Ming. 

Yearbooks: 
agriculture, 1948-68, Government pub- 

lications, list, 8786 
minerals, 1967, area reports, interna- 
tHonal— 
departmental edition, 8582 
document edition, 7837 

Yee Foo Ying, relief, 8009 

Yeend, Warren E., quaternary geology of 
Grand and Battlement Mesas area, Colo., 
8353 

Yellow jackets, see Wasps. 

Yellowfin tuna, see Tuna fish. 

Yen, Yin-Chiao, thermal instability in layer 
of water formed by melting ice from below, 
7648 

Yosemite National Park, general information, 

Youngstown, Ohio, area wage survey, 8552 

Youth Conservation Corps, establish in In- 
terior and Agriculture Departments, hear- 
ing, 8077 

Youth Week, designate, report, 8043 


Yugoslavia, Ambassador, nomination of 
William Leonhart, hearing, 8065 
Zz 


Zambia, economic trends and their implica- 
tions for United States, 8481 

Zoology, medical and veterinary, index 
catalogue, 7572-73 

Zooplankton, volumes, 1960, off Pacific coast, 


7815 
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